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This section of the FEDERAL REGISTER 
contains regulatoiy documents having 
general applicabifity and legal effect most 
of which are keyed to and codified In 
the Code of Federal Regulations, which is 
published under 50 titles pursuant to 44 
U.S.C. 1510/ 

The Code of Federal Regulations is sold 
by the Superintendent of Documents. 

Prices of new books are listed in the 
first FEDERAL REGISTER issue of each 
week. 


DEPARTMENT OF AGRICULTURE 
Agricultural Marketing Service 
7CFR Part 53 

Standards for Grades of Slaughter 
Lambs, Yearlings, and Sheep 

agency: Agricultural Marketing Service 
(AMS), USDA. 

action: Final rule. 

summary: This rule revises the official 
U.S. standards for grades of slaughter 
lambs, yearlings, and sheep to align 
them with the previously revised 
standards for ^eir respective carcasses. 
A final rule to revise the official 
standards for grades of lamb, yearling 
mutton, and mutton carcasses was 
published in the Federal Register on 
September 13.1902,47 FR 40141. Since 
all of the changes to the carcass 
standards are not discernible in live 
animals, the current quality 
requirements for slaughter lambs, 
yewlings, and sheep did not require 
revision. However, consistent with the 
other carcass changes, this rule will 
standardize the quality and 
conformation compensations, add 
descriptions of degrees of muscling 
associated with each grade to the 
conformation descriptions, and 
eliminate the Cull grade for slaughter 
lambs and yearlings. The changes will 
make the live animal standards 
consistent with the carcass standards 
where possible. 

^^CTive DATE: November 26.1984. 

^8 further information contact: 

Michael L May; Chief; 

Standardization and Review Branch; 
bveslock Division: Agricultural 
Marketing Service; U.S. Department of 
Agriculture; Washington, D.C., 20250, 
1202)447-4488. 


SUPPLEMENTARY INFORMATION: This 
action was reviewed under USDA 
procedures established to implement 
Executive Order 12291 and was 
classihed as a non-major rule pursuant 
to sections 1(b) (1). (2), and (3) of that 
order because (1) it will not have an 
annual ei^ect on the economy of $100 
million or more, (2) it will not result in a 
major increase in costs or prices for 
consumers, individual industries. 
Federal, State, or local government 
agencies, or geographic regions; and (3) 
it will not have significant adverse 
effects on competition, employment, 
investment, prcKiuctivity, innovation, or 
on the ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. These changes will not 
significantly affect the number of lambs, 
yearlings or sheep in any grade. 

William T. Manley, Deputy 
Administrator, Agricultural Marketing 
Service, certified that this rule will not 
have a significant economic impact on a 
substantial number of small entities 
because the changes merely simplify the 
teaching and application of the quality 
grade standards without significantly 
affecting the number of lambs in any 
grade. 

Background 

Tentative U.S. standards for the 
market classes and grades of slaughter 
ovine (lambs, yearling, and sheep) were 
prepared in 1917 to provide a basis on 
which the Federal Market News Service 
might issue market quotations on these 
animals according to a uniform 
classification. Revisions were made in 
these standards in 1938,1940,1951,1957, 
and 1960. Yield grades were adopted in 
1969. Generally, revisions through the 
years In the quality grade standards for 
iambs have been as this rule is 
intended—to coordinate them with 
changes already made in the carcass 
standards. These standards have been 
used by the Department as the basis for 
market reporting of lamb and sheep 
prices and are also used by States which 
conduct official Iamb grading programs. 

The proposal to revise the official 
standards was published in the Federal 
Register on February 21,1984 (Vol. 49. 
No. 35. pages 6378-6382), and comments 
were invited for 62 days ending on April 
23,1984. A total of three comments were 
received in response to the proposal. 
Two comments were from agricultural 


organizations and one was foom a Stale 
Department of Agriculture and Markets. 

All comments expressed support for 
the overall intent of the proposal with 
specific support for standardizing 
quality and conformation 
compensations which make the 
standards more understandable. After a 
review and analysis of the comments 
and all information available, the 
proposed revisions are finalized without 
change. 

The quality grade standards for 
slaughter ovine are based on a 
combination of conformation and 
quality. Under this rule the conformation 
requirements would be unchanged, 
except thaj descriptions for various 
degrees of muscling associated with 
each grade are added. However, the rate 
of compensation of quality for 
conformation and conformation for 
quality is modified in the Choice. Good 
and Utility grades. In the present grades, 
compensation is on an equal basis in 
some cases, and in other cases a half 
grade of superior conformation or 
quality is needed to compensate for a 
third of a grade of inferior quality or 
conformation. Since the rate of 
compensation for both quality and 
conformation are different in different 
grades, the situation is often confusing. 
Teaching these compensations to new 
graders and others is especially difficult. 
Under these standards all 
compensations of conformation for 
quality and quality for conformation are 
on an equal basis. The limits and extent 
of compensations are not changed. 

These changes conform the live animal 
standards to the carcass standards (7 
CFR Part 54, 47 FR 40141). 

Because of the limited number of 
young ovine which fail to qualify for the 
Good or higher grades and because of 
the limited variation among such ovine, 
it was determined that four quality 
grades are sufficient for young ovine. 
Therefore, the Cull grade in § § 53.132(a), 
53.133(e] and 53.134(e) has been dropped 
for the lamb and yearling classes, and 
all lambs and yearlings which fail to 
qualify for Good are graded Utility. Tlie 
Cull grade is kept for the sheep class. 
This change conforms the slaughter 
standards with the carcass standards. 

Previous standards have combined 
the quality grade specifications for 
slaughter yearlings and sheep into one 
section. However, in the carcass 
standards, yearling mutton and mutton 
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quality grade specifications are 
contained in separate sections. For 
greater consistency with the carcass 
standards, the corresponding slaughter 
yearling and sheep specifications in 
§ 53.134 are split into separate sections, 
§§ 53.134 and 53.135. Previous § 53.135 is 
renumbered as 53.136. 

In summary, the changes involved in 
this revision of the standards for grades 
of slaughter lambs, yearlings, and sheep 
provide for the following: 

(1) Descriptions of degrees of muscling 
have been added to the conformation 
requirements for each grade. 

(2) The rate of compensation of 
conformation for quality and quality for 
conformation has been changed to be on 
an equal basis in all grades. 

(3) In 7 CFR 53.132(a), 53.133(e) and 
53.134(e) the Cull grade has been 
dropped for the slaughter lamb and 
yearling classes. 

(4) The quality grade specifications for 
slaughter yearlings and sheepliave been 
split into separate sections and the yield 
grade specification section has been 
renumbered to allow space for the new 
section. 

Minor non-substantive changes also 
have been made throughout the 
standards to improve clarity and 
facilitate uniform interpretation. 

List of Subjects in 7 CFR Part 53 

Livestock (Grading, Certification, and 
Standards), Lamb. 

PART 53—LIVESTOCK (GRADING. 
CERTIFICATION, AND STANDARDS) 

For the reasons set out in the 
preamble, the ofiicial U.S. standards for 
grades of slaughter lambs, yearlings, 
and sheep in 7 CFR Part 53 are amended 
by redesignating § 53.135 as § 53.136, 
adding a new § 53.135, and revising 
5§ 53.132, 53.133, and 53.134, as follows: 

1. The authority citation for Part 53 
reads as follows: 

Authority: Agricultural Marketing Act of 
1946, sec. 203, 205. as amended; 60 Stat. 1087, 
1090, as amended (7 U.S.C. 1622 and 1624). 

2. Section 53.135 would be 
redesignated as § 53.136, a new § 53.135 
w'ould be added, and §§ 53.132 through 
53.134 would be revised to read as 
follows: 

§ 53.132 Application of standards. 

(a) Grade factors. Grades of slaughter 
ovine are intended to be directly related 
to the grades of the carcasses they 
produce. To accomplish this, these 
slaughter ovine grade standards are 
based on factors which are directly 
related to the quality grades and the 
yield grades of ovine carcasses. The 
standards are written so that the quality 


and yield grade standards are contained 
in separate sections. The quality grade 
standards are divided into three 
sections applicable to slaughter lambs, 
slaughter yearlings, and slaughter sheep. 
There are four quality grades within 
each class—Prime. Choice. Good, and 
Utility for lambs and yearlings; and 
Choice, Good, Utility, and Cull for 
sheep. Also, there are five yield grades 
applicable to all classes of slaughter 
ovine, denoted by numbers 1 through 5, 
with Yield Grade 1 representing the 
highest degree of cutability. 

(b) General princples. (1) The 
determination of the carcass grade that 
the slaughter animal will produce 
requires the exercise of well-regulated 
judgment. Each animal presents a 
different combination of the grade- 
determining factors. Animals frequently 
have characteristics associated with 
two or more grades. Therefore, a 
composite evaluation of all inherent 
physical characteristics is essential for 
accuracy in determining grade. 

(2) The accurate determination of the 
grade of a slaughter ovine requires 
handling in addition to visual 
observation. The length and density of 
the fleece vary greatly with individuals 
and the thickness and firmness of the 
flesh covering of wooled ovine can only 
be roughly estimated without handling. 
The technique used in handling usually 
varies with the degree of precision in 
mind as well as the experience of the 
grader. Experienced graders may find 
one quick handling satisfactory. This 
usually consists of placing one open 
hand over the back and ribs in 
simultaneous motion. The thumb 
extends just over the backbone, while 
the fingers, which are held close 
together, cover the rib section and 
pressure is applied very lightly with a 
slight lateral and forward and backward 
motion. The generally accepted 
technique of handling ovine where time 
permits, and especially when noting 
slight differences between individuals, 
is to handle forward from the dock to 
neck with the open hand, fingers 
together, laid flat and with a slight 
lateral motion. Both hands may then be 
used, one on each side, in a similar 
manner to determine the fleshing over 
the shoulders, ribs, and hips. Regardless 
of the method, considerable experience 
is necessary in handling ovine to 
accurately determine the grade. 

(c) Quality grades. (1) The quality 
grade of a slaughter ovine is determined 
by a composite evaluation of two 
general considerations which influence 
carcass excellence: Conformation and 
quality—fatness, maturity, and other 
indicators of differences in palatability 
of the lean flesh. 


(2) Conformation refers to the general 
body proportions of the animal and to 
the ratio of meat to bone. Although 
primarily determined by the inherent 
muscular and skeletal systems, it is also 
influenced by the degree of fatness. 
However, external fat in excess of that 
normally left on retail cuts is not 
considered in evaluating conformation. 
The conformation descriptions included 
in each of the grade specifications refer 
to the thickness of muscling and to an 
overall degree of thickness and fullness 
of the animal. Slaughter ovine which 
meet the requirements for thickness of 
muscling specified for a grade will be 
considered to have conformation 
adequate for that grade despite the fact 
that, because of a lack of fatness, they 
may not have the overall degree of 
thickness and fullness described. 
Conformation is evaluated by averaging 
the conformation of the various 
component parts, giving special 
consideration to those parts of the body 
producing the more desirable cuts of 
meat—loin, hotel rack, and leg. 

(3) In grading slaughter ovine, quaity 
of the lean must be evaluated indirectly 
by considering the quantity, distribution, 
and type of fat or finish in relation to the 
maturity of the animal being graded. 
Limited consideration is also given to 
such factors as character of bone and 
smoothness and symmetry of body. 
Finish is evaluated by noting variations 
in the fullness and apparent thickness of 
the fat covering over the back, loin, ribs, 
and legs. A high degree of desriable 
finish is evidenced by a firm, smooth 
layer of fat which is uniformly 
distributed over the body. 

(4) Although the market designation of 
slaughter ovine is usually made by 
classes, the quality standards are 
intended to apply to all classes without 
regard to sex condition. However, male 
animals which have thick heavy necks 
and shoulders typical of uncastrated 
males are discounted in gra^e in 
proportion to the extent to which these 
characteristics are developed. Such 
discounts may vary from less than half a 
grade in young lambs in which such 
characteristics are barely noticeable, to 
as much as two full grades in mature 
rams in which such characteristics are 
very pronounced. 

(d) Yield grades. (1) The yield grades 
for slaughter ovine are based on the 
same factors used in the official yield 
grade standards for ovine carcasses. 
These factors are as follows: 

(i) Thickness of fat over ribeye. As 
the amount of external fat increases, the 
percent of retail cuts decreases and the 
numerical yield grade increases. 
Assuming no change in the other factors. 
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each 0.15 inch change in adjusted fat 
thickness over the ribeye changes the 
yield grade by a full grade. On slaughter 
ovine which do not have a normal 
distribution of external fat, the fat 
thickness estimate over the ribeye may 
be adjusted, as necessary, to reflect 
unusual amounts of fat on other parts of 
the animaL 

(ii) Perceni of kidney and pelvic fat. 

As the amount of these fats increases, the 
percent of retail cuts decreases. A 
change of 4 percent of the carcass weight 
in kidney and pelvic fat changes the 
yield grade by a full ^ade. 

(iii) Leg conformation grade. An 
increase in the conformation grade of 
the legs increases the percent of retail 
cuts. A change of two full grades in 
conformation of the legs changes the 
yield grade by approximately one-third 
of a yield grade. 

(2) When evaluating slaughter ovine 
for yield grade, each of these factors can 
be estimated and the yield grade 
determined therefrom by using the 
equation contained in the official 
standards for yield grades of lamb, 
yearling mutton, and mutton carcasses. 
However, a more practical method of 
appraising slaughter ovine for yield 
grade is to use only two factors 
normally considered in evaluating live 
ovine—degree of fatness and leg 
conformation. In this approach, the 
degree of fatness largely accounts for 

the effects of thickness of fat over the 
ribeye and the percent of kidney and 
pelvic fat. 

(3) The overall fatness of an animal 
can be determined best by giving 
particular attention to those parts on 
which fat is deposited at a faster-than- 
ayerage rate. These include the back, 
loin, rump, flank, breast, and cod or 
udder. As ovine increase in fatness, 
these parts become progressively fuller, 
thicker, and more distended in relation 
to the thickness and fullness of the other 
purts, particularly the legs. However, 
since an animars thickness of muscling 
also affects the development of its 
various parts, this also needs to be 
considered when evaluating the degree 
of fatness. In thinly muscled ovine with 

a low degree of finish, the width of the 
back usually will be greater than the 
jridth throu^ the center of the legs. 
Conversely, in thickly muscled ovine 
with a low degree of finish, the 
thickness through the legs will be 
pater than through the back and the 
back will be full and rounded. At an 
intermediate degree of fatness, ovine 
which are thinly muscled will be 
j^nsiderably wider through the back 
than through the leg and will be nearly 
lat across the baclc Thickly muscled 
ovtne that have an intermediate degree 


of fatness will be about the same width 
through the legs as through the back and 
the back will appear only slightly 
rounded. Very fat ovine will be wider 
through the back than through the legs, 
but this difference will be greater in 
thinly muscled ovine than in those that 
are thickly muscled. As ovine increase 
in fatness, they also become deeper 
bodied because of large deposits of fat 
in the flanks and breast and along the 
underline. In determining yield grade, 
variations in fatness are of very much 
greater importance than variations in 
conformation of the leg. 

(e) Other considerations. (1) Other 
factors such as sex, heredity, and 
management also may affect the 
development of grade-determining 
characteristics in slaughter ovine. 
Although these factors do not lend 
themselves to descriptions in the 
standards, the use of factual information 
of this nature is justified in determining 
the grade of slaughter ovine. The ability 
to make proper allowances for the 
effects of genetic and management 
factors on the appearance of grade- 
determining characteristics must be 
developed through experience. 

(2) Slaughter ovine qualifying for any 
particular grade may vary with respect 
to the relative development of their 
individual grade factors. In fact some 
will qualify for a particular grade 
although they have some characteristics 
more typical of ovine of another grade. 
Because it is impractical to describe the 
nearly infinite number of such 
recognizable combinations of 
characteristics, the standards describe 
only ovine which have a relatively 
similar development of the various 
quality and yield grade-determining 
factors and which are near the lower 
limits of quality or yield for the grade. 
However, examples of the extent to 
which superiority in quality-indicating 
characteristics may compensate for 
deficiencies in conformation, and vice 
versa, are indicated for each quality 
grade. In the slaughter lamb quality 
grade standards, the requirements are 
given for two maturity groups. In the 
yield grade standards, ovine with two 
levels of muscling are described and 
specific examples in terms of carcass 
characteristics also are included. 

$53,133 Specifications for Official U.S. 
Standards for Grades of Slaughter Lambs 
(Quality). 

(a) Prime. (1) Slaughter Iambs having 
minimum conformation requirements for 
the Prime grade tend to be thickly 
muscled throughout, and they are 
moderately wide and thick in relation to 
their length and height. The are 
moderately wide over the back, loin. 


and rump. Shoulders and hips are 
usually moderately smooth. The twist is 
moderately deep and full, and the legs 
are moderately large and plump. They 
generally present a well-rounded 
appearance due to a slight fullness or 
plumpness over the crops, loins, and 
rump. Relatively young lambs, under 
seven months of age, tend to have a 
moderately thin fat covering over the 
back, ribs, loins, and rump. In handling, 
the backbone and ribs are readily 
discernible. Older, more mature lambs 
have a slightly thin fat covering over the 
back, ribs, loin, and rump, in handling, 
the backbone and ribs are slightly 
discernible. Prime grade lambs exhibit 
evidences of rather high quality. The 
bones tend to be proportionately small, 
the joints tend to be smooth, and the 
body tends to be smooth and 
symmetrical. 

(2) To qualify for the Prime grade, a 
lamb must possess the minimum 
qualifications for finish regardless of the 
extent that its conformation may exceed 
the minimum requirements for Prime. 
However, a development of finish which 
is superior to that specified as minimum 
for the Prime grade may compensate, on 
an equal basis, for a development of 
conformation which is inferior to that 
specified for Prime as indicated in the 
following example: A lamb which has 
evidences of finish equivalent to the 
midpoint of the Prime grade may have 
conformation equivalent to the midpoint 
of the Choice grade and remain eligible 
for Prime. However, in no instance may 
a lamb be graded Prime which has a 
development of conformation inferior to 
that specified as minimum for the 
Choice grade. 

(b) Choice. (1) Slaughter lambs having 
minimum conformation requirements for 
the Choice grade are slightly thick 
muscled throughout, and they tend to be 
slightly wide and thick in relation to 
their length and height. They tend to be 
slightly wide over the back, loin, and 
rump. The shoulders and hips are 
usually slightly smooth but may exhibit 
a slight tendency toward prominence. 
The twist tends to be slightly deep and 
full, and the legs tend to be slightly thick 
and plump. Relatively young lambs, 
under seven months of age, have a thin 
fat covering over the back, ribs, loin, 
and rump. In handling, the backbone 
and ribs are moderately prominent. 
Older, mature lambs have a moderately 
thin fat covering over the back, ribs, 
loin, and rump. In handling, the 
backbone and ribs are slightly 
prominent. Choice grade lambs usually 
present a moderately refined 
appearance. 
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(2) A development of quality which is 
superior to that specified as minimum 
for the Choice grade may compensate, 
on a equal basis, for a development of 
conformation which is inferior to that 
specified as minimum for Choice as 
indicated in the following example: A 
lamb which has evidences of quality 
equivalent to the midpoint of the Choice 
grade may have conformation 
equivalent to the midpoint of the Good 
grade and remain eligible for Choice. 
However, in no instance may a lamb be 
graded Choice which has a development 
of conformation inferior to that specified 
as minimum for the Good grade. Also, a 
lamb which has conformation at least 
one-third grade superior to that 
specified as minimum for the Choice 
grade may qualify for Choice with a 
development of quality equivalent to the 
lower limit of the upper one-third of the 
Good grade. Compensation of superior 
conformation for inferior quality is 
limited to one-third grade of deficient 
quality. 

(c) Good (1) Slaughter lambs having 
minimum conformation requirements for 
the Good grade are slightly thin muscled 
throughout, and are moderately narrow 
in relation to their length and height and 
are slightly narrow over the back, loin, 
and rump. Hips and shoulders are 
moderately prominent. The twist is 
slightly shallow and the legs are slightly 
small and thin. Relatively young lambs, 
under seven months of age. have slightly 
more than a very thin, uneven fat 
covering over the back, loin, and upper 
ribs. In handling, the shoulders, 
backbone, hips, and ribs are prominent. 
Older, more mature lambs have slightly 
more than a thin fat covering over the 
back, ribs, and loin. In handling, the 
bones of the shoulders, backbone, hips, 
and ribs are rather prominent. Good 
grade lambs may present evidences of 
slightly low quality. The bones and 
joints are usually moderately large, and 
the body is somewhat lacking in 
symmetry and smoothness. 

(2) A development of quality which is 
superior to that specified as minimum 
for the Good grade may compensate, on 
an equal basis, for a development of 
conformation which is inferior to that 
specified as minimum for Good as 
indicated in the following example: A 
lamb which’has evidences of quality at 
least one-third grade superior to that 
specified as minimum for the Good 
grade may have conformation 
equivalent to the minimum for the upper 
one-third of the Utility grade and remain 
eligible for Good. However, in no 
instance may a lamb be graded Good 
which has a development of 
conformation inferior to the minimum 


for the upper one-third of the Utility 
grade. Also, a lamb which has 
conformation at least one-third grade 
superior to that specified as minimum 
for the Good grade may qualify for Good 
with a development of quality 
equivalent to the lower limit of the 
upper one-third of the Utility grade. 
Compensation of superior conformation 
for inferior quality is also limited to one- 
third grade of deficient quality. 

(d) Utility. The Utility grade consists 
of those lambs whose characteristics are 
inferior to those specified as minimum 
for the Good grade. 

§ 53.134 Specifications for Official U.S. 
Standards for Grades of Slaughter 
Yearlings (Quaiity). 

(a) Prime. (1) Slaughter yearlings 
having minimum conformation 
requirements for the Prime grade tend to 
be thickly muscled throughout, and are 
moderately wide and thick in relation to 
their length and height, and they are 
moderately wide over the back, loin, 
and rump. Shoulders and hips are 
usually moderately smooth. The twist is 
moderately deep and full, and the legs 
are moderately large and plump. There 
is a rather distinct fullness or plumpness 
evident over the crops, loins, and rump 
which contributes to a well-rounded 
appearance. There is a slightly thick fat 
covering over the back, ribs, loin, and 
rump. In handling, the backbone and 
ribs are hardly discernible. Prime grade 
slaughter yearlings exhibit evidences of 
rather high quality. The bones tend to be 
proportionately small, the joints tend to 
be smooth, and the body tends to be 
smooth and symmetrical. 

(2) Regardless of the extent to which 
its conformation may exceed the 
minimum requirements for Prime, a 
yearling must have minimum Prime 
quality to be eligible for the Prime grade. 
However, a development of quality 
which is superior to that specified as 
minimum for the Prime grade may 
compensate, on an equal basis, for a 
development of conformation which is 
inferior to that specified as minimum for 
Prime as indicated in the following 
example: A yearling which has 
evidences of quality equivalent to the 
midpoint of the Prime grade may have 
conformation equivalent to the midpoint 
of the Choice grade and remain eligible 
for Prime. However, in no instance may 
a yearling be graded Prime which has a 
development of conformation inferior to 
that specified as minimum for the 
Choice grade. 

(b) Choice. (1) Slaughter yearlings 
having minimum conformation 
requirements for the Choice grade are 
slightly thick muscled throu^out. and 
they tend to be slightly wide and thick 


in relation to their length and height, 
and they tend to be slightly wide over 
the back, loin, and rump. The shoulders 
and hips are usually slightly smooth but 
may show a slight tendency toward 
prominence. The twist tends to be 
slightly deep and full, and the legs tend 
to be slightly thick and plump. They 
have a slightly thin fat covering over the 
back, ribs, loin, and rump. In handling, 
the backbone and ribs are readily 
discernible. Choice grade slaughter 
yearlings usually present a moderately 
refined appearance. 

(2) A development of quality which is 
superior to that specified as minimum 
for the Choice grade may compensate, 
on an equal basis, for a development of 
conformation which is inferior to that 
specified as minimum for Choice as 
indicated in the following example: A 
yearling which has evidences of quality 
equivalent to the midpoint of the Choice 
grade may have conformation 
equivalent to the midpoint of the Good 
grade and remain eligible for Choice. 
However, in no instance may a yearling 
be graded Choice which has a 
development of conformation inferior to 
that specified as minimum for the Good 
grade. Also, a yearling which has a 
development of conformation at least 
one-third grade superior to that 
specified as minimum for the Choice 
grade may qualify for Choice with a 
development of quality equivalent to the 
lower limit of the upper one-third of the 
Good grade. Compensation of superior 
conformation for inferior quality is 
limited to one-third grade of deficient 
quality. 

(c) Good. (1) Slaughter yearlings 
having minimum conformation 
requirements for the Good grade are 
slightly thin muscled throughout, and 
are moderately narrow in relation to 
their length and height, and are slightly 
narrow over the back, loin, and rump. 
Hips and shoulders are moderately 
prominent. The twist is slightly shallow, 
and the legs are slightly small and thin. 
They have slightly more than a 
moderately thin fat covering over the 
back, loin, and upper ribs. In handling, 
the shoulders, backbone, hips, and ribs 
are rather prominent. Good grade 
yearlings may present evidences of 
slightly low quality. The body is 
somewhat lacking in symmetry and 
smoothness. 

(2) A development of quality which is 
superior to that specified as minimum 
for the Good grade may compensate, on 
an equal basis, for a development of 
conformation which is Inferior to that 
specified as minimum for Good as 
indicated in the following example: A 
yearling which has evidences of quality 
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at least one-third grade superior to that 
specified as minimum for the Good 
grade may have conformation 
equivalent to the minimum for the upper 
one-third of the Utility grade and remain 
eligible for Good. However, in no 
instance may a yearling be graded Good 
which has a development of 
conformation inferior to the minimum 
for the upper one-third of the Utility 
grade. Also, a yearling which has 
conformation at least one-third grade 
superior to that specified as minimum 
for the Good grade may qualify for Good 
with a development of quality 
equivalent to the lower limit of the 
upper one-third of the Utility grac^e. 
Compensation of superior conformation 
for inferior quality is also limited to one- 
third grade of deficient quality. 

(d) Utility, The Utility grade includes 
those y earlings whose characteristics 
are inferior to those specified as 
minimum for the Good grade. 

§S3.135 Specifications for Official U.S. 
Standards for Grades of Slaughter Sheep 
(Quality). 

(a) Choice, (1) Slaughter sheep having 
minimum conformation requirements for 
the Choice grade are slightly thick 
muscled throughout, and they tend to be 
slightly wide and thick in relation to 
their length and height, and they tend to 
be slightly wide over the back, loin, and 
rump. The shoulders and hips are 
usually slightly smooth but may show a 
slight tendency toward prominence. The 
twist tends to be slightly deep and full, 
and the legs tend to be slightly thick and 
plump. They have a slightly thick fat 
covering over the back, ribs, loin, and 
rump. In handling, the backbone and 
ribs are slightly discernible. Choice 
grade slaughter sheep usually present a 
moderately refined appearance. 

(2) A development of quality which is 
superior to that specified as minimum 
for the Choice grade may compensate, 
on an equal basis, for a development of 
conformation which is inferior to that 
specified as minimum for Choice as 
Indicated in the following example: A 
sheep which has evidences of quality 
equivalent to the midpoint of the Choice 
grade may have conformation 
wjuivalenl to the midpoint of the Good 
grade and remain eligible for Choice. 
However, in no instance may a sheep be 
graded Choice which has a development 
of conformation inferior to that specified 
8s minimum for the Good grade. Also, a 
sheep which has conformation at least 
one-^ird grade superior to that 
specified as minimum for the Choice 
^de may qualify for Choice with a 
oovelopment of quality equivalent to the 
jjwer limit of the upper one-third of the 
Good grade. Compensation of superior 


conformation for inferior quality is 
limited to one-third grade of deficient 
quality. 

(b) Good. [1) Slaughter sheep having 
minimum conformation requirements for 
the Good grade are slightly thin muscled 
throughout, and are moderately narrow 
in relation to their length and height, 
and they are slightly narrow over the 
back, loin, and rump. Hips and 
shoulders are moderately prominent. 
The twist is slightly shallow, and the 
legs are slightly small and thin. They 
have a slightly thin fat covering over the 
back, ribs, and loin. In handling, the 
bones of the shoulders, backbone, hips, 
and ribs are slightly prominent. Good 
grade sheep may present evidences of 
slightly low quality. The bodyls 
somewhat lacking in symmetry and 
smoothness. 

(2) A development of quality which is 
superior to that specified as minimum 
for the Good grade may compensate, on 
an equal basis, for a development of 
conformation which is inferior to that 
specified as minimum for Good as 
indicated in the following example: A 
sheep which has evidences of quality 
equivalent to the midpoint of the Good 
grade may have conformation 
equivalent to the midpoint of the Utility 
grade and remain eligible for Good. 
However, in no instance may a sheep be 
graded Good which has a development 
of conformation inferior to that specified 
as minimum for the Utility grade. Also, a 
sheep which has conformation at least 
one-third grade superior to that 
specified as minimum for the Good 
grade may qualify for Good with a 
development of quality equivalent to the 
lower limit of the upper one-third of the 
Utility grade. Compensation of superior 
conformation for inferior quality is 
limited to one-third grade of deficient 
quality. 

(c) Utility. (1) Slaughter sheep having 
minimum conformation requirements for 
the Utility grade are thinly muscled 
throughout, and are very angular and 
very narrow in relation to their length 
and height, and they are very thin 
fleshed, very narrow over the back, loin, 
and rump, and very shallow in the twist. 
The hips are very prominent, and the 
shoulders are usually open, rough, and 
prominent. The legs are very small and 
thin and present a slightly concave 
appearance. Utility grade slaughter 
sheep show no visible evidences of fat 
covering. In handling, the bones of the 
shoulders, backbone, hips, and ribs are 
80 thinly covered that they are very 
prominent. Utility grade slaughter sheep 
are of rather low quality. The bones and 
joints are proportionately large, and the 
body is very rough and unsymmetrical. 


(2) A development of quality which is 
superior to that specified as minimum 
for the Utility grade may compensate, on 
an equal basis, for a development of 
conformation which is inferior to that 
specified as minimum for Utility as 
indicated in the following example: A 
sheep which has evidences of quality at 
least one-third grade superior to that 
specified as minimum for the Utility 
grade may have conformation 
equivalent to the minimum for the upper 
one-third of the Cull grade and remain 
eligible for Utility. However, in no 
instance may a sheep be graded Utility 
which has a development of 
conformation inferior to the minimum 
for the upper one-third of the Cull grade. 
Also, a sheep which has conformation at 
least one-third grade superior to that 
specified as minimum for the Utility 
grade may qualify for Utility with a 
development of quality equivalent to the 
lower limit of the upper one-third of the 
Cull grade. Compensation of superior 
conformation for inferior quality is also 
limited to one-third grade of deficient 
quality. 

(d) Cull. (1) The Cull grade includes 
those slaughter sheep whose 
characteristics are inferior to those 
specified as minimum for the Utility 
grade. 

§53.136 Specifications for Official U.S. 
Standards for Grades of Slaughter Lambs, 
Yearlings, and Sheep (Yield). 
***** 

Done at Washington. D.C.. on October 22, 
1984. 

William T. Manley, 

Deputy Administrator, Marketing Programs. 

(FR Doc S4^2a281 Filed 10-2Va4: 8:45 am) 

aiLUNQ cooe 3410 - 02 -M 


7 CFR Part 910 
[Lemon Reg. 487] 

Lemons Grown In California and 
Arizona; Limitation of Handling 

agency: Agricultural Marketing Service, 
USDA. 

action: Final rule. 

summary: This regulation establishes 
the quantity of fresh California-Arizona 
lemons that may be shipped to market at 
200.000 cartons during Ae period 
October 28—November 3.1984. Such 
action is needed to provide for orderly 
marketing of fresh lemons for the period 
due to the marketing situation 
confronting the lemon industry. 

EFFECTIVE DATE: October 28,1984. 
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FOR FURTHER INFORMATION CONTACT: 

William J. Doyle. Chief. Fruit Branch. 
F&V, AMS. USDA, Washington, D.C. 
20250. telephone 202-447-5975, 
SUPPLEMENTARY INFORMATION: This 
final rule has been reviewed under 
Secretary’s Memorandum 1512-1 and 
Executive Order 12291, and has been 
designated a “non-major** rule. William 
T. Manley, Deputy Administrator, 
Agricultural Marketing Service, has 
certified that this action will not have a 
significant economic impact on a 
substantial number of small entities. 

This final rule is issued under 
Marketing Order No. 910, as amended (7 
CFR Part 910) regulating the handling of 
lemons grown in California and Arizona. 
The order is effective under the 
Agricultural Marketing Agreement Act 
of 1937, as amended (7 U.S.C. 601-^74). 
The action is based upon 
recommendations and information 
submitted by the Lemon Administrative 
Committee and upon other available 
information. It is found that this action 
will tend to effectuate the declared 
policy of the Act. 

This action is consistent with the 
marketing policy currently in effect. The 
committee met publicly on October 23, 
1984, at Los Angeles. California, to 
consider the current and prospective 
conditions of supply and demand and 
recommended a quantity of lemons 
deemed advisable to be handled during 
the specified week. The committee 
reports that lemon demand is steady. 

It is further found that it is 
impracticable and contrary to the public 
interest to give preliminary notice, 
engage in public rulemaking, and 
postpone the effective date until 30 days 
after publication in the Federal Register 
(5 U.S.C. 553). because of insufficient 
time between the date when information 
became available upon which this 
regulation is based and the effective 
date necessary to effectuate the 
declared purposes of the Act. Interested 
persons were given an opportunity to 
submit information and views on the 
regulation at an open meeting. It is 
necessary to effectuate the declared 
purposes of the Act to make these 
regulatory provisions effective as 
specified, and handlers have been 
apprised of such provisions and the 
effective time. 

List of Subjects in 7 CFR Part 910 

Marketing Agreements and Orders. 
California, Arizona. Lemons. 

Section 910.787 is added as follows: 

§ 910.787 Lemon Regulation 487. 

The quantity of lemons grown in 
California and Arizona which may be 
handled during the period October 28. 


1984, through November 3,1984, is 
established at 200.000 cartons. 

(Secs. 1-19, 48 Stat. 31, as amended; 7 U.S.C. 
601-674) 

Dated: October 24.1984. 

Thomas R. Clark. 

Deputy Director, Fruit and Vegetable 
Division, Agricultural Marketing Service. 

[FR Doc. 64-28485 Filed 10-25-64:8:45 icn) 

BILUNG CODE 3410-02-M 


FEDERAL HOME LOAN BANK BOARD 

12 CFR Parts 523, 541, 545, 549, 561, 
563, and 584 

(No. 84-580] 

Implementation of New Powers; 
Limitation on Loans to One Borrower 

October 19,1984. 

agency: Federal Home Loan Dank 
Board. 

action: Final rule: solicitation of 
comments, 

summary: The Board has adopted 
technical corrections to its final 
regulations implementing the new 
powers granted to federally chartered 
savings and loan associations and 
mutual savings banks by the Gam-St 
Germain Depository Institutions Act of 
1982, and also to related provisions. 
DATES: These amendments are effective 
October 26,1984. Comments must be 
received by December 4,1984. 

ADDRESS: Send comments to Director. 
Information Services Section. Office of 
the Secretariat, Federal Home Loan 
Bank Board, 1700 G Street, N.W., 
Washington, D.C. 20552. Comments will 
be available for public inspection at the 
above address. 

FOR FURTHER INFORMATION CONTACT: 

Susan McC. van den Toom, Attorney, 
(202-377-6417) or Wendy B. Samuel. 
Deputy Director, (202-377-6445), 
Regulations and Legislation Division. 
Office of General Counsel. Federal 
Home Loan Bank Board, 1700 G Street. 
N.W.. Washington. D.C. 20552. 
SUPPLEMENTARY INFORMATION: On April 
26.1983, the Board adopted amendments 
to its regulations implementing new 
powers granted to federally chartered 
savings and loan associations and 
savings banks (“federal associations*') 
by file Gam-St Germain Depository 
Institutions Act of 1982 (“DIA”) (Pub. L. 
No. 97-320; 96 Stat. 1469 (1982)). The 
DIA amended the Home Owners’ Loan 
Act of 1933 (HOLA) (12 U.S.C. 1461- 
1470). granting federal associations new 
authority to accept demand deposits, to 
offer NOW accounts to governmental 


units, to invest in time deposits in 
institutions the accounts of which are 
insured by the Federal Savings and Loan 
Insurance Corporation (“FSUC”). to 
make commercial loans, and to engage 
in personal property leasing. The DIA 
also expanded the existing power of 
federal associations to make real estate 
loans, to invest in governmental 
obligations and commercial paper and 
corporate debt securities, and to make 
educational and consumer loans. While 
implementing these authorities, the 
Board also made revisions to its 
regulations to permit certain suretyship 
and trust activities and collateralization 
of deposits, to update the preapproved 
activities of service corporations and to 
place additional limits on loans to one 
borrower. In addition, the Board revised 
Part 545 to permit federal associations to 
engage in all activities authorized by 
statute, subject to these regulations, and 
incorporated various technical 
amendments. Board Resolution No. 63- 
241 (April 26.1983). 48 FR 23032 (May 23. 
1983). The Board’s experience under the 
amended regulations has revealed the 
need for various technical amendments 
which will be discussed individually 
below. While the amendments pertain 
primarily to Part 545, technical 
amendments, consisting primarily of 
corrections to cross references to 
accommodate the changes to section 
numbers in Part 545, have been made to 
other Parts. The Board recognizes the 
need for additional corrections, 
particularly with regard to references in 
the Insurance Regulations to Part 545, 
and will address those corrections in a 
future document. 

Deposit Associations 

In revising Part 545, the Board 
inadvertently deleted § 545.1-2(c) 
regarding priority of savings deposits. 
The Board is taking this opportunity to 
insert it in § 549.5-l(b)(5). 

Real Estate Lending 

As adopted by Board Resolution No. 
83-241, § 545.34 imposed various 
restrictions on the authority of a federal 
association to include in the loan 
contract provisions pertaining to due-on- 
sale clauses, late charges, and 
prepayment penalties. Paragraphs (a) 
and (c) expressly stated that an 
association may include a due-on-sale 
clause and prepayment penalty 
provision in its loan contract, but 
paragraph (b) includes no express 
statement with respect to late charges. 
The Board is therefore clarifying its 
intent that late charges may be imposed, 
subject to the conditions of § 545.34(b). 
if the loan contract so provides. The 
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Board also notes its view that these 
provisions are preemptive of any stale 
laws purporting to limit or affect a 
federal association's authority to impose 
late charges and prepayment penalties, 
to require escrow payments and to 
include due-on-sale clauses in its loan 
documents. The Board is also taking this 
opportunity to correct a cross-reference 
contained in § 545.34 (b) and (c) which 
refers to the disclosure provisions of 
§ 545.33 (Home loans). 

In order to avoid the possible 
implication that associations are not 
subject to Part $ 591, Preemption of 
Stale Due-On-Sale Laws, applicable to 
lenders generally, the Board is taking 
this opportunity to amend § 545.34(c] to 
clarify its position that the ability of a 
federal association to impose a 
prepayment penalty is subject also to 
the limitations of § 591.5fb)[2). 

The Board is relocating a provision 
relating to appraisals of real property 
from § 545.40(b) to § 545.32(b). This 
makes clear that the general appraisal 
guidelines issued by the Board’s Office 
of Examinations and Supervision apply 
to any appraisal of real estate required 
by Part 545. The Board is also relocating 
one provision from the description of 
security property. § 545.32(c)(4). to the 
section pertaining to the classification of 
loans or investments. § 545.31(a). This 
provision states that a loan may be 
considered to be made on the security of 
real estate if an association relies 
substantially on the real estate as the 
primary security for the loan. The 
substance of this provision has not 
changed, but it has been moved to make 
clear what is necessary in order to 
classify a loan as a real estate loan. The 
Board is also adding a new paragraph 
(4) to § 545.32(b). pertaining to 
amortization, and deleting the same 
language from § 545.33(c). The 
substance of the regulations is 
unchanged, but the relocation of the 
amortization language clarifies that any 
real estate loan may be fully or partially 
amortized, nonamortized or a line-of- 
credit loan, subject to the relevant 
regulations applicable to the particular 
type of loan. 

The amendments also add new 
§ 545.32(b)(5) and (6) pertaining to initial 
loan charges and escrow accounts. This 
authority had been stated in the 
previous regulations and is being 
reinserted to resolve questions that have 
arisen about the continued authority of 
federal associations to impose such 
charges. The Board is also amending the 
lust sentence of § 545.32(d)(1). pertaining 
lothe loan-to-value-ratio requirements 
for home loans secured by both real 
estate and savings accounts. For the 


purpose of clarifying this limitation, the 
Board is inserting a phrase contained in 
the previous regulation (§ 545.6-2(a)(5)) 
indicating that the limitation on tlie 
source of the funds in the account 
securing the loan applies when the loan 
is originated in excess of 90 percent of 
the initial appraised value. The 
amendment also restates the general 
limitation on loans in excess of the 
appraised value of the real estate. In 
addition, the Board is inserting language 
in § 545.345(a) from the previous 
regulation (§ 545.6-6(a)) to clarify that 
partially amortized loans shall be 
repayable with principal and interest 
payments sufficient to meet a 30-year 
amortization schedule. The Board is also 
clarifying the meaning of the phrase 
“development project” in S 545.36(d). 
The use of the words “may include" in 
the third sentence of that paragraph has 
caused some confusion as to whether 
development projects encompass more 
than all facilities comprising an 
integrated development plan. The intent 
of the amendment was merely to 
eliminate the previous rule’s limitation 
(to residential, recreational and other 
facilities, § 545.&-2(d)(4)), but not to 
extend the rule beyond all facilities 
comprising an integrated development 
plan. The amendments also add to the 
last sentence of | 545.42 references to 
§ 545.32(b)(4) regarding amortization 
and to I 545.33(f) regarding disclosures, 
and a clarification is inserted that no 
loan contract made to pursuant to 
§ 545.42 may provide for the deferral 
and capitalization of interest on a loan. 
The amendments also make several 
other corrections to cross-references, 
language, and typographical errors. 

Finance Leasing 

It has been the Board’s view that 
federal associations have the authority 
to engage in leasing activities under the 
lending authority contained in HOLA. 
provided that the leasing activities are 
the functional equivalent of lending. The 
final rule expanded this type of leasing, 
referred to as “finance leasing” (as 
distinguished from, and in addition to, 
the operating lease authority conferred 
by section 330 of the DIA). to include 
real as well as personal property. This 
authority, however, is circumscribed by 
requirements that reflect the guidelines 
established by courts for bank leasing 
activities that are the functional 
equivalent of lending. See M&M Leasing 
Co, V. Seattle First National Bonk, 583 
F.2d 1377 (9th Cir. 1977), ceH, denied, 

436 U.S. 956 (1978). One guideline 
limited the lessor/lender reliance on the 
residual value of the property at the end 
of the lease term. The previous 
regulation implemented this requirement 


by limiting the residual value of the 
property to 25% of its acquisition cost. 
However, this limitation was not 
adaptable to real property, which 
usually retains a far greater value over 
the life of a functionally equivalent real 
estate loan. 

To continue to ensure that a federal 
association does not substantially rely 
on the residual value of the security 
property, the final rule limited such 
reliance to no more than 20% of the 
return (along with rental payments and 
tax benefits) under the full-payout 
requirement. As a result, the Board 
deemed that there was no need to 
require that the portion of the estimated 
residual value in excess of the limitation 
be guaranteed. However, this has led to 
some confusion as to whether an 
association can use a guarantee, or 
other source, to ensure that its reliance 
on the residual value does not exceed 
20 % of the return on this investment. 
Since the purpose of the change was to 
ensui-e that reliance on the residual 
value would be limited, it is appropriate 
to permit reliance on other sources 
(including guarantees), along with rental 
income and estimated tax benefits. The 
Board, therefore, is amending 
S 545.53(c)(2) accordingly. 

Service Corporations 

The Board has clarified its intentions 
with respect to the loosening of the 
limitation on conforming loans to 
service corporations. Conforming loans 
may be made to service corporations or 
their joint ventures in an aggregate 
amount equal to half the loans-to-one- 
borrower limit (12 CFR 563.9“3(b)) 
where the association owns ten percent 
or more of the service corporation or 
where the service corporation owns ten 
percent or more of the joint venture. In 
other words, the total amount of 
conforming loans made by an 
association to such service corporations 
and joint ventures may not exceed half 
the loans-to-one-borrower limit. With 
respect to service corporations in which 
the association owns less than ten 
percent or joint ventures in which the 
service corporation owns less than ten 
percent, conforming loans by the 
association may be made up to the 
loans-to-one-borrower limit to each such 
service corporation or joint venture. The 
Board is also amending this section to 
include functionally equivalent 
conforming leases. The applicable loans- 
to-one-borrower limit (general or 
commercial) will be determined by the 
characterization of the loans. 

In addition, the Board is reinstating 
the requirement for preapproval of llie 
acquisition of an ongoing business from 
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association insiders where the purchase 
price exceeds the fair market value of 
the tangible assets of the business. This 
provision had been deleted in the 
expectation that the conflict-of-interest 
regulation revision, which was being 
considered at the time this regulation 
was adopted, would cover these 
situations. As that did not occur, the 
Board is reinstating the previous 
provisions. For the same reason, the 
Board is also reinstating the requirement 
that Board approval be obtained before 
any activity of the service corporation is 
performed through one or more joint 
ventures if a director, officer, or 
controlling person of any stockholder of 
the service corporation as a direct or 
indirect beneficial interest in the joint 
venture. 

Finally, the Board is reinstating 
authority regarding the purchase of 
office supplies, furniture, and equipment 
primarily for Hnancial institutions which 
was inadvertently deleted from the list 
of preapproved activities. 

Commercial Paper and Corporate Debt 
Securities 

In adopting regulatory changes in 
connection with the DIA, the Board also 
made certain adjustments in the 
requirements for investment in 
commercial paper and corporate debt 
securities. While these changes for the 
most part removed prior restrictions, 
they imposed an additional requirement 
that these investments be rated by two 
nationally recognized investment rating 
services, replacing the previous 
requirement for rating by one such 
service. This amendment was due in 
part to a comment letter suggesting that 
a double rating was an appropriate 
guarantee of the security of such 
investments. It now appears that this is 
true with respect to commercial paper, 
but that with respect to corporate debt 
securities the prior requirement for a 
single rating is sufficient. In fact, a 
double rating requirement precludes 
purchase of many prudent corporate 
debt investments. Consequently, with 
respect to corporate debt securities, the 
Board is amending § 545.75(b) by 
reinstating its prior requirement that 
these instruments be rated by a single 
nationally recognized investment rating 
service. This amendment is also being 
made with respect to corporate debt 
securities which qualify as liquid assets 
pursuant to S 523.10(g)(9) and to 
corporate debt securities subject to less 
stringent loans-to-one-borrower 
limitations pursuant to § 563.9- 
3(b){3)(ii). 

The Board notes in making this 
change that questions have arisen as to 
what constitutes a nationally recognized 


investment rating service and what are 
the four highest rating “grades** or 
categories. The Board does not wish to 
address these questions in the 
regulations because it believes that to 
include regulatory language that would 
define or name rating services might 
unnecessarily limit the flexibility of 
these regulations. The Board takes this 
opportunity to state generally its view 
that entities recognized by the Securities 
and Exchange Commission (“SEC*') as 
nationally recognized statistical rating 
organizations would qualify as 
nationally recognized investment rating 
services for purposes of its regulations. 
The Board also states its view that the 
four highest investment rating grades or 
categories are those rating **categorie8** 
recognized by the SEC. In order to 
conform the language of the regulation 
regarding such ratings to that of the 
SEC, §5 523.10. 545.75 and § 563.9-3 
have been amended to use the term 
''categories** rather than grades. 

The Board’s regulation regarding the 
loans-to-one-borrower limitations 
applicable to investment in commercial 
paper and corporate debt securities (12 
CF’R 545.75(b)(3) (1983)) references 
S 563.9-3 generally (loans to one 
borrower). The Board is clarifying its 
intent that the commercial loans-to-one- 
borrower limit, rather than the general 
limit, is applicable to these investments. 
Consequently, the reference in 
§ 545.75(b)(3) to § 563.9-3 is 
redesignated as § 563.9-3(b)(2). 

Open-End Management Investment 
Companies 

Prior to the effective date of Board 
Resolution No. 63-241, three sections of 
the regulations permitted federal 
associations to invest in the shares of 
open-end management investment 
companies. Section 545.9(a) permitted 
investments in liquid assets as defined 
in S 523.10(g), which included at 
subparagraph (8) shares of open-end 
management investment companies 
whose investments are limited to those 
specified in § 523.10(g)(l)-{7). Section 
545.9(1) permitted investment in open- 
end management investment companies 
whose policy limited their investments 
to those assets in which a federal 
association was permitted to invest 
directly without percentage-of-assets 
limitations. Section 545.9-4(b)(3) 
permitted as part of the investment 
authority in commercial paper and 
corporate debt securities purchases of 
shares of open-end management 
investment companies subject to a five- 
percent-of-assets limitation on 
purchases of the shares of any one such 
company. Although it did not so state, 

§ 545.9-^(b)(3) implied that this 


limitation on purchases from a single 
issuer applied only to open-end 
management investment companies 
investing in permissible commercial 
paper and corporate debt securities. The 
statutory changes obviated the need to 
separate regulatory authority for 
investment in open-end management 
investment companies investing in 
commercial paper and corporate debt 
securities and those investing in assets 
not subject to percentage-of-assets 
limitations, since commercial paper and 
corporate debt is now included in the 
unlimited category. The new regulations,' 
as adopted, while consolidating this 
authority inadvertently imposed the 
five-percent-of-assets limit on purchases 
from a single issuer on investments in 
all open-end management investment 
companies, not only those having 
conunercial paper and corporate debt 
investments. This amendment clarifies 
the Board’s intent to continue to apply 
the five-percent-of-assets limit on 
purchases from a single issuer only to 
investments in funds investing in 
commercial paper and corporate debt. 
The amendment also clarifies that this is 
a substitute for, rather than an addition 
to. imposition of the loans-to-one- 
borrower limit contained in 12 CFR 
563.9-3(b), which applies to direct 
purchases of commercial paper and 
corporate debt securities. 

Savings Accounts 

The Board in Resolution No. 82-193 
(47 FR 13776 (1982)) eliminated the ten 
year maximum-term restriction on 
certificate accounts. The current 
amendment removes the corresponding 
provision in § 563.3-1 which had 
limited a renewal period on a certificate 
account to ten years. The Board is also 
amending § 563.3-l|c)(2) by changing the 
term for w'hich an institution may accept 
any fixed-term account from not less 
than 14 days to not less than seven days. 

Bonds for Agents 

The Board has amended S 563.20 to 
exempt insured institutions from the 
bond requirement of the section in order 
to more effectively allow them to 
perform the function of collecting and 
paying agent as authorized by 
i 545.13(c) (as amended, 48 FTR 23059). 

Recourse Loans 

In Board Resolution No. 82-20 (47 FR 
4049 (1982)). the Board rescinded its 
prohibition against the sale by insured 
institutions of loans, and participation 
interests in loans, with recourse (former 
§ 563.23), and correspondingly deleted 
the exception for loans sold subject to a 
subordinated interest or guarantee not 








Federal Register / VoL 49. No. 209 / Friday. October 26. 1984 / Rules and Regulations 43043 


exceeding ten percent if certain reserve 
requirements were met. This exception 
was included in the definition of the 
term “\^^lhout recourse** (former 
§ 561.8). These amendments were 
liberRlizing in nature and were intended 
to increase institutions* flexibility in 
Bccormnodating inno\'ative 
arrangemenls for secondary-market 
sales. However, deletion of the 
exception for limited subordinations and 
guarantees inadvertently restricted use 
of these techniques in a number of 
areas, such as mobile-home loan sales 
and loans-to-one-borrower calculations, 
where recourse loans continue to be 
prohibited or treated differently. The 
Board is therefore taking this 
opportunity to reinstate the exception, 
with the reserve requirement modified 
to comply with the current requirement 
for recourse loans set forth at 12 CFR 
563.13|b). 

Geographic Lending Restrictions 

The Board also revised § 563.9 to 
eliminate geographic limitations on the 
lending activities of insured institutions 
pursuant to its authority under section 
403(b) of the National Housing Act to 
permit an insured institution to make 
bans outside its normal lending 
territory to the extent authorized by its 
chartering authority. Inadvertently 
omitted by this revision was language 
contained in § 563.9(b) concerning 
requirements for a signed report of 
appraisal of any real estate relied upon 
as the primary security for the loan. The 
Board is therefore reinstating the 
necessary language to correct this 
omission, and is clarifying that the 
appraisal requirements apply only to 
loans made primarily on the security of 
real estate. 

Notice to Housing Creditors 

The final rule incorporated a revised 
Notice to Housing Creditors as an 
Appendix to Part 545. This Notice, 
required by 5 807(b) of the DIA. 
identified those rules applicable to 
housing creditors (other than 
commercial banks, credit unions, and 
federal associations) authorized by 
i 804(a) to make alternative mortgage 
transactions. The revised Notice was 
intended to identify those rules setting 
forth the authority to make partially 
8ntorlized or nonamortized loans and to 
jdjust the interest rate, payment 
^nce, or term to maturity; limitations 
w adjustments to loans secured by 
borrower-occupied property: and 
^uirements for disclosures on loans 
^cured by borrower-occupied property 
inat are not fixed rate and fully 
antortized. While referencing S 545.33 
(e), and (f)(4)-{ll) on the authority to 


make adjustments, the Notice 
inadvertently omitted a reference to 
S 545.32(b) (3) and (4), which further 
define the authority to make 
adjustments. The Board is correcting the 
reference by adding § 545.32(b) (3) and 
(4) to the Notice. The Board is also 
taking this opportunity to clarify that the 
rules identified also apply to credit sales 
made by housing creditors. Therefore, 
the Notice is revised to state that 
housing creditors should read the term 
**loan** to mean “credit sale** when 
appropriate. 

Correction of Typographical and 
Technical Errors 

As published, the final rule contained 
typographical errors and a technical 
omission in a reference in paragraph 
(c)(2)(iii) of S 545.121 (Indemnification of 
directors, officers and employees), and 
did pot delete certain unnecessary 
language regarding employment 
contracts in § 545.122, and contained a 
typographical error in a reference in 
paragraph (a)(3)(ii) of § 563.9-3 (Loans 
to one borrower). By its action today, 
the Board corrects these typographical 
errors. The Board also corrects 
references to the statutory citation of the 
“leeway** authority of federal 
associations to recognize the 
reinstatement of 12 U.S.C. 1464(c)(3)(D) 
by Pub. L No. 97-457. 96 Stat. 2507 
(1983) and in § 561.26 corrects the 
reference regarding service corporations 
to read “§ 545.74*’. For consistency in 
style, the Board is changing, in 
S 545.50(b), the words “are defined as” 
to read “include”. 

The Board has determined that 
observance of the notice and public 
comment procedure requirements of 5 
U.S.C. 552(b) and 12 CFR 508.11 and the 
delay of effective date provided 
pursuant to 5 U.S.C. 552(d) and 12 CFR 
508.14 are unnecessary and contrary to 
the public interest. These amendments 
contain minor, technical corrections and 
interpretations intended to clarify 
regulations issued after extensive 
opportunity for public comment. 

The Board, however, solicits the 
public*8 comments on the amendments 
and has accordingly provided for ai60- 
day comment period after which, if 
appropriate, the rules may be modified, 
extended, or otherwise addressed. 

Lists of Subjects in 12 CFR Parts 523. 

541, 545, 549, 561, 563 and 584 

Federal Home Loan Banks. Savings 
and loan associations. 

Accordingly, the Board hereby 
corrects FR Doc. 83-13317, appearing at 
48 FR 23032 et aeq. in the issue of May 
23,1963, and amends Parts 523, 541, 545. 
549. 561. 563, and 584 of Subchapters B, 


C. D, and F, Chapter V, Title 12 of the 
Code of Federal Regulations* as set forth 
below. 

1. Amend page 23042, first column, 
first full paragraph, third sentence, as 
follows: 

“The Board believes that the prior 
regulatory language, which in large part 
simply restated the provisions of 12 
U.S.C. 1464(c)(3MC)^D), is unnecessary 
and that associations desiring to make 
such loans may simply refer to the 
statute.'* 

2 . Amend page 23048. second column, 
the second full paragraph, by removing 
•*12 U.S.C. 1464(c)(l)C-{F)** and by 
substituting “12 U.S.C. 1464(c)(1) (C)- 
(F)**. 

SUBCHAPTER B—FEDERAL HOME LOA>l 
BANK SYSTEM 

PART 523—MEMBERS OF BANKS 

3. Amend S 523.10(g) by: removing the 
word *‘bank** the first time it appears in 
paragraph (1) thereof and inserting in its 
place the word “Bank**; by removing the 
word “grades’* in paragraph (g)(9)(ii) 
and substituting the word “categories**; 
and by revising paragraphs (g)(9)(i)(o] 
and (h)(5); as follows: 

§ 523.10 Definitions for purposes of this 
section, §523.11, and §523.12. * 

« • • * • 

(g) Liquid assets* * * * 

• « • • • 

(9) • • • 

(i) * • • 

(o) continue to be rated in one of the 
four highest categories by the most 
recently published rating of such 
obligations by a nationally recognized 
investment rating service, • • ♦ 

(h) Short-term liquid assets* * * * 

* • * • « 

(5) obligations of or obligations (other 
than gold-related obligations) issued by 
a public housing agency which have the 
full faith and credit of the United States 
pledged under section 1421a(c) or 
section 1437i(a) of Title 42 of the United 
States Code, as amended, and will 
mature in 6 months or less: 


SUBCHAPTER C—FEDERAL SAVINGS AND 
LOAN SYSTEM 

PART 541—DEFINITIONS 

§541.20 [Amendad] 

4. Amend § 541.20 by inserting the 
word “or** between the words 
“structure** and “unit*’. 
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PART 545—OPERATIONS 

5. Amend § 545.31 by adding a 
sentence at the end of paragraph (a) 
thereof, as follows: 

§ 545.31 Election regarding classification 
of loans or Investments. 

(a) * • * To classify a loan as a real 
estate loan, an association must rely 
substantially upon the real estate as the 
primary security for the loan. 

***** 

6. Amend § 545.32 by adding a new 
sentence at the end of paragraph (b)(1). 
adding new paragraphs (b) (4), (5), and 
(6), adding the word “and** at the end of 
paragraph (c)(3). removing paragraph 
(c)(4). redesignating paragraph (c)(5) as 
paragraph (c)(4). and revising the last 
sentence of paragraph (d)(1) thereof, as 
follows: 

§ 545.32 Real estate loans. 
***** 

(b) General. (1) Appraisals. * • * The 
appraisals of any real estate required by 
this Part shall be rendered in 
accordance with the general appraisal 
guidelines issued by 5ie Office of 
Examinations and Supervision. 
***** 

(4) Amortization. Subject to the 
limitations in §§ 545.33 and 545.35 of 
this Parti a real estate loan may be fully 
amortized, partially amortized, 
nonamortized. or a line-of-credit loan, 
and the loan contract may provide for 
the deferral and capitalization of a 
portion of the interest. 

(5) Initial loon charges. Except as 
provided in § 563.35(d) of this Chapter, 
an association may require a borrower 
to pay necessary initial charges 
connected with making a loan, including 
tlie actual costs of title examination, 
appraisal, credit report, survey, drawing 
of papers, loan closing, and other 
necessary incidental services and costs, 
in such reasonable amounts as the 
board of directors may fix. The 
association may collect the charges from 
the borrower and pay the persons 
rendering services. 

(0) Escrow accounts. An association 
may require that all or any part of the 
estimated annual taxes, assessments, 
insurance premiums, and other charges 
on any loan be paid in advance to the 
association, in addition to interest and 
principal payments on the loan, to 
enable the association to pay such 
charges as they become due. consistent 
with the Real Estate Settlement 
Procedures Act of 1974 (12 U.S.C. 2601- 
2617) (“RESPA**). 

[o] Security property. * * * 
***** 


(3) The security property is capable of 
separate appraisal; and 

(4) With regard to a security property 
that is a leasehold or other interest for a 
period of years, the term of the interest 
extends, or is subject to extension or 
renewal at the option of the association, 
for a term of at least five years following 
the maturity of the loan. 

(d) Loon-to-value ratios. (1) * * * 
Home loans made on the combined 
security of real estate and savings 
accounts may be made in excess of tlie 
maximum loan-to-value ratios adopted 
pursuant to this paragraph (d) with such 
excess secured by the savings account: 
Provided, that for loans originated in 
excess of 90 percent of the initial 
appraised value of the security property, 
the savings account shall consist only of 
funds belonging to the borrower, the 
borrower’s family, or the borrower’s 
employer, and the loans shall not 
exceed the appraised value of the real 
estate. 

***** 

§545.33 [Amendadj 

7. Amend § 545.33 by inserting before 
the period at the end of paragraph (a) 
the words “or by § 545.32(b)(4) of this 
Part**; by revising paragraph (c) as 
follows: “(c) Amortization. The loan 
contract may provide for the deferral 
and capitalization of all interest on 
loans to natural persons secured by 
borrower-occupied property and on 
which periodic advances are being 
made.’*; by changing the reference in the 
first sentence of paragraph (f) from “12 
U.S.C. 1484(c)(3l(C)’* to “12 U.S.C. 1464 

(c)(3) (C) and (D)*’; by removing from 
paragraph (f)(1) the word ‘‘Whether” in 
the first sentence, and inserting in its 
place the word “If*; by removing from 
the first sentence of paragraph (f)(1) the 
words “and, if so,**; by removing from 
paragraph (f)(2) the words “A statement 
about whether” in the first sentence, 
inserting in their place the word “If*, 
and remo\ing from the first sentence of 
paragraph (f)(2) the words “and, if so.**; 
by changing the word “or” in the first 
sentence of paragraph (f)(9) to the word 
“of*. 

§545.34 tAmended] 

8. Amend § 545.34 by removing the 
reference to *‘§ 545.33(f)(l)(ii}** in the 
first sentence of paragraph (b) and 
inserting in its place “§ 545.33(f)(2)**; by 
removing the word **of * the first time it 
appears in the last sentence of 
paragraph fb) and inserting in its place 
the word **after“; by inserting a new first 
sentence of paragraph (b) to read: “An 
association may include in the loan 
contract a provision authorizing the 
imposition of a late charge with respect 


to the payment of any delinquent 
periodic payment.*'; by adding a 
sentence at the end of paragraph (b) to 
read “No form of such late charge 
permitted by this paragraph shall be 
considered as interest to the association 
and the association shall not deduct late 
charges from the regular periodic 
installment payments on the loan, but 
must collect them as such from the 
borrower.**; by removing the reference to 
“§ 545.33(f)(l)(ii)*' in the second 
sentence of paragraph (c) and inserting 
in its place “§ 545.33(f)(2) and 
§ 591.5(b)(2)**; and by removing the 
words “of a” from the last sentence of 
paragraph (c) and by inserting in their 
place the word “following”. 

9. Amend § 545.35(a) by inserting a 
new sentence at the end of paragraph 
(a), as follows: 

§ 545.35 Other real estate loans. 

(a) * ^ * Partially amortized loans 
shall be repayable with principal and 
interest payments sufficient to meet a 
30-year amortization schedule. A 
partially amortized loan is any loan 
which is repayable in full in a lump suraj 
at the end of the loan term but which 
requires partial amortization during the 
loan term by regular monthly payments 
which include both principal and 
interest. 

***** 

§545.36 [Arr.ended] 

10. Amend 5 545.36 by inserting in the| 
first sentence, following the words 
“unimproved real estate”, the 
parenthetical “(or loans on the security 
of unimproved real estate already 
owned by the boi rower)”; and by 
removing the phrase “may include” from 
the third sentence of paragraph (d) and 
inserting in its place the word 
“includes**. 

§545.40 [Amended] 

11. Amend § 545.40 by removing 
paragraph (b) and removing the 
paragraph designation and heading of 
the remaining text of the section. 

§545.42 [Amended] 

12. Amend § 545 42 by removing froffli 
the last sentence the phrase “under 

8 545.33(e) of this Part” and by inserting 
in its place the following: “by 
§ 545.32(b)(4) and § 545.33 (e) and (0 of 
this Part. No loan contract may provide 
for the deferral and capitalization of 
interest on a loan made under this 
section.” 

§545.45 [Amended] 

13. Amend § 545.45(d)(3)(i) by 
removing the phrase ‘‘residential real 
estate loan under § 545,33(b)“ and 
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inserting in its place '*home loan under 
$545.33”. 

$545.50 [Amended] 

14. Amend § 545.50(b) by removing the 
plirase “are defined as”, and inserting in 
itspalce the word “Include”. 

$545.51 [Amended] 

15. Amend § 545.51 by changing the 
references to ”§ 545.140” and 

“§ 545.140(a)(2)** in paragraph (b) to 
•‘5545.141*’ and ”§ 545.141(a)(2)**, 
respectively. 

$545.53 [Amended] 

16. Amend § 545.53(c)(2) by inserting 
after the phrase “estimated tax 
benefits,” and before the phrase “and 
the estimated residual value. . .'* the 
phrase "guarantees and other sources,**. 

17. Amend 5 545.74 by changing the 
phrase "Confirming loan” in paragraph 
(8){2) to read “Conforming loan”; 
changing the reference to “12 U.S.C. 
1464(c)(3)(C)” to “12 U.S.C. 

51464(c)(3)(C)-{D)“; by redesignating 
paragraphs (b)(i) and (b](ii)(a) and (6) as 
paragraphs (b)(1) and (b)(3)(i) and (ii); 
by redesignating paragraphs (b)(iii) and 

(b)(iv) as paragraphs (b)(4) and (b)(5); by 
removing the period at the end of 
[ (c)(2Xix] and inserting in its place a 
semicolon; and by adding paragraphs 
(b)(2), (b)(6), (c)(2}(x), and revising 
I paragraph (d)(2) as follows: 

! $ 545.74 Service corporations. 

« • • « • 

(b) General • * * 

■ • • ♦ ♦ • 

(2) Approval of the Board is obtained 
before any activity of the service 
corporation is performed through one or 
more joint ventures if a director, officer, 

I or controlling person of any stockholder 
of the service corporation has a direct 
beneficial interest in the joint venture; 

* ♦ ♦ # * 

(6) Prior approval of the Board must 
be obtained for investment in a service 
corporation or for investment by a 
service corporation in a joint venture or 
subsidiary if the purpose of the 
investment is to acquire a going 
i business for an amount exceeding the 
' fair market value of the tangible net 
I assets of that business from a director or 
officer of an association which owns 
any of the capital stock of the service 
Wrporation or from an entity in which a 
oirector or officer of the association has 
a direct or indirect beneficial interest or 
I ** ® director, officer, controlling person. 

I partner, or trustee. 

• • * . • 

(c) Services primarily for financial 
^^stitutions, ♦ * * 


( 2 ) * * * 

• • « • * 

(x) Purchase of office supplies, 
furniture, and equipment. 

• • * * * 

[d] Amount of investment, * * * 

( 2 ) — • 

(i) An amount not to exceed the loans- 
to-one-borrower limit may be invested 
in conforming loans and functionally 
equivalent leases made to each service 
corporation of which the association 
owns or holds with power to vote not 
more than ten percent of the capital 
stock, and to each joint venture in which 
a service corporation in which the 
association is a stockholder, including 
subsidiaries of such service 
corporations, (o) owns or holds with 
power to vote not more than a total of 
ten percent of the capital stock or (6) is 
a limited partner and has contributed 
not more than ten percent of such joint 
venture’s capital, (ii) An aggregate 
outstanding amount not to exceed fifty 
percent of the loans-to-one-borrower 
limit may be invested in conforming 
loans and functionally equivalent leases 
to all service corporations in which the 
association owns more than ten percent 
of the capita] stock, and to all joint 
ventures in which service corporations 
in which the association is a 
stockholder, including subsidiaries of 
such service corporations, [a] own or 
hold with power to vote more than a 
total of ten percent of the capital stock, 
or (ib) are partners. 

• • * • • 

18. Amend § 545.75 by changing the 
reference to “§ 563,9-3“ in paragraph 
(b)(3) to “§ 563.9-3(b)(2)*’; by removing 
the word ‘‘grades’* in paragraph (b)(l)(ii) 
and substituting the word ‘‘categories’*; 
and by revising paragraph (b)(2](iii) as 
follows: 

§ 545.75 Commercial paper and corporate 
debt aecuiitlea. 


(b) Limitations. • * * 

( 2 ) • — 

(iii) rated in one of the four highest 
categories by a nationally recognized 
investment rating service at its most 
recent published rating before the date 
of purchase of the security. 

« • « • • 

19. Revise § 545.76 as follows: 

§ 545.76 Investment In open-end 
management investment companies. 

(a) Authorization. Pursuant to 12 
U.S.C. S 1464(c)(l](Q), an association 
may invest in, redeem, or hold shares or 
certificates in any open-end 
management investment company which 
is registered with the Securities and 


Exchange Commission under the 
Investment Company Act of 1940 and 
the portfolio of which is restricted by 
such management company’s 
investment policy, changeable only if 
authorized by shareholder vote, solely 
to any such investments as an 
association by law or regulation may, 
without limitation as to percentage of 
assets, invest in, sell, redeem, hold or 
otherwise deal with. 

(b) Limitations. Where the 
investments of the open-end 
management investment company 
consist of commercial paper and 
corporate debt securities, such 
investments must come within the 
limitations of § 545.75(b) (1) and (2) of 
this Part. Five percent of assets shall be 
the maximum that may be invested in 
the shares of any one such company. 

§545.111 [Amended] 

20. Amend § 545.111 by changing the 
reference to “12 U.S.C. 1464(c](3)(C)** to 
“12 U.S.C. 1464(c)(3)(C)-{D).** 

§545.121 [Amended] 

21. Amend § 545.121 by removing the 
word “reactors’* in the first sentence of 
paragraph (c](2)(iii] and inserting the 
words “disinterested directors”. 

§545.122 [Amended] 

22. Amend § 545.122 by removing the 
phrase “savings and loan association 
with bylaws amended under § 544.6(k). 
a federal mutual savings bank or a 
Charter S or Charter T”. 

Appendix [Amended] 

23. Amend the Appendix to Part 545 
by removing the phrase **§ 545.33 (c), (e). 
and (f](4)-(ll)” and inserting in its place 
the following: “§ 545.32(b) (3) and (4), 
and § 545.33 (c). (e). and (f)(4)-{ll). 
Housing creditors engaged in credit 
sales should read the term “loan” as 
“credit sale” wherever appropriate”, 

PART 549—POWERS OF RECEIVER 
AND CONDUCT OF RECEIVERSHIPS 

24. Amend §549.5-1 by adding a new 
paragraph (b](5) as follows: 

§ 549.5-1 Deposit associations. 

• • * « • 

(b) * • * 

(5) Savings deposits and accounts 
shall, to the extent of their 
withdrawable value, be debts of the 
association having the same priority as 
debts of general creditors who have no 
priority, other than from consensual 
subordination, over other general 
creditors. Savings deposits of mutual 
associations shall have the same right to 
share in the remaining assets of the 
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association that savings share accounts 
would have. 

* « * • « 

SUBCHAPTER O—FEDERAL SAVINGS AND 
LOAN INSURANCE CORPORATION 

PART 561—DEFINITIONS 

25. Amend § 561.8 by redesignating 
the current text as paragraph (a), 
redesignating paragraphs (a], (b) and (c) 
therein as paragraphs (1), (2), and (3). 
and adding a new paragraph (b) thereto, 
as follows: 

§ 561.8 With recourse. 

« * • « • 

(b) The term “with recourse** does not 
include loans or interests therein where 
the agreement of sale provides for the 
institution directly or indirectly (1) to 
hold or retain a subordinate interest in a 
specified percentage of the loans or 
interests; or (2) to guarantee against loss 
up to a specified percentage of the loans 
or interests, which specified percentage 
shall not exceed ten percent of the 
outstanding balance of the loans or 
interests at the time of sale: Provided, 
That the institution designates reserves 
as provided in § 563.13(b) of this Part for 
the subordinate interest or guarantee. 

§561.26 [Amended] 

26. Amend § 561.26 by changing the 
reference to “§ 545.9-1** to “| 545.74**. 

PART 563—OPERATIONS 

§ 563.3-1 [Amended] 

27. Amend § 563.3-l(c)(2) by removing 
the number “14** and inserting the word 
“seven** and by removing paragraph (e) 
and redesignating paragraph (1) as new 
paragraph (e). 

28. Revised § 563.9 as follows: 

§ 563.9 Geographic lending restrictions. 

(a) Waiver of geographic restrictions. 
An insured institution may invest in, 
sell, purchase, participate or otherwise 
deal in loans or interests therein beyond 
the 100-mile limit of 12 U.S.C. § 1726(b). 
without geographic restriction. 

(b) Appraisals. An institution 
investing in a loan outside its normal 
lending territory shall obtain a signed 
report of appraisal of any real estate 
that is relied upon as the primary 
security for the loan. The report shall be 
prepared by an appraiser having no 
interest, direct or indirect, in that 
security or in any loan on that security 
and whose compensation is not affected 
by the approval or disapproval of the 
loan. 

29. Amend § 563.9-3 by changing the 
reference to "(d)(3)(i)*’ in paragraph 
(a)(3)(ii) to “(a)(3)(i)**; by removing the 
word “grade** in paragraph (b)(3)(i) and 


substituting the word “category**; and by 
revising paragraph (b)(3)(ii) as follows: 

§ 563.9-3 Loans to one borrower. 

« ft • * * 

(b) Limitations. * * * 

(3) ^ • 

(ii) corporate debt securities that may 
be sold with reasonable promptness at a 
price that corresponds reasonably to 
their fair value, and that are rated in one 
of the two highest categories by a 
nationally recognized investment rating 
service at the most recently published 
rating before the date of purchase of the 
security. 

ft ft ft 

§563.9-7 [Amended] 

30. Amend § 563.9-7(a) by removing 
the phrase “§ 545.6-1 or § 545.6- 
2(a)(3)(iii)*' and inserting in its place the 
phrase “5 545.38(a) or § 545.32(d)(2)’*. 

31. Amend § 563.20 by revising the 
last sentence as follows: 

§ 563.20 Bonds for agents. 

• * * No bond need be obtained for 
any agent that is a bank that is a 
member of the Federal Deposit 
Insurance Corporation or any institution 
that is a member of the Federal Savings 
and Loan Insurance Corporation. 

SUBCHAPTER F—REGULATIONS FOR 
SAVINGS AND LOAN HOLDING 
COMPANIES 

PART 584—REGULATED ACTIVITIES 

§584.2 [Amended] 

32. Amend § 584.2(c) by removing the 
reference to “§ 545.9-l(c)** and 
substituting therefor “§ 545.74**. 

(Sec. 4.80 Stat. 824, as amended (12 U.S.C. 
1425a); sec. 5.48 Stat. 132, as amended (12 
U.S.C. 1464): secs. 402, 403. 48 Stat. 1256,1257. 
as amended (12 U.S.C. 1725,1728); Reorg. 

Plan No. 3 of 1947; 12 FR 4981. 3 CFR 1943-48 
Comp., p. 1071) 

By the Federal Home Loan Bank Board. 

J. I. Finn. 

Secretary. 

(FR Doc. S4-2827e Filed 10-25-64:3:45 am) 

BILUNQ CODE e720-01-M 


DEPARTMENT OF TRANSPORTATION 
Federal Aviation Administration 
14 CFR Part 39 

[Docket No. 84-ASW-48; Arndt. 39-4940] 

Airworthiness Directives; Hughes 
Helicopters, Inc., Model 369 Series 
Helicopters 

AGENCY: Federal Aviation 
Administration (FAA), DOT. 


ACTION; Final rule. 


summary: This action publishes in the 
Federal Register and makes effective as 
to all persons an amendment adopting a 
new airworthiness directive (AD) which 
was previously made effective as to all 
known U.S. owners and operators of 
certain Hughes Helicopters, Inc., Model 
369 series helicopters by individual 
letter. The AD requires an inspection 
and modification of certain tail rotor 
blades. This AD is prompted by reports 
of tail rotor tip cap separation which 
could result in loss of tail rotor control 

EFFECTIVE DATE: October 26.1984, as to 
all persons except those persons to 
whom it was made immediately 
effective by priority letter AD 84-18-08, 
issued September 14.1984, which 
contained this amendment. 

Compliance schedule—as prescribed 
in body of AD. 

ADDRESSES: The applicable service 
information may be obtained from 
Hughes Helicopters. Inc., Centinela 
Avenue and Teale Street, Culver City, 
California 90230. A copy of the Hughes 
Service Information Notice is contained 
in the Rules Docket of the Office of 
Regional Counsel, FAA. Southwest 
Region, 4400 Blue Mound Road, Fort 
Worth. Texas 76106. 

FOR FURTHER INFORMATION CONTACT. 
Jerry Sullivan, Aerospace Engineer. 
ANM-172W, Airframe Section, FAA, 
Western Aircraft Certification Office. 
P.O. Box 92007, Worldway Postal 
Center. Los Angeles, California 90009- 
2007, telephone (213) 536-6166. 
SUPPLEMENTARY INFORMATION: On 
September 14,1984, priority letter AD 
84-18-08 was issued and made effective 
immediately as to all known U.S. 
owners and operators of Hughes 
Helicopters, Inc., Model 389 series 
helicopters. The AD requires inspection 
and modification of certain tail rotor 
blades. The AD was prompted by 
reports of tail rotor blade tip cap 
separation with subsequent loss of tail 
rotor control. 

Since it was found that immediate 
corrective action was required, notice 
and public procedure thereon were 
impracticable and contrary to public 
interest, and good cause existed to make 
the AD effective immediately by 
individual letter issued September 14. 
1984, to all known U.S. owners and 
operators of Hughes Helicopters. Inc.. 
Model 369 series helicopters. These 
conditions still exist and the ADF is 
hereby published in the Federal Register 
as an amendment to § 39.13 of Part 39 of 
the Federal Aviation Regulations to 
make it effective as to all persons. 
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The FAA has determined that this 
fegulation is an emergency regulation 
that is not considered to be major under 
Executive Order 12291. It is 
impracticable for the agency to follow 
the procedures of Order 12291 with 
respect to this rule since the rule must 
be issued immediately to correct an 
unsafe condition in aircraft. It has been 
further determined that this action 
involves an emergency regulation under 
DOT Regulatory Policies and Procedures 
(44 FR 11034; February 26.1979). If this 
action is subsequently determined to 
involve a signiHcant/major regulation, a 
fmal regulatory evaluation or analysis, 

88 appropriate, will be prepared and 
placed in the regulatory docket 
(otherwise, an evaluation or analysis is 
not required). A copy of it, when filed, 
may be obtained by contacting the 
person identified under the caption “FOR 
FURTHER INFORMATION CONTACT.** 

list of Subjects in 14 CFR Part 39 

Air transportation. Aircraft, Aviation 
safety, Safety. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator. 

§ 39.13 of Part 39 of the Federal Aviation 
Regulations (14 CFR 39.13) is amended 
by adding the following new 
airworthiness directive: 

Hughes Helicopters, Inc. (Hughes 

Helicopters): Applies to certain Model 
369 (Army YOH-6A). 396A (Army OH- 
6A). D, E, H. HE. HM, and HS helicopters 
certificated in all categories, which have 
tail rotor blades installed, as identified in 
Hughes Service Information Notices DN- 
129, EN-18 and HN-195 dated August 27, 
1984. 

Compliance is required as indicated unless 
already accomplished. 

To prevent possible hazards in flight 
associated with tail rotor blade tip rib 
separation, accomplish the following: 

(a) For tail rotor blades with 100 or more 
hours' time in service on the effective date of 
this AD. accomplish the inspection and 
modification in accordance with paragraphs 
a through j of Hughes Service Information 
Notice DN-129. EN-18. HN-195. or FAA 
approved equivalent prior to further flight. 

(b) For tail rotor blades with less than 75 

time in service on the effective date of 
this AD. accomplish the inspection and 
modification in accordance with paragraphs 
a through j of Hughes Service Information 
Notice DN-129. EN-18. HN-195. or FAA 
approved equivalent within the next 25 hours* * 
time in service. 

(c) Remove from service any tail rotor 
Wade with visual evidence of tip cap to blade 
bond failure. 

(d) An equivalent method of compliance 
jjoth this AD may be used when approved by 
me Manager of the Western Aircraft 
^fication Office, Hawthorne. California. 


(e) Special flight permits may be issued in 
accordance with Federal Aviation 
Regulations 21.197 and 21.199 to ferry aircraft 
to a maintenance base in order to comply 
with the requirements of this AD. 

This amendment becomes effective 
October 26,1984, as to all persons 
except those persons to whom it was 
made immediately effective by priority 
letter AD 84-18-08 issued September 14. 
1984, which contained this amendment. 

(Sections 313(a]. 601. and 603. Federal 
Aviation Act of 1958. as amended (49 U.S.C. 
1354(a). 1421, and 1423): 49 U.S.C. 106(g) 
(Revised, Pub. L 97-449, January 12.1983): 
and 14 CFR 11.89) 

Issued in Fort Worth, Texas, on October 11, 
1984. 

C.R. Melugin, )r., 

Director, Southwest Region. 

[FR Doc. 84-28283 Piled 10-25-84: 8:45 aroj 
BILLING CODE 4S10-13-M 


FEDERAL TRADE COMMISSION 
16 CFR Part 305 

Rules for Using Energy Cost and 
Consumption Information Used in 
Labeling and Advertising of Consumer 
Appliances Under the Energy Policy 
and Conservation Act; Ranges of 
Comparability for Room Air 
Conditioners 

agency: Federal Trade Commission. 
action: Final rule. 

summary: The Federal Trade 
Commission amends its Appliance 
Labeling Rule by revising the ranges of 
comparability used on required labels 
for room air conditioners. 

Under the rule, each required label on 
a covered appliance must show a range, 
or scale, indicating the range of energy 
costs or efficiencies for all models of a 
size or capacity comparable to the 
labeled model. These ranges, which 
show the highest and lowest energy 
costs or efficiencies for the various size 
or capacity groupings of the appliances 
covered by die rule, are published in the 
Federal Register by the Commission no 
more often than annually, and are called 
"ranges of comparability." The figures to 
be used on the ranges are provided by 
the Commission after an analysis of 
data submitted by appliance 
manufacturers, who derive the energy 
costs or efficiencies of their appliances 
by following test procedures prescribed 
by the Department of Energy ("DOE"). 
Because appliance models are 
constantly being added, changed or 
dropped by manufacturers, the ranges of 
comparability are likely to change 
occasionally. This has been the case 


with the ranges for room air 
conditioners, and this notice publishes 
the new range figures, which, under 
§§ 305.10, 305.11 and 305.14 of the rule, 
must be used in the labeling and 
advertising of room air conditioners 
beginning January 24,1985. 

EFFECTIVE DATE: January 24.1985. 

FOR FURTHER INFORMATION CONTACT: 
James Mills or Lucerne D. Winfrey. 202- 
376-8934, Attorneys. Division of 
Enforcement, Federal Trade 
Commission, Washington, D.C. 20580. 
SUPPLEMENTARY INFORMATION: Section 
324 of the Energy Policy and 
Conservation Act of 1975 (EPCA) ‘ 
required the Federal Trade Commission 
to consider labeling rules for the 
disclosure of estimated annual energy 
cost or alternative energy consumption 
information for at least thirteen 
categories of appliances: (1) 

Refrigerators and refrigerator-freezers; 

(2) freezers; (3) dishwashers: (4) clothes 
dryers; (5) water heaters; (6) room air 
conditioners; (7) home heating 
equipment, not including furnaces; (8) 
television sets; (9) kitchen ranges and 
ovens; (10) clothes washers; (11) 
humidifiers and de-humidifiers; (12) 
central air conditioners; and (13) 
furnaces. Under the statute, DOE is 
responsible for developing test 
procedures that measure how much 
energy the appliances use. In addition. 
DOE is required to determine the 
representative average cost a consumer 
pays for the different types of energy 
available. 

On November 19,1979, the 
Commission issued a final rule ^ 
covering seven of the thirteen appliance 
categories; refrigerators and refrigerator- 
freezers, freezers, dishwashers, water 
heaters, clothes washers, room air 
conditioners and furnaces. 

The rule requires that energy 
efficiency ratings or energy costs and 
related information be disclosed on 
labels and fact sheets and in retail sales 
catalogs for all covered products 
manufactured on or after May 19,1980. 
Certain point-of-sale promotional 
materials must disclose the availability 
of energy cost or energy efficiency rating 
information. The required disclosures 
and all claims concerning energy 
consumption made in writing or in 
broadcast advertisements must be 
based on the results of the DOE test 
procedures. 

Pursuant to § 305.8 of the rule, 
manufacturers submitted reports to the 
Commission by January 21,1980. These 


* Pub. L 94-163. 89 Slat. 871, 42 U.S.C 6201 (1975). 

*44 FR 66466,16 CFR Part 305 (November 19, 

1979). 
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reports contained information on the 
estimated annual cost or energy 
efficiency rating for the seven categories 
of appliances derived from tests 
performed pursuant to the DOE test 
procedures. The reports also contained 
the model, the number of tests 
performed on each model, and the 
capacity of each model. From that 
information, the Commission compiled 
and published * ranges of comparability 
for each product, as required by § 305.10 
of the rule. 

Section 305.8(b) of the rule requires 
that manufacturers, after filing this 
initial report, shall report annually by 
speciHed dates for each product type.^ 
Because manufacturers regularly add 
new models to their lines, improve 
existing models and drop others, the 
data base from which the ranges of 
comparability of costs or energy 
efficiency ratings are calculated is 
constantly changing. To keep the 
required information in line with these 
changes, the Commission is empowered, 
under S 305.10 of the rule, to publish 
new ranges (but not more often than 
annually), if an analysis of the new data 
indicates that the upper or lower limits 
of the ranges have changed by more 
than 15%. 

The revised figures for the energy 
efficiency ratings for room air 
conditioners have been submitted and 
have been analyzed by the Conunission. 
New ranges based upon them are 
herewith published. 

In consideration of the foregoing, the 
Commission publishes the following 
ranges of comparability for use in the 
labeling and advertising of room air 
conditioners beginning January 24,1985. 

PART 305—[AMENDED] 

Appendix E to Part 305 is revised to 
read as set forth below: 

Appendix E—Room Air Conditioners 


Manufacturers rated cooing cipaetty 
in BTlTa/hr. 

Ranges of anergy 
efftdency ralinga 

Low 

High 

Lean than 4,000. 

O 

(1 

4.000 to 4,299_ 

5.1 

7.5 

4.300 IQ 4,799-. 

53 

73 

4,800 to 8,999. 

56 

67 

5.300 to 5.799_____ 

6.3 

9.0 

S,aOO to A,9Qa. 

64 

93 

8.300 to 6,799. 

83 

9.0 

6.800 to 7,299___ 

58 

10.1 


*45 FR 13996 (March 3.1980). 45 FR 19520 (March 
25.1980). 45 FR 28036 (April 17.1980). 46 FR 3829 
(January 16.1961). 

* Reports for clothes washers are due by March 1; 
reports for water heaters, room air conditioners and 
furnaces are due by May 1; reports for dishwashers 
are due by June 1; reports for refrigerators, 
refrigerator-freezers and freezers are due by August 
1 . 


MarHifacturers rated ooolng capacity 
in BTU't/hr. 

Ranges of energy 
effioency filings 

Low 

High 

7.300 to 7,799___ 

5.4 

9.0 

7,800 to 8,999 

57 

9.8 

8.300 to 8.799... 

8.5 

9.4 

8.000 to 9.299.___ 

5.6 

110 

9,300 to 9,790. 

8.1 

10.9 

9.800 to 10.299..... 

8.1 

113 

10.300 10 10.799_ 

7.2 

9.1 

10 800 to 11,999.. 

60 

83 

11.30010 11.799_ 

60 

9.0 

11,800 to 19,999.,.. 

61 

9.5 

12,30010 12.799_ 

7.6 

9.6 

12600 to 13.299.. 

5.8 

9.0 

16300 to 13,709 

12 

9.7 

13,800 to 14,909 .. 

80 

9.9 

14,300 to 14.799_ 

8.3 

8!4 

14,800 to 15,299... 

53 

8.8 

15.300 to 15.799... 

67 

7.5 

15.800 10 16499... 

53 

85 

18,500 to 17,490. 

7.5 

8.7 

17.50010 18.499... 

6.8 

93 

18.500 to 19.499 . . . 

7.9 

93 

19.500 to 20.499 . . . . 

8.4 

73 

20,50010 21.499... ... 

6.7 

6.2 

21.500 to 22 409 _ _ 

83 

66 

22.500 to 24.499 .. 

5.9 

9.0 

24.500 to 26,499 ..... 

7.5 

82 

26,500 to 28,499 . 

60 

83 

28.500 to 32.499 _.*.__ 

5.6 

83 

32,500 to 36.000 __... . 

66 

73 


* No data submitted 


List of Subjects in 16 CFR Part 305 

Advertising, Energy conservation. 
Household appliances. Labeling. 
Reporting and recordkeeping 
requirements. 

Authority: Sec. 324 of the Energy Policy and 
Conservation Act (Pub. L 94-163) (1975). as 
amended by the National Energy 
Conservation Policy Act (Pub. L 95-619) 
(1978), 42 U.S.C. 6294; Sec. 553 of the 
Administrative Procedure Act 5 U.S.C. 553. 
Emily H. Rock. 

Secretary. 

(FR Doc. S4-2S2S4 Piled ia>2.V«4; 6;4S am) 

BILUNQ COOe S750-01-4I 


COMMODITY FVrrURES TRADING 
COMMISSION 

17 CFR Parts 1 and 16 

Commercial Categories for Option 
Traders 

agency: Commodity Futures Trading 
Commission. 

action: Rule related notice. 


summary: On January 10.1983, the 
Commission published in the Federal 
Re^ster notifreation of the availability 
of its revised list of occupation 
categories (48 FR 1047). This list, as 
amended on February 3,1984 (49 FR , 
4200) and October 15.1984 (49 FR 48159). 
forms the basis from which the 
Commission will measure commercial 
participation in the pilot program for 
domestic exchange-traded commodity 
options. Futures commission merchants 
and members of contract markets are 


required under Commission rule 1.37(a), 
17 CFR 1.37(a) (1982), to record for each 
option customer account they carry an 
appropriate occupation category from a 
list of such categories set forth by the 
Commission and a symbol indicating 
whether the option customer is 
commercial or noncommercial. In order 
to accommodate options on cotton, the 
Commission has determined to revise its 
current list of occupation categories by 
adding new categories for cotton, 
Categories 41 through 45. In addition. 
Category 28 has been revised to change 
the occupation category from “Other 
Elevator Operators or Merchants” to 
“Elevator Operator or Merchant Other 
Than a Producer Cooperative” and 
Category 34 has been revised to change 
the occupation category “Non-Farmer 
Livestock Feeder” to “Other Livestock 
Feeder” for purpose of clarification. 
Revisions have also been made to 
Categories 16. 24. 25. 27. 31. 32, 33, 34.35, 
36, 37 and 38 to conform all categories to 
the singular form. 

As is the case with the existing 
categories, the appropriate classification 
for a customer is based on the primary 
activity of the customer in using the 
option market in conjunction with its 
case market activities. 

FOR FURTHER INFORMATION CONTACT: 
Fred Linse, Chief, Agricultural 
Commodities Unit, Division of Economic 
Analysis, (202) 254-7303, Commodity 
Futures Trading Commission, 2033 K 
Street, NW.. Washington. D.C. 20581. 
SUPPLEMENTARY INFORMATION: The 
Commission has revised the list of 
occupation categories for determining 
commercial participation in its pilot 
program for options as follows: 

Commodity and Occupation Categories 

Sugar: 

1 . Producer 

2 . Merchant or Dealer 

3. Refiner 

4. Manufacturer or Processor 

5. Other Commercial 
Precious Metals: 

6 . Producer 

7. Refiner 

8 . Dealer 

9. Commercial End User 

11 . Other Commercial * 

Petroleum: 

39. Crude Oil Producer 

40. Crude Oil Reseller 

12 . Refiner 

13. Product Marketer and/or 
Distributor 

14. End User 

15. Other Commercial 

Financial Instruments/Foreign Exchange 


* Category 10 Intentionally blan)(. 
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16. Savings and Loan. Mortgage Bank 
or Thrift Institution 

17. Commercial Bank 

18 . Insurance Company 

19. Pension and Retirement Fund 

20 . Mutual Fund 

21 . Broker/Dealer 

22 . Foundation or Endowment 

23. Other Commercial 

24. Importer/Exporter of Goods and 
Services 

25. Investor/Issuer of Foreign 
Currency Denominated Securities 

j Grains and Soybeans: 

26. Grain or Soybean Producer 

27. Producer Cooperative 

28. Elevator Operator or Merchant 
Other Than a Producer Cooperative 

29. Processor, Including Feed 
Manufacturing and Crushing 

30. Livestock Feeder or Producer 
I 31. Other Commercial 
Livestock: 

I 32, Farmer or Rancher 
I 33. Commercial Feedlot Operator 
I 34. Other Livestock Feeder 

35. Marketing Agency and/or 
Commission Merchant 

36. Packer or Other Meat Processor 

37. Meat Wholesaler, Retailer, or 
I Buyer 

38. Other Commercial 
I Cotton: 

I 41. Producer 

j 42. Producer Cooperative 
I 43. Merchant 
I 44. Mill Operator 
I 45. Other Commercial 

Issued in Washington, D.C, on October 24. 

\m. ^ 

lean A. Webb. 

{Acting Secretary of the Commission, 

[iraDoc. 84-2S441 Filed 10-2S-B4:8:45 am) 

CODE 6351-01-M 


department of the treasury 

Customs Service 
I9CFR Part 4 
IT.D. 84-2151 

^toms Regulations Amendment 
Wing Denmark to List of Nations 
J^ose Pleasure Vessels Are Entitled 
'0 Be Issued U.S. Cruising Licenses 

AGENCY: Customs Service, Treasury. 
^ON: Final rule. 

I^MMary: This document amends the 
Lustoms Regulations by adding 
IJenmark to the list of nations whose 
pleasure vessels may be issued U.S. 
cruising licenses. Customs has been 


informed that yachts used and employed 
exclusively as pleasure vessels and 
belonging to any resident of the U.S. are 
allowed to arrive at and depart from 
Danish ports and cruise in the waters of 
Denmark without being subjected to 
formal entry and clearance procedures. 
Therefore. Customs is extending 
reciprocal privileges to pleasure vessels 
belonging to any resident of Denmark. 
EFFECTIVE DATE: These privileges 
became effective for Denmark on 
August 31,1984. 

FOR FURTHER INFORMATION CONTACT: 

Paul Hegland, Carriers, Drawback and 
Bonds Division (202-566-5706), U.S. 
Customs Service. 1301 Constitution 
Avenue, NW., Washington, D.C. 20229. 

SUPPLEMENTARY INFORMATION: 

Background 

Section 4.94(a), Customs Regulations 
(19 CFR 4.94(a)), provides that U.S. 
vessels documented as yachts, used 
exclusively for pleasure, not engaged in 
any trade, and not violating the Customs 
or navigation laws of the U.S. may 
proceed from port to port in the U.S. or 
to foreign ports without entering and 
clearing, as long as they have not visited 
hovering vessels. 

Generally, foreign-flag yachts entering 
the U.S. are required to comply with the 
laws applicable to foreign vessels 
arriving at, departing from, and 
proceeding between ports of the U.S. 
However, as provided in § 4.94(b), 
Customs Regulations (19 CFR 4.94(b)), 
pleasure vessels from certain countries 
may be issued cruising licenses which 
exempt them from formal entry and 
clearance procedures (e.g., filing 
manifests, obtaining permits to proceed 
and paying entry and clearance fees) at 
all but the first port of entry in the U.S. 
Yachts or pleasure vessels not carrying 
passengers or merchandise in trade are 
exempt from paying tonnage tax and 
light money in any case pursuant to 
§ 4.21(b)(5). Customs Regulations (19 
CFR 4.21(b)(5)). Cruising licenses are 
available to pleasure vessels of 
countries which extend reciprocal 
privileges to U.S. pleasure vessels. A list 
of these countries is set forth in 
§ 4.94(b). 

By letter dated August 17.1984, the 
Embassy of Denmark, in Washington, 
D.C., informed the Department of State, 
which in turn informed Customs 
Headquarters by a letter dated August 
30,1984, that the Government of 
Denmark permits yachts used and 
employed exclusively as pleasure 
vessels and belonging to any resident of 
the U.S., to arrive at and depart from 


ports of Denmark and cruise the waters 
of Denmark without entering and 
clearing Danish Customs, and without 
the payment of any charges for entering 
or clearing, dues, duty per ton. tonnage 
taxes or charges for cruising licenses. 
The State Department and the Carriers, 
Drawback and Bonds Division of 
Customs are of the opinion that 
satisfactory evidence has been 
furnished to establish the reciprocity 
required in § 4.94(b). Therefore, on 
September 21,1984, the Director of that 
division determined that, effective 
retroactively to August 31,1984, 

Denmark should be added to the list of 
countries set forth in § 4.94(b). 

By virtue of the authority vested in the 
President by section 5 of the Act of May 
28.1908, 35 Stat. 425, as amended (46 
U.S.C. 104), the President has delegated 
the authority to issue these cruising 
licenses to the Secretary of the Treasury 
by E.0.10289, September 17,1951. By 
Treasury Department Order 165-25, the 
Secretary of the Treasury delegated 
authority to the Commissioner of 
Customs to prescribe regulations 
relating to § 4.94(b) and other sections of 
the Customs Regulations relating to lists 
of nations entitled to preferential 
treatment in Customs matters because 
of reciprocal privileges accorded to 
vessels and aircraft of the U.S. 
Subsequently, by Customs Delegation 
Order No. 66 (T.D. 82-201), dated 
October 13,1982, the Commissioner 
delegated authority to issue these 
cruising licenses and to amend this 
section to the Assistant Commissioner 
(Commercial Operations), who 
redelegated this authority to the 
Director, Office of Regulations and 
Rulings, who then redelegated it to the 
Director. Regulations Control and 
Disclosure Law Division. 

Finding 

On the basis of the information 
received from the Embassy of Denmark 
and the Department of State, as 
described above, it has been determined 
ihat the U.S. is in possession of 
satisfactory evidence regarding the 
passage of U.S. pleasure vessels through 
the ports and waters of Denmark 
without their being subjected to formal 
entry and clearance procedures. 
Therefore, Denmark is added to the list 
of countries whose pleasure vessels may 
be issued U.S. cruising licenses. 

Inapplicability of Public Notice and 
Delayed Effective Date Requirements 

Because this amendment merely 
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implements a statutory requirement and 
involves a matter in which the majority 
of the public is not particularly 
interested, pursuant to 5 U.S.C. 

553(b](B], notice and public procedure 
thereon are unnecessary. Further, for the 
same reasons good cause exists for 
dispensing with a delayed effective date 
under 5 U.S.C. 553(d)(1). 

Inapplicability of the Regulatory 
Flexibility Act 

This document is not subject to the 
provisions of sections 603 and 604 of 
Title 5. United States Code, as added by 
section 3 of Pub. L. 96-354, the 
“Regulatory Flexibility Act“. That Act 
does not apply to any regulations such 
as this for which a notice of proposed 
rulemaking is not required by the 
Administrative Procedure Act (5 U.S.C. 
551 et see;.) or any other statute. 

Executive Order 12291 

This amendment does not meet the 
criteria for a major regulation as defined 
in section 1(b) of E.0.12291. 

Accordingly, a major impact analysis is 
not required. 

Drafting Information 

The principal author of this document 
was John E. Doyle, Regulations Control 
Branch, Office of Regulations and 
Rulings, U.S. Customs Service. However, 
personnel from other Customs offices 
participated in its development. 

List of Subjects in 19 CFR Part 4 

Customs inspection and duties. 
Imports, Vessels. Yachts. 

Regulations Amendment 
PART 4—(AMENDED] 

§4.94 [Amended] 

To reflect this change, § 4.94(b), 
Customs Regulations (19 CFR 4.94(b)), is 
amended by inserting, in alphabetical 
order between “Canada” and 
“Germany, Federal Republic of, the 
word “Denmark”, to the list of countries 
whose yachts or pleasure vessels may 
be issued U.S. cruising licenses. 

(R.S. 251, as amended, section 3. 23 Stat 119. 
as amended, section 5. 35 Stat. 425, as 
amended (5 U.S.C. 301.19 U.S.C. 86, 624. 46 
U.S.C. 3,104)) 

Dated: October 19.1964. 

Marvin M. Amemick, 

Acting Director, Regulations Control 6r 
Disclosure Law Division. 

|FR Ooc. S4>2S306 Filed 10-25-64:6:45 am) 

BILUHQ CODE 4820-02-M 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Food and Drug Administration 

21 CFR Part 177 

[Docket No. 83F-00271 

Indirect Food Additives; Polymers; 
Perfluorocarbon Cured Elastomers 

agency: Food and Drug Administration. 
action: Final rule. 

summary: The Food and Drug 
Administration (FDA) is amending the 
food additive regulations to provide for 
the safe use of perfluorocarbon cured 
elastomers as articles or components of 
articles intended for repeated use in 
contact with food. This action responds 
to a petition filed by E. I. duPont de 
Nemours & Co.. Inc. 
dates: Effective October 26.1984; 
objections by November 26,1984. The 
Director of the Federal Register 
approves the incorporation by reference 
of certain publications at 21 CFR 
177.2400, effective on October 26,1984. 
ADDRESS: Written objections to the 
Dockets Management Branch (HFA- 
305), Food and Drug Administration, Rm. 
4-62, 5600 Fishers Lane. Rockville, MD 
20857. 

FOR FURTHER INFORMATION CONTACT: 

Marvin D. Mack, Center for Food Safety 
and Applied Nutrition (HFF-334). Food 
and Drug Administration, 200 C St. SW., 
Washington, D.C. 20204, 202-472-5740. 
SUPPLEMENTARY INFORMATION: In a 
notice published in the Federal Register 
of March 29,1983 (48 FR 13099), FDA 
announced that a food additive petition 
(FAP 3B3683), had been filed by E. I, 
duPont de Nemours & Co^ Inc., 
Wilmington, DE 19898, proposing that 
the food additive regulations be 
amended to provide for the safe use of 
perfluorocarbon cured elastomers as 
articles or components of articles 
intended for repeated use in contact 
with food. 

FDA has evaluated data in the 
petition and other relevant material and 
concludes that the proposed use of the 
food additive is safe and that the 
regulations should be amended as set 
forth below. 

In accordance with § 171.1(h) (21 CFR 
171.1(h)), the pelition.and the documents 
that considered and relied upon in 
reaching its decision to approve the 
petition are available for inspection at 
the Center for Food Safety and Applied 
Nutrition (address above) by 
appointment with the information 
contact person listed above. As 
provided in § 171.1(h) (21 CFR 171.1(h)). 


the agency will delete for from the 
documents any materials that are not 
available public disclosure before 
making the documents available for 
inspection. 

The agency has carefully considered 
the potential environmental effects of 
this action and has concluded that the 
action will not have a significant impact 
on the human environment and that an 
environmental impact statement is not 
required. The agency’s finding of no 
significant impact and the evidence 
supporting that finding may be seen in 
the Dockets Management Branch 
(address above) between 9 a.m. and 4 
p.m., Monday through Friday. 

List of Subjects in 21 CFR Part 177 

Food additives, Incorporation by 
reference, Polymeric food packaging. 

Therefore, under the Federal Food, 
Drug, and Cosmetic Act (secs. 201(8), 
409, 72 Stat, 1784-1768 as amended (21 
U.S.C. 321(8), 348)) and under authority 
delegated to the Commissioner of Food 
and Drugs (21 CFR 5.10) and redelegated 
to the Center for Food Safety and 
Applied Nutrition (21 CFR 5.61), Part 177 
is amended in Subpart C by adding new 
§ 177.2400 to read as follows: 

PART 177—INDIRECT FOOD 
ADDITIVES: POLYMERS 

§ 177.2400 Perfluorocarbon cured 
elastomers. 

Perfluorocarbon cured elastomers 
identified in paragraph (a) of this section 
may be safely used as articles or 
components of articles intended for 
repeated use in contact with nonacid 
food (pH above 5.0), subject to the 
provisions of this section. 

(a) Identity. (1) For the purpose of this 
section, perfluorocarbon cured 
elastomers are produced by 
terpolymerizing tetrafluorethylene (CAS 
Reg. No. 118-14-3), perfluoromethyl 
vinyl ether (CAS Reg No. 1187-93-5). 
and perfluoro-2-phenoxypropyl vinyl 
ether (CAS Reg. No. 24520-19-2) and 
subsequent curing of the terpolymer 
(CAS Reg. No. 26658-70-8) using the 
crosslinking agent, phenol, 4 . 4 '-[ 2 , 2 , 2 * 
trifluoro-l*(trifluoromethyl) ethylidene] 
bis-.dipotassium salt (CAS Reg. No. 
25088-69-1) and accelerator, 

1,4,7,10,13,16-hexaoxacyclooctadecane 

(CAS Reg. No. 17455-13-9). 

(2) The Perfluorocarbon base polymer 
shall contain no less than 40 weight- 
percent of polymer units derived from 
tetrafluoroethylene, no less than 40 
weight-percent of polymer units derived 
from perfluoromethyl vinyl ether and no 
more than 5 weight-percent polymer 
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miils derived from pernuoro-2-phenoxy- 
propyl vinyl ether. 

(3) The composition limitations of the 
elastomer, calculated as parts per 
100 parts of terpolymer. are as follows: 
>henol, 4,4'-(2,2,2-trifluoro-l- 
(trifluoromethyU-ethylidenel bis-, 
dipotassium salt—not to exceed 5 parts. 

1 . 4 , 7 , 10 ,13.16-Hexaoxacy clo- 
octadecane—not to exceed 5 parts. 

(b) Optional adjuvant substances. The 
lerfluorocarbon cured elastomer 
dentified in paragraph (a) of this section 
Day contain the following optional 
adjuvant substances, subject to any 
imitations cited on their use: 

(1) Substances generally recognized 
Bs safe (GRAS) in food or food 
«ckaging. 

(2) Substances used in accordance 
with a prior sanction. 

(3) Substance authorized under 
applicable regulations in this part and in 
l^rts 175 and 178 of this chapter and 
Bubject to any limitations prescribed 
Iherein. 

(4) Substances identified in this 
paragraph (b)(4) subject to such 
limitations as are provided: 


SobstanoM 

UrNtatiooa 

Cvbon Mack (chamW proc* 

Not 10 exceed 15 perta per 

m d tumaca combuslion 

\00 parts o< the terpo- 

piOOMa) (CAS Reg. No. 
133MM). 

tymer 

oxWa (CAS Rea 

Not to exceed 5 parti per 

Na 1308-48-4). 

100 parti of the terpo- 


lymer. 


(c) Specifications —(1) Infrared 
identification. Perfluorocarbon cured 
dastomers may be identified by the 
characteristic infrared spectra of the 
lyrolysate breakdown product that is 
obtained by heating and decomposing 
he elastomer using the method entitled 
Qualitative Identification of Kalrez® by 
nfrared Examination of Pyrolysate.” 
rhis method is incorporated by 
feference. Copies of the method are 
jvailable from the Division of Food and 
-oior Additives, Center for Food Safety 
find Applied Nutrition (HFF-330), Food 
find Dnig Administration, 200 C St. SW., 
Washington, DC 20204, or available for 
nspection at the Office of the Federal 
Register, iloo L St. NW.. Washington. 

DC 20408. 

(2) Thermogravimetry, 

Perfluorocarbon cured elastomers have 
fi major decomposition peak occurring at 
^90 *±15 -c (914 ♦F). Less than 1.5 
^rcent of the elastomers will volatize 
selow 400 ‘C (752 ‘F) w'hen run under 
“Irogen at a 10 X or 18 T per minute 
neating rate using a Du Pont Thermal 


Analyzer Model 1099 with Model 951 
TGA unit or the equivalent. 

(d) Extractive limitations. Articles 
fabricated from perfluorocarbon cured 
elastomers having a thickness of at least 
1.0 millimeter (0.039 inch) when 
extracted at reflux temperatures for 2 
hours separately with distilled water, 50 
percent ethanol, and n-heptane, shall 
meet the following extractability limits: 

(1) Total extractives not to exceed 3.1 
milligrams per square decimeter (0.2 
milligrams per square inch). 

(2) Fluoride extractives calculated as 
fluorine not to exceed 0.47 milligram per 
square decimeter (0.03 milligram per 
square inch). 

(e) Conditions of use. In accordance 
with current good manufacturing 
practice, finished food contact articles 
containing the perfluorocarbon cured 
elastomers shall be thoroughly cleaned 
prior to their first use in contact with 
food. 

Any person who will be adversely 
affected by the foregoing regulation may 
at any time on or before November 26, 
1984 submit to the Dockets Management 
Branch (address above) written 
objections thereto and may make a 
written request for a public hearing on 
the stated objections. Each objection 
shall be separately numbered and each 
numbered objection shall specify with 
particularity the provision of the 
regulation to which objection is made. 
Each numbered objection on which a 
hearing is requested shall specifically so 
state; failure to request a hearing for any 
particular objection shall constitute a 
waiver of the right to a hearing on that 
objection. Each numbered objection for 
which a hearing is requested shall 
include a detailed description and 
analysis of the specific factual 
information intended to be presented in 
support of the objection in the event that 
a hearing is held; failure to ipclude such 
a description and analysis for any 
particular objection shall constitute a 
w^aiver of the right to a hearing on the 
objection. Three copies of all documents 
shall be submitted and shall be 
identified with the docket number found 
in brackets in the heading of this 
regulation. Received objections may be 
seen in the office above between 9 a.m. 
and 4 p.m., Monday through Friday. 

Effective dote. This regulation is 
effective October 26,1984. 

(Secs. 201(8). 409. 72 Stat. 1784-1788 as 
amended (21 U3.C. 321(8), 348)) 

Dated: October 9. 1984. 

Richard). Ronk, 

Acting Director, Center for Food Safety and 
Applied Nutrition. 

(FK Doc. 84-27817 Filed 10-25-84:845 am] 

BILUNO COOC 4160-01-M 


21 CFR Part 520 

Oral Dosaga Form New Animal Drugs 
Not Subject to Certification; Cefadroxll 
Tablets 

agency: Food and Drug Administration. 
action: Final rule. 

summary: The Food and Drug 
Administration (FDA) is amending the 
animal drug regdations to reflect 
approval of a supplemental new animal 
dnig application (NADA) filed by Bristol 
Laboratories providing for safe and 
effective use of cefadroxil tablets for 
treating certain genitourinary tract 
infections of dogs. 

EFFECTIVE DATE: October 26,1984. 

FOR FURTHER INFORMATION CONTACT*. 
Sandra K. Woods, Center for Veterinary 
Medicine (HFV-114), Food and Drug 
Administration, 5600 Fishers Lane, 
Rockville. MD 20857, 301-443-3420. 
SUPPLEMENTARY INFORMATION: Bristol 
Laboratories, Division of Bristol-Meyers 
Co.. P.O. Box 657, Syracuse. NY 13201, 
filed a supplemental NADA 119-688 
providing for safe and effective oral use 
of 50-. 100-. and 200-milligram cefadroxil 
tablets as a canine antibacterial for 
treating genitourinary tract infections 
(cystitis) caused by susceptible strains 
of Escherichia colh Proteus mirabilis, 
and Staphylococcus aureus in addition 
to its approved use for the treatment of 
certain skin and soft tissue infections 
caused by susceptible strains of 
Staphylococcus aureus. The 
supplemental NADA is approved and 
the regulations are amended to reflect 
the approval. The basis for approval is 
discussed in the freedom of information 
summary. 

In accordance with the freedom of 
information provisions of Part 20 (21 
CFR Part 20) and § 514.11(e)(2)(ii) (21 
CFR 514.11(e)(2)(ii)), a summary of 
safety and effectiveness data and 
information submitted to support 
approval of this application may be seen 
in the Dockets Management Branch 
(HFA-305), Food and Drug 
Administration, Rm. 4-62, 5600 Fishers 
Lane, Rockville, MD 20857, from 9 a.m. 
to 4 p.m., Monday through Friday. 

The Center for Veterinary Medicine 
has carefully considered the potential 
environmental effects of this action and 
has concluded that the action will not 
have a significant impact on the human 
environment and that an environmental 
impact statement therefore will not be 
prepared. The Center’s finding of no 
significant impact and the evidence 
supporting this finding, contained in an 
environmental assessment (pursuant to 
21 CFR 25.31, proposed December 11. 
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1979; 44 FR 71742) may be seen in the 
Dockets Management Branch [address ' 
above) between 9 a.m. and 4 p.m., 
Monday through Friday. 

List of Subjects In 21 CFR Part 520 

Animal drugs, Oral use. 

Therefore, under Ihe Federal Food. 
Drug, and Cosmetic Act (sec. 512(i). 82 
Stat. 347 (21 U.S.C. 360b(i))) and under 
authority delegated to the Commissioner 
of Food and Drugs (21 CFR 5.10) and 
redelegated to the Center for Veterinary 
Medicine (21 CFR 5.83), Pa/t 520 is 
amended in § 520.314 by revising 
paragraph (c) (1) and (3), to read as 
follows: 

PART 520—ORAL DOSAGE FORM 
NEW ANIMAL DRUGS NOT SUBJECT 
TO CERTIFICATION 

§ 520.314 Cefadroxil tablets. 

« ' « • * * 

(C) • * * 

(1) Indications for use. For the 
treatment of skin and soft tissue 
infections including cellulitis, pyoderma, 
dermatitis, wound infections, and 
abscesses due to susceptible strains of 
Staphylococcus aureus. For the 
treatment of genitourinary tract 
infections (cystitis) due to susceptible 
strains of Escherichia coli, Proteus 
mirobilis, and Staphylococcus aureus. 

• • * * * 

(3) Limitations. The drug is 
administered orally. For skin and soft 
tissue infections, treatment should be 
continued for a minimum of 3 days. For 
genitourinary tract infections, treatment 
should be continued for a minimum of 7 
days. Continue treatment at least 48 
hours after the dog has become afebrile 
or asymptomatic. If no response is seen 
after 3 days of treatment, therapy should 
be discontinued and the case 
reevaluated. Do not treat for more than 
30 days. Safety for use in pregnant 
bitches and stud dogs has not been 
determined. Federal law restricts this 
drug to use by or on the order of a 
licensed veterinarian. 

Effective date. October 26,1984. 

(Sec. 512(i). 82 Stat. 347 (21 U.S.C. 360b(i))) 

Dated; October 18.1984. 

Lester M. Crawford, 

Director, Center for Veterinary Medicine. 

|FR Dtxt. d4-28267 Filed lf)-25-«4; M!* am) 

BILUNG COO£ 4160-01-4M 


DEPARTMENT OF THE TREASURY 
Internal Revenue Service 
26 CFR Part 1 
(T.O. 7989J 

Effective Date for Regulations Relating 
to Diversification Requirements for 
Variable Annuity, Endowment, and Life 
Insurance Contracts 
agency: Internal Revenue Service, 
Treasury. 

action: Temporary regulations. 

summary: This document contains 
temporary regulations providing the 
effective date for forthcoming temporary 
regulations relating to diversification 
requirements for variable annuity, 
endowment, and life insurance 
contracts. Changes to the applicable tax 
law were made by the Tax Reform Act 
of 1984. The regulations will generally 
affect issuers and purchasers of variable 
contracts in taxable years beginning 
after December 31,1983. 

DATES: The regulations provide that 
forthcoming temporary regulations 
relating to diversification requirements 
for variable annuity, endowment, and 
life insurance contracts will be effective, 
generally, for taxable years beginning 
after December 31.1983. 

FOR FURTHER INFORMATION CONTACT: 
Linda M. Kroening of the Legislation and 
Regulations Division, Office of Chief 
Counsel. Internal Revenue Service, 1111 
Constitution Avenue NW.. Washington. 
D.C. 20224 (Attention: CC:LR:T) (202- 
566-3238, not a toll-free call). 
SUPPLEMENTARY INFORMATION: 
Background 

This document amends the Income 
Tax Regulations (26 CFR Part 1) to 
provide the effective date for 
forthcoming temporary regulations 
relating to diversification requirements 
for variable annuity, endowment, and 
life insurance contracts under section 
817(h) of the Internal Revenue Code of 
1954 as added by section 211(a) of the 
Tax Reform Act of 1984 (Pub. L. 98-369, 
98 Stat. 750). 

Section 817(h) provides that a variable 
contract, other than a contract issued in 
connection with certain employee 
benefit plans, which is based on a 
segregated asset account shall not be 
treated as an annuity, endowment, or 
life insurance contract for any period for 
which the investments made by such 
account are not adequately diversified. 
The investments made by a segregated 
account will be adequately diversified if 
the account meets a safe-harbor test 
based on the diversification 


requirements for regulated investment 
companies under section 851(b)(4) orth^ 
account satisfies diversification 
requirements provided by regulations. 

These temporary regulations provide 
that the forthcoming temporary 
regulations under section 817(h) will be 
effective, generally, for taxable years 
beginning after December 31,1983. If an 
insurance company would be 
considered the owner of the assets of a 
segregated asset account under the 
principles of Rev. Rul. 81-225, however, i 
the forthcoming temporary regulations 
will not apply to such account until 90 
days after the publication of such 
regulations in the Federal Register. 

Special Analyses 

The Commissioner of Internal 
Revenue has determined that this 
temporary rule is not a major rule as 
defined in Executive Order 12291. 
Accordingly, a Regulatory Impact 
Analysis is not required. No general 
notice of proposed rulemaking is 
required by 5 U.S.C. 553 for temporary 
Regulations. Accordingly, a Regulatory 
Flexbility Analysis is not required (5 
U.S.C. Chapter 6). 

Drafting Information 

The principal author of these 
regulations is Linda M. Kroening of the 
Legislation and Regulations Division of 
the Office of Chief Counsel, Internal 
Revenue Service. However, personnel , 
from other offices of the Internal 
Revenue Service and Treasury 
Department participated in developing 
the regulations on matters of both 
substance and style. 

List of Subjects in 26 CFR 1.801-1-1 832 -i 
6 

Income taxes. Insurance companies. 
Amendments to the Regulations 
PART 1—[AMENDED] 

The amendments to 26 CFR Part 1 are | 
as follows: 

Paragraph. New § 1.817-5T is added 
immediately after § 1.817-4 to read as 
follows: 

§ 1.817-5T Effective date for regulations 
relating to diversification requirements for I 
variable annuity, endowment, and life 
insurance contracts (temporary). 

(a) In general. Any temporary 
regulations issued under the authority of 
section 817(h), relating to the 
diversification requirements for variable 
annuity, endowment, and life insurance 
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contracts, will be effective for taxable 
years beginning after December 31.1983. 

(b) Exception. If an insurance 
company would be considered the 
owner of the assets of a segregated 
asset account under the principles of 
Rev. Rul. 81-225,1981-2 C.B. 12, at all 
times after the later of December 31, 

1983. or the date on which the 
segregated asset account was 
established, the temporary regulations 
described in paragraph (a) of this 
section will not apply to such account 
until 90 days after their publication in 
the Federal Register. 

There is need for immediate guidance 
with respect to the provisions contained 
in this Treasury decision. For this 
reason, it would be impractical to issue 
it hrst under the notice and comment 
procedure provided in 5 U.S.C. 553(b) or 
subject to the effective date limitation of 
5U.S.C. 553(d). 

This Treasury decision is issued under 
the authority contained in sections 
017(h) and 7805 of the Internal Revenue 
Code of 1954 (98 Stat. 750. 26 U.S.C. 

817(h): 68A Stat 917, 28 U.S.C. 7805). 
Roscoe L Egger, |r., 

Coaimissioaer of Internal Revenue. 

Approved: October 15,1984. 

Rofudd A. Peaiiman, 

Acting Assistant Secretary of the Treasury, 

{FROoc. M-28304 Filed 10-2VM: 8:45 Mn) 

HOMO COOE 4a30-01>ai 


Bureau of Alcohol, Tobacco and 
Rrearms 

27CFR Parts 

ITO. ATF-189: Ra: Notica No. S24) 

Establishment of Sonoita Vlticultural 
Area 

agency: Bureau of Alcohol, Tobacco 
and Firearms, Treasury. 

^on: Final rule, Treasury Decision. 

SUMMARY: This final rule establishes a 
Vlticultural area in the Slate of Arizona 
to be known as “Sonoita.” The Bureau 
of Alcohol, Tobacco and Firearms (ATF) 
believes that the establishment of the 
Sonoita viticultural area and the 
subsequent use of its name in wine 
labeling and advertising will enable 
^emakers to label wines more 
^ecisely and will help consumers to 
better identify the wines they purchase. 
SFFEcnvE DATE: November 26,1984. 

^8 further information contact: 
^ve Simon, FAA, Wine and Beer 
^nch. Bureau of Alcohol. Tobacco and 
nrearms. 1200 Pennsylvania Avenue. 
W, Washington, DC 20226 (202-566- 
7626). 


SUPPLEMENTARY INFORMATION: 
Background 

ATF regulations in 27 CFR Part 4 
provide for the establishment of definite 
viticultural areas. The regulations also 
allow die name of an approved 
viticultural area to be used as an 
appellation of origin on wine labels and 
in wine advertisements. 

Part 9 of 27 CFR provides for the 
listing of approved American viticultural 
areas, the names of which may be used 
as appellations of origin. 

Section 4.25a(e)(l), Title 27, CFR. 
defines an American viticultural area as 
a delimited grape-growing region 
distinguishable by geographical 
features. Section 4.25a(e)(2) outlines the 
procedure for proposing an American 
viticultural area. Any interested person 
may petition ATF to establish a grape- 
growing region as a viticultural area. 

Notice of Proposed Rulemaking 

ATF received a petition from Mr. A. 
Blake Brophy of the Babocamari Ranch 
Company, proposing an area near 
Sonoita, Ahzona, as a viticultural area 
to be known as **Sonoita.” In response. 
ATF published a notice of proposed 
rulemaking, Notice No. 524, in the 
Federal Register on May 16,1984 (49 FR 
20730). That notice proposed 
establishment of the ”Sonoita” 
viticultural area and solicited public 
comment with respect to the proposed 
viticultural area. 

The area contains about 325 square 
miles. It is located in extreme southern 
Arizona, near the Mexican border. 

There are about 40 acres of grapes 
currently planted in the proposed area. 
The petitioner states that plans call for 
360 additional acres to be planted. A 
winery is currently under construction. 
Soils in the area that are suitable for 
wine-grape production include the 
White House-Bemardino-Hathaway and 
the Caralumpi-Hathaway associations. 
Grapes are being grown on the floor of 
the proposed viticultural area at 
altitudes of between 4,500 feet and 5,000 
feet. 

Comments 

Four public comments were received 
in response to the notice of proposed 
rulemaking. Notice No. 524. Two of the 
public conunents were letters of 
complete support for the proposed area. 
The other two, however, were from 
winemakers in Sonoma County, 
California, who expressed their concern 
that the proposed name. “Sonoita.” 
could be confused with either “Sonoma 
County” or “Sonoma Valley,” which are 
already established as appellations of 
origin for wine. 


Therefore, those commenters 
advocated that another name be chosen 
to designate this viticultural area. (One 
of them suggested either “Sonoita- 
Arizona” or “Arizona Sonoita.”) 

In support of their contention, one of 
them pointed out that ”5 of the 6 letters 
in SONOMA are used in SONOITA. in 
the EXACT PLACE AND ORDER in 
each of the two words. Phonetically the 
words sound similar. Potentially, the 
printed words are so similar that 
confusion between the words could 
result.” 

ATF does not agree that there would 
be a significant potential for consumer 
confusion with Ae name “Sonoita.” 
Despite some similarity, “Sonoita” and 
“Sonoma” are readily distinguishable. 
More importantly, the two authorized 
appellations using the word “Sonoma” 
must be accompanied by a second word 
(either “County” or “Valley”): 
consequently, they are not likely to be 
confused with the single word “Sonoita” 
standing alone. 

Evidence for the Name “Sonoita” 

The following evidence was submitted 
by the petitioner to show that the 
viticultural area is known by the name 
of “Sonoita,” and that this name is 
associated with grape growing in the 
area; 

(a) “Sonoita” is the name of the only 
viable community in the area. (The town 
of Sonoita is centrally located within the 
viticultural area.) 

(b) Historically, the name “Sonoita” is 
derived from a visita established in 1691 
by the missionary-explorer. Father 
Eusebio Francisco Kino. At that time, 
the name given to this small settlement 
of Sobaipuri Indians was “Los Santos 
Reyes de Sonoita.” 

(c) Since 1975. the Babocamari Ranch 
Company has been cooperating with the 
University of Arizona in the growing of 
vitis vinifera grapes in the area and in 
the making of wine hrom those grapes. 
These efiorts have been described in an 
article in the American ]oumal of 
Enology and Viticulture, Vol. 32. No. 4. 
pp. 290-296, entitled *The Use of Soils 
for the Delineation of Viticultural Zones 
in the Four Comers Region.” This article 
caUs the proposed area “Sonoita”; for 
example: “Other sites such as Sonoita 

* * * produce much better fruit than 
expected” (p. 291). 

For these reasons, and considering 
that there is no expectation of consumer 
confusion, ATF has determined that the 
name proposed by the petitioner— 
“Sonoita”—is the best name for this 
viticultural area. 
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Geographical Description of the Area 

Topographically, the area is separated 
from the surrounding areas by three 
major mountain ranges: The Santa Rita 
Mountains, the Huachuca Mountains, 
and the Whetstone Mountains. These 
mountains rise from 2,500 to 4.500 feet 
above the floor of the viticultural area. 

The **old-timers** used to call the area 
*'Sonoita Valley,** because it resembles a 
valley in appearance. But geologically, 
the area is technically a basin rather 
than a valley, because it comprises the 
headwaters for three distinct drainages: 
Sonoita Creek to the south, Cienega 
Creek to the north, and the Babocamari 
River to the east. (In technical geological 
terms, a **valley** would comprise only a 
single drainage.) 

The most obvious geographical 
distinction to the area is that, in its 
native state, it is classified as *‘high 
desert grassland,** while the surrounding 
terrain is either mountain or woody- 
shrub desert. (See Humphrey, Robert R.. 
The Desert Grassland, University of 
Arizona Press.) 

The boundaries of the Sonoita 
viticultural area may be found on seven 
U.S.G.S. quadrangle maps in the 15 
minute series: Benson, Fort Huachuca. 
Sunnyside. Elgin, Lochiel. Mount 
Wrightson, and Empire Moimtains. The 
boundaries are described in 27 CFR 
§ 9.97, as added by this document. 

Miscellaneous 

ATF does not wish to give the 
impression by approving "Sonoita** as a 
viticultural areas that it is approving or 
endorsing the quality of the wine from 
this area. ATF is approving this area as 
being distinct and not better than other 
areas. By approving this area, wine 
producers are allowed to claim a 
distinction on labels and advertisements 
as to the origin of the grapes. Any 
commercial advantage gained can only 
come from consumer acceptance of 
"Sonoita** wines. 

Regulatory Flexibility Act 

The provisions of the Regulatory 
Flexibility Act relating to an initial and 
final regulatory flexibility analysis (5 
U.S.C. 603, 604) are not applicable to this 
final rule because it will not have a 
significant economic impact on a 
substantial number of small entities. The 
final rule is not expected to have a 
significant secondary or incidental 
effects on a substantial number of small 
entities, or impose, or otherwise cause, a 
signiBcant increase in the reporting. 


recordkeeping, or other compliance 
burdens on a substantial number of 
small entities. 

Accordingly, it is hereby certified 
under the provisions of Section 3 of the 
Regulatory Flexibility Act (5 U.S.C. 
605(b)), that this final rule will not have 
a significant economic impact on a 
substantial number of small entities. 

Executive Order 12291 

In compliance with Executive Order 
12291 of Feb. 17,1981. the Bureau has 
determined that this final rule is not a 
major rule since it will not result in: 

(a) An annual effect on the economy 
of $100 million or more; 

(b) A major increase in costs or prices 
for consumers, individual industries, 
Federal, State, or local government 
agencies, or geographic regions: or 

(c) Significant adverse effects on 
competition, employment, investment, 
productivity, or on the ability of United 
States-based enterprises to compete 
with foreign-based enterprises in 
domestic or export markets. 

Paperwork Reduction Act 

The provisions of the Paperwork 
Reduction Act of 1980, Pub. L. 96-511, 44 
U.S.C. Chapter 35, and its implementing 
regulations, 5 CFR Part 1320, do not 
apply to this final rule because no 
requirement to collect information is 
imposed. 

List of Subjects in 27 CFR Part 9 

Administrative practice and 
procedures. Consumer protection. 
Viticultural areas, Wine. 

Drafting Information 

The principal author of this document 
is Steve Simon, FAA, Wine and Beer 
Branch, Bureau of Alcohol, Tobacco and 
Firearms. 

Authority and Issuance 

Accordingly, under the authority in 27 
U.S.C. 205, the regulations in 27 CFR 
Part 9 are amended as follows: 

PART 9—AMERICAN VITICULTURAL 
AREAS 


Paragraph 1. The table of sections in 
27 CFR Part 9. Subpart C, is amended to 
add the title of § 9.97, to read as follows: 


Subpart C— Approved American Vtticuiturai 
Areas 

Sec, 

* • * • • 

9.97 Sonoita. 

Par. 2. Subpart C of 27 CFR Part 9 is 
amended by adding § 9.97, which reads 
as follows: 

§ 9.97 Sonoita. 

(a) Name, The name of the viticultural 
area described in this section is 
‘‘Sonoita.** 

(b) Approved maps. The appropriate 
maps for determining the boundaries of 
Sonoita viticultural area are seven 
U.S.G.S. maps. They are titled: 

(1) Benson Quadrangle. 15 minute 
series, 1958. 

(2) Fort Huachuca Quadrangle. 15 
minute series, 1958. 

(3) Elgin Quadrangle, 15 minute series,) 
1958. 

(4) Lochiel Quadrangle, 15 minute 
series, 1958. 

(5) Moimt Wrightson Quadrangle. 15 
minute series, 1958. 

(6) Sunnyside Quadrangle, 15 minute 
series, 1958. 

(7) Empire Mountains Quadrangle. 15 
minute series. 1958. 

(c) Boundary —(1) General. The 
Sonoita viticultural area is located in 
Arizona. The starting point of the 
following boundary description is the 
summit of Mount Wrightson (9.543 feet) 
in the Santa Rita Mountains. 

(2) Boundary Description —(i) From 
the starting point southeastward in a 
straight line for approximately 24 miles, 
to the summit of Lookout Knob (6.171 
feet) in the Canelo Hills. 

(ii) From there in a straight line 
eastward for approximately 10 miles, to 
the summit of Huachuca Peak (8,410 
feet) in the Huachuca Mountains. 

(iii) From there north-northwestward 
for approximately 21 miles in a straight 
line to the summit of Granite Peak (7,413 j 
feet) in the Whetstone Mountains. 

(iv) From there west-southwestward 
in a straight line for approximately 20 
miles, to the summit of Mount Wrightson] 
(the point of beginning). 

Signed: September 24,1984. 

Stepheo E. Higgins, 

Director. 

Approved: October 17,1984. 

Edward T. Stevenson. 

Deputy Assistant Secretary (Operations}. 

[FR Doa 84-28324 Filed 10<-2&-84: 8:4S am] 

BILUNQ CODE 4t10-31-M 
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department of the interior 

Office of Surface Mining Reclamation 
and Enforcement 

30CFR Part 925 

Notice of Extension of Deadline for 
Submission of Program Amendments 
to the Missouri Permanent Program 

agency: Office of Surface Mining 
Reclamation and Enforcement (OSM), 
Interior. 

action: Final rule. 

summary: OSM is announcing its 
decision to extend the deadline for 
Missouri to (1) promulgate rules 
governing the training, examination and 
certification of blasters and (2] to 
develop and adopt a program to 
examine and certify all persons who are 
directly responsible for the use of 
explosives in a surface coal mining 
operation. On August 6,1984, Missouri 
requested an extension of time until 
August 6,1985, for the development of a 
blaster certification program. All States 
with regulatory programs approved 
under the Surface Mining Control and 
Reclamation Act of 1977 (SMCRA or the 
Act) are required to develop and adopt a 
blaster certification program by March 

4.1984. Section 850.12(b) of OSM’s 
regulations provides that the Director, 
OSM, may approve an extension of time 
for a State to develop and adopt a 
program upon a demonstration of good 
cause. In accordance with the State’s 
request, the Director is granting the ' 
State an extension of time until August 

6.1985, to submit a proposed blaster 
certification program. 

effective date: October 26,1984. 

EOR FURTHER INFORMATION CONTACT: 

Richard D. Rieke. Director, Kansas 
City Field Office, Office of Surface 
Mining, 818 Grand Avenue, Kansas City, 
Missouri 64106; Telephone: (816) 374- 
5527. 

Supplementary Information 

On March 4,1983, OSM issued final 
effective April 14,1983. 
wlablishing the Federal standards for 
training and certification of blasters 
30 CFR Chapter M (48 FR 9486). 

Swtion 850.12 of these regulations 
fbpulates that the regulatory authority 
•ueach Slate with an approved program 
^ader SMCRA shall develop and adopt 
* program to examine and certify all 
^rsons who are directly responsible for 
f use of explosives in a surface coal 
operations within 12 months 
ter approval of a State program or 
ftfn^onlhs after publication date 
°‘USM’8 rule at 30 CFR Part 850. 


whichever is later. In the case of 
Missouri’s program, the applicable date 
is 12 months after publication date of 
OSM’s rule, or March 4,1984. 

On August 8.1984, Missouri advised 
OSM that it was requesting an extension 
of time until August 6.1985, to develop 
and adopt a blaster certification 
program. 

The August 6,1984. letter from the 
Missouri Department of Natural 
Resources advised OSM that it would 
require additional time in order to 
receive and coordinate technical 
assistance from knowledgeable parties 
outside the State’s staff. Additionally, 
the State indicated a need for the 
additional time to accomodate its 
regulatory process in accordance with 
certain procedures established by the 
Missouri Secretary of State. 

In the August 31,1984, Federal 
Register (49 FR 34532), OSM proposed 
an extension until August 6,1985. for 
Missouri to submit to OSM a proposed 
blaster training program. Public 
comment on this proposal was sought 
for 30 days ending October 1,1984. No 
public comments were received. 

Director’s Deteimination 

In accordance with the State’s 
request, the Director has decided to 
extend the deadline for Missouri to 
submit a proposed blaster training 
program until August 6,1985, This 
extension will allow Missouri to develop 
an instructional program so that the 
Missouri program will be consistent 
with the requirements of 30 CFR Part 
850. Accordingly, 30 CFR 925.16 is being 
amended to reflect the Director’s 
decision. 

VI. Additional Determinations 

1. Compliance with the National 
Environmental Policy Act: The 
Secretary has determined that, pursuant 
to section 702(d) of SMCRA, 30 U.S.C. 
1292(d), no environmental impact 
statement need be prepared on this 
rulemaking. 

2. Executive Order No. 12291 and the 
Regulatory Flexibility Act: On August 
28,1981, the Office of Management and 
Budget (0MB) granted OSM an 
exemption from Sections 3, 4, 7. and 8 of 
Executive Order 12291 for actions 
directly related to approval or 
conditional approval of State regulatory 
programs. Therefore, this action is 
exempt from preparation of a Regulatory 
Impact Analysis and regulatory review 
by OMB. 

The Department of the Interior has 
determined that this rule will not have a 
significant economic effect on a 
substantial number of small entities 
under the Regulatory Flexibility Act (5 
U.S.C. 601 et seq.). This rule will not 


impose any new requirements; rather, it 
will ensure that existing requirements 
established by SMCRA and the Federal 
rules will be met by the State. 

3. Paperwork Reduction Act: This rule 
does not contain information collection 
requirements which require approval by 
the Office of Management and Budget 
under 44 U.S.C. 3507. 

List of Subjects in 30 CFR Part 925 

Coal mining, Intergovernmental 
relations. Surface mining. Underground 
mining. 

Dated: October 22.1984. 

John D. Ward, 

Director, Office of Surface Mining. 

Authority: Pub. L 95-87, Surface Mining 
Control and Reclamation Act of 1977 (30 
U.S.C. 1201 e^se^.). 

PART 925—MISSOURI 

30 CFR Part 925 is amended by adding 
a new paragraph (i) to read as follows; 

§ 925.16 Required program amendments. 

« * « * • 

(i) Pursuant to 30 CFR 732.17, Missouri 
is required to submit for OSM’s 
approval the following proposed 
program amendments by the dates 
specified: 

(1) By August 6,1985, Missouri shall 
submit for OSM’s approval 

(i) rules governing the training, 
examination and certification of blasters 
and 

(ii) a program to examine and certify 
all persons who are directly responsible 
for the use of explosives in surface coal 
mining operations. 

(FR Doc. 84-28414 Filed 10-25-84:8:45 am] 

BILLING CODE 4310-0$-M 


VETERANS ADMINISTRATION 
38 CFR Part 36 

Decrease in Maximum Permissible 
Interest Rates on Guaranteed 
Manufactured Home Loans, Home and 
Condominium Loans, and Home 
Improvement Loans 

agency: Veterans Administration. 
ACTION: Final regulations. 

summary: The VA (Veterans 
Administration) is decreasing the 
maximum interest rates on guaranteed 
manufactured home unit loans, lot loans, 
and combination manufactured home 
unit and lot loans. In addition, the 
maximum interest rates applicable to 
fixed payment and graduated payment 
home and condominium loans, and to 
home improvement and energy 
conser\'ation loans are also decreased. 
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These decreases in interest rates are 
possible because of recent 
improvements in the availability of 
funds in various credit markets. The 
decrease in the interest rates will allow 
eligible veterans to obtain loans at a 
lower monthly cost. 

EFFECTIVE DATE: October 22.1984. 

FOR FURTHER INFORMATION CONTACT: 

Mr. George D. Moerman. Loan Guaranty 
Service (264). Department of Veterans 
Benefits. Veterans Administration. 010 
Vermont Avenue. NW., Washington, 

D.C. 20420 (202-389-3042). 
SUPPLEMENTARY INFORMATION: The 
Administrator is required by section 
1819(f), title 38. United States Code, to 
establish maximum interest rates for 
manufactured home loans guaranteed by 
die VA as he finds the manufactured 
home loan capital markets demand. 
Recent market indicators—including the 
prime rate, the general decrease in 
interest rates charged on conventional 
manufactured home loans, and the 
decrease of other short-term and long¬ 
term interest rates—have shown that the 
manufactured home capital markets 
have improved. It is now possible to 
decrease the interest rates on 
manufactured home unit loans, lot loans, 
and combination manufactured home 
unit and lot loans while still assuring an 
adequate supply of funds from lenders 
and investors to make these types of VA 
loans. 

The Administrator is also required by 
section 1803(c). title 38. United States 
Code, to establish maximum interest 
rates for home and condominium loans 
including graduated payment mortgage 
loans, and loans for home improvement 
purposes. Market indicators similarly 
favor reductions in the maximum 
interest rates for these types of loans. 
These lower interest rates should assist 
more veterans in the purchase of homes 
and condominiums or to obtain 
improvement loans because of the 
decrease in the monthly loan payments 
for principal and interest. 

Regulatory Flexibility Act/Executive 
Order 12291 

For the reasons discussed in the May 
7.1981 Federal Register (46 FR 25443), it 
has previously been determined that 
final regulations of this type which 
change the maximum interest rates for 
loans guaranteed, insured, or made 
pursuant to chapter 37 of title 38. United 
States Code, are not subject to the 
provisions of the Regulatory Flexibility 
Act, 5 U.S.C. 601-612. 

These regulatory amendments have 
also been reviewed under the provisions 
of Executive Order 12291. The VA finds 
that they are not “major rules*' as 


defined in that Order. The existing 
process of informal consultation among 
representatives within the Executive 
Office of the President. OMB. the VA 
and the Department of Housing and 
Urban Development has been 
determined to be adequate to satisfy the 
intent of this Executive Order for this 
category of regulations. This alternative 
consultation process permits timely rate 
adjustments with minimal risk of 
premature disclosure. In summary, this 
consultation process will fulfill the 
intent of the Executive Order while still 
permitting compliance with statutory 
responsibilities for timely rate 
adjustments and a stable flow of 
mortgage credit at rates consistent with 
the market. 

These final regulations come within 
exceptions to the general VA policy of 
prior publication of proposed rules as 
contained in 38 CFR 1 . 12 . The 
publication of notice of a regulatory 
change in the VA mfiximum interest 
rates for VA guaranteed, insured or 
direct loans would deny veterans the 
benefit of lower interest rates pending 
the final rule publication date which 
would necessarily be more than 30 days 
after publication in proposed form. 
Accordingly, it has been determined that 
publication of proposed regulations 
prior to publication of final regulations 
is impracticable, unnecessary, and 
contrary to the public interest. 

(Catalog of Federal Domestic Assistance 
Program numbers 64.113.64.114, and 64.119) 

These regulations are adopted under 
authority granted to the Administrator 
by sections 210(c). 1803(c)(1), 1011(d)(1) 
and 1819 (f) and (g) of titte 38, United 
States Code. 

These decreases are accomplished by 
amending §§ 36.4212(a) (1), (2), and (3), 
and 36.4311 (a), (b). and (c) and 
36.4503(a). Title 38. Code of Federal 
Regulations. 

List of Subjects in 38 CFR Part 36 

Condominiums. Handicapped, 
Housing. Loan programs—housing and 
community development Manufactured 
homes. Veterans. 

Approved: October 19,1934. 

Harry N. Walters. 

Administrator. 

PART 36—LOAN GUARANTY 

The Veterans Administration is 
amending 38 CFR Part 36 as follows: 

1 . In § 36.4212, paragraph (a) is 
revised as follows: 

§ 36.4212 Interest rates and late charges. 

(a) The interest rate charge the 
borrower on a loan guaranteed or 


insured pursuant to 38 U.S.C. 1819 may 
not exceed the following maxima except 
on loans guaranteed or insured pursuant 
to guaranty or insurance commitments 
issued by the Veterans Administration 
prior to the respective effective date: (38 
U.S.C. 1819(f)) 

( 1 ) Effective October 22.1984,15^ 
percent simple interest per annum fora 
loan which finances the purchase of a 
manufactured home unit only. 

( 2 ) Effective October 22,1984,15 
percent simple interest per annum for a 
loan which finances the purchase of a 
lot only and the cost of necessary site 
preparation, if any. 

(3) Effective October 22.1984,15 
percent simple interest per annum fora 
loan which will finance the 
simultaneous acquisition of a 
manufactured home and a lot and/or the 
site preparation necessary to make a lot 
acceptable as the site for the 
manufactured home. 

* • * • « 

2. In § 36.4311, paragraphs (a), (b), and 
(c) are revised as follows: 

§ 36.4311 Interest rates. 

(a) Excepting loans guaranteed or 
insured pursuant to guaranty or 
insurance commitments issued by the 
VA which specify an interest rate in 
excess of 13 per centum per annum, 
effective October 22,1984, the interest 
rate on any home or condominium loaa 
other than a graduated payment 
mortgage loan, guaranteed or insured 
wholly or in part on or after such date 
may not exceed 13 per centum per 
annum on the unpaid principal balance. 
(38 U.S.C. 1803(c)(1)) 

(b) Excepting loans guaranteed or 
insured pursuant to guaranty or 
insurance commitments issued by the 
VA which specify an interest rate in 
excess of 13 per centum per annum, 
effective October 22.1984. the interest 
rate of any graduated payment mortg^ 
loan guaranteed or insured wholly or in 
part on or after such date may not 
exceed 13 V 4 per centum per annum. (38 
U.S.C. 1803(c)(1)) 

(c) Effective October 22.1984. the 
interest rate on any loan solely for 
energy conservation improvements or 
other alterations, improvements or 
repairs, which is guaranteed or insured 
wholly or in part on or after such date 
may not exceed 1414 per centum per 
annum on the unpaid principal balance- 
(38 U.S.C. 1803(c)(1)) 

• 3. In § 36.4503, paragraph (a) is 
revised as follows: 

§ 36.4503 Amount and amortization. 

(a) The original principal amount of 
any loan made or after October 1,1980. 
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shall not exceed an amount which bears 
the same ratio to $33,000 as the amount 
of the guaranty to which the veteran is 
entitled under 38 U.S.C. 1810 at the time 
the loan is made bears to $27,500. This 
limitation shall not preclude the making 
of advances, otherwise proper, 
subsequent to the making of the loan 
pursuant to the provisions of § 36.4511. 
Except as to home improvement loans, 
loans made by the VA shall bear 
interest at the rate of 13 percent per 
annum. Loans solely for the purpose of 
energy conservation improvements or 
other alterations, improvements, or 
repairs shall bear interest at the rate of 
14^ percent per annum. (38 U.S.C. 1811 
(d)(1) and (2)(A)) 

• « * • * 

[nOoc. 84-28282 Rled 10-25>-84; 8:48 am) 

HUJMG CODE 8320-01-M 


ENVIRONMENTAL PROTECTION 
AGENCY 

40CFR Part 62 

lA-7-fRL-2704-6; EPA No. 1513] 

Approval and Promulgation of State 
Plans for Designated Facilities and 
Pollutants; States of Iowa, Kansas and 
Nebraska 

agency: Environmental Protection 
Agency (EPA). 
action: Final rule. 

tUMMARY: Section 111(d) of the Clean 
Air Act, as amended, requires states to 
adopt and submit plans to EPA for the 
control of emissions of certain 
pollutants at designated facilities. If 
there are no sources of a designated 
pollutant located in a state, the state 
®ay submit a negative declaration, i.e.. 
a certification to that effect in lieu of a 
plan for control of the pollutant. 

EPA has received negative 
taJarations for kraft pulp mills from the 
States of Iowa and Nebraska, and 
P^ary aluminum reduction plants from 
the States of Kansas and Nebraska. EPA 
taking action today to approve these 
negative declarations. 

^CTiVE DATE: This action is effective 
December 26.1984 unless notice is 
teceived within 30 days that someone 
''^shes to submit adverse or critical 
comments. 

*^RE8 Ses: Comments should be 
Mdressed to Robert J. Chanslor, 
“vironmental Protection Agency, 

^on VII, Air Branch, 324 East 11th 
Kansas City. Missouri 64106. 

^Pies of the state submissions are 
^'’ailable for inspection during normal 
Cosiness hours at the above address and 
Die following locations: 


Iowa Department of Water, Air and 
Waste Management, Henry A. 

Wallace Building, 900 East Grand. Des 
Moines, Iowa 50319: 

Kansas Department of Health and 
Environment, Forbes Field, Topeka, 
Kansas 66620; 

Nebraska Department of Environmental 
Control. Air Pollution Control 
Division. State House Station, Box 
94877, 301 Centennial Mall South, 
Lincoln. Nebraska 68509. 

FOR FURTHER INFORMATION CONTACT: 
Robert J. Chanslor at (816) 374-3791, FTS 
758-3791. 

SUPPLEMENTARY INFORMATION: Section 
111(d) of the Clean Air Act requires 
states to prepare and submit plans to 
control certain pollutants (designated 
pollutants) at existing sources 
(designated facilities) whenever 
standards of performance have been 
established under Section 111(b) for 
those pollutants at new sources of the 
same type. Designated pollutants do not 
include those that are already listed 
under Section 109(a), 108(a), National 
Ambient Air Quality Standards, or 
Section 112(b)(1)(A), Hazardous Air 
Pollutants. 

Subparts B of CFR Part 60 establishes 
procedures to be followed and 
requirements to be met in the 
development and submission of state 
plans for controlling designated 
pollutants. Part 62 of the Code of 
Federal Rgulations provides the 
procedural framework for the 
submission of these plans. When 
designated facilities are located in a 
state, the state must develop and submit 
a plan for the control of the designated 
pollutant. However, 40 CFR 62.06 
provides that if there are no existing 
sources of the designated pollutant 
located in a state, a letter of certification 
to that effect (negative declaration) is all 
that is required from the state. The 
negative declaration is in lieu of a plan. 

To date, EPA has published guideline 
documents for four designated facilities 
and pollutants. EPA published 
standards for control of fluoride 
emissions from phosphate fertilizer 
plants on August 6,1975, at 40 FR 33152: 
standards for control of fluoride 
emissions from primary aluminum 
reduction plants on January 26,1976, at 
41 FR 3826; standards for control of 
sulfuric acid mist from sulfuric acid 
plants on October 10,1977, at 42 FR 
55796; and standards for control of total 
reduced sulfur from kraft pulp mills on 
February 23,1978 at 43 FR 7568. 

The States of Iowa, Kansas and 
Nebraska have submitted negative 
declarations for various designated 
pollutants. On February 7,1983, the 


State of low^a submitted a negative 
declaration for kraft pulp mills. The 
State of Kansas submitted a negative 
declaration for primary aluminum 
reduction plants on May 23,1984. The 
State of Nebraska submitted a negative 
declaration for kraft pulp mills and 
primary aluminum reduction plants on 
March 16,1984. 

Action 

EPA approves the negative 
declarations discussed in this 
rulemaking in lieu of Section 111(d) 
plans. 

EPA believes these submissions are 
noncontroversial and is taking final 
action to approve them without prior 
proposal. The public should be advised 
that this action will be effective 
December 26,1984. However, if notice is 
received within 30 days that someone 
wishes to submit adverse or critical 
comments, this action will be withdrawn 
and two subsequent notices will be 
published before the effective date. One 
notice will withdraw the final action 
and another will begin a new 
rulemaking by announcing a proposal of 
the action and establishing a comment 
period. 

The Office of Management and Budget 
has exempted this rule from the 
requirements of Section 3 of Executive 
Order 12291. 

Under 5 U.S.C. 605(b), 1 certify that 
these negative declarations do not have 
a significant economic impact on a 
substantial number of small entities. 

Under Section 307(b)(1) of the Act, 
petitions for judicial review of this 
action must be filed in the United States 
Court of Appeals by (60 days from 
today). This action may not be 
challenged later in proceedings to 
enforce its requirements [See 307(b)(2)]. 

This notice is issued under the 
authority of Section 111(d) of the Clean 
Air Act, as amended. 

List of Subjects in 40 CFR Part 62 

Air pollution control, fluoride, sulfur, 
administrative practice and procedure, 
intergovernmental relations, and 
reporting and recordkeeping 
requirements. 

Dated: October 22.1984. 

Williain D. Ruckelshaus, 

Administrator, 

PART 62-4AMENDED] 

Part 62 of Chapter 1, Subchapter C. 
Title 40 of the Code of Federal 
Regulations is amended by adding a 
new Subpart Q and amending Subparts 
R and CC as follows: 
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1. Subpart Q is added to read as 
follows: 

Subpart Q—Iowa 

Total Reduced Sulfur Emissions From 
Existing Kraft Pulp Mills 

§ 62.3910 Identification of Plan—Negative 
Declaration. 

Letter from Executive Director of Iowa 
Department of Environmental Quality 
submitted on February 7,1983, certifying 
that there are no Kraft pulp mills in the 
State of Iowa, subject ot Part 60. Subpart 
B of this chapter. 

2. Subpart R is amended by adding an 
undesignated center heading and 

§ 62.4150 to read as follows: 

Subpart R—Kansas 
***** 

Fluoride Emissions From Existing 
Primary Aluminum Reduction Plants 

§ 62.4150 I dentification of Plan- 
Negative Declaration. 

Letter from the Director, Division of 
Environment, Kansas Department of 
Health and Environments submitted on 
May 23,1984, certifying that there are no 
primary aluminum reduction plants on 
the State of Kansas, subject to Part 60, 
Subpart B of this chapter. 

3. Subpart CC is amended by adding 
undesignated center headings and 

i§ 62.6880 and 62.6910 to read as 
follows: 

Subpart CC—Nebraska 


Total Reduced Sulfur Emissions From 
Existing Kraft Pulp Mills 

§ 62.6880 Identification of Plan—Negative 
Declaration. 

Letter from the Chief of the Air 
Pollution Control Division of the 
Department of Environmental Control 
submitted on March 16,1984, certifying 
that there are no existing Kraft pulp 
mills in the State of Nebraska, subject to 
Part 60, Subpart B of this chapter. 

Fluoride Emissions From Existing 
Primary Aluminum Reduction Plants 

§ 62.6910 Identification of Plan—Negative 
Declaration. 

Letter from the Chief of the Air 
Pollution Control Division of the 
Department of Environmental Control 
submitted on March 16,1984, certifying 
that there are no existing primary 
aluminum reduction plants in the State 


of Nebraska, subject ot Part 60, Subpart 
B of this chapter. 

(FR Doc. M'ZSaOO FOcd 10>2S-B4.8:45 am) 

BiUJNO CODE 6560-50-M 


40 CFR Part 721 
IOPTS-50504A; FRL-2560-8J 

Significant New Uses of Chemical 
Substances 1,2-Benzenediamine, 4- 
Ethoxy, Sulfate 

AGENCY: Environmental Protection 
Agency (EPA). 
action: Final rule. 

summary: EPA is issuing a significant 
new use rule (SNUR) under section 
5(a)(2) of the Toxic Substances Control 
Act (TSCA) for a chemical substance 
which was the subject of 
premanufacture notice (PMN) P-83-105. 
DATES: This rule shall be promulgated 
for purposes of judicial review at 1:00 
p.m. eastern time on November 9,1984. 
This rule shall become effective January 
18,1985. 

FOR FURTHER INFORMATION CONTACT: 

Edward A. Klein, Director, TSCA 
Assistance Office (TS-799), Office of 
Toxic Substances, Environmental 
Protection Agency, 401 M St., SW., 
Washington. D.C. 20460. Toll free: (800- 
424-9065), In Washington, D.C.: (554- 
1404), Qutside the USA: (Operator-202- 
554-1404). 

SUPPLEMENTARY INFORMATION: OMB 

Control Number 2070-0012. 

L Authority 

Section 5(a)(2) of TSCA authorizes 
EPA to determine that a use of a 
chemical substance is a ''significant new 
use." EPA must make this determination 
by rule, after considering all relevant 
factors, including those listed in section 
5(a)(2). Once a use is determined to be a 
significant new use. persona must under 
section 5(a)(1)(B). submit a notice to 
EPA at least 90 days before they 
manufacture, import or process the 
substance for that use. Such a notice is 
subject to the same requirements and 
procedures as a PMN submitted under 
section 5(a)(1)(A) of TSCA which are 
interpreted at 40 CFR Part 720 published 
in the Federal Register of May 13.1983 
(48 FR 21722). In particular, these 
include the information submission 
requirements of section 5(b) and (d)(1), 
certain exemptions authorized by 
section 5(h), and the regulatory 
authorities of section 5 (e) and (f). If EPA 
does not take regulatory action under 
section 5. 6, or 7 to control activities on 
which it has received a SNUR notice, 
section 5(g) requires the Agency to 


explain in the Federal Register its 
reasons for not taking action. 

Substances covered by proposed or 
final SNURs are subject to the export 
reporting requirements of TSCA section 
12(b). EPA regulations interpreting 
section 12(b) requirements appear at 40 
CFR Part 707. Substances subject to 
final SNURs are subject to TSCA 
section 13 import certification 
requirements at 19 CFR 12.118 through 
12.127 and 127.28 published in the 
Federal Register of August 1.1983 (48Fill 
34734). The EPA policy in support of 
these requirements appears at 40 CFR 
Part 707 published in the Federal 
Register of December 13,1983 (48 FR 
55462). 

II. Applicability of General Provisions 

EPA has promulgated general 
provisions under 40 CFR Part 721, 
Subpart A which are applicable to 
SNURs and were published in the 
Federal Register of September 5,1984 
(49 FR 35011). These general provisions 
will apply to this SNUR without change 
except as discussed in this preamble. 
Interested persons should refer to that 
document for a detailed discussion of 
the general provisions. 

The general provisions governing 
SNUR reporting were promulgated 
subsequent to the proposal of this rule in 
the Federal Register. 

Therefore, this final rule is structurally 
different from its proposal format 
because the non-substantive and 
procedural matters are now contained in 
Subpart A to Part 721. 

III. Summary of This Rule 

The chemical substance subject to lht« 
rule is identified as l, 2 -benzenediamine,j 
4-ethoxy, sulfate. It was the subject of 
PMN P-63-105. EPA is designating the 
following as a significant new use of the 
substance: manufacture, import, or 
processing in powder or dry solid form. 

IV. Background 

The chemical substance subject to thii 
rule was the subject of a PMN 
designated P-83-105. The notice 
submitter claimed the proposed import 
volume as confidential business 
information (CBI). 

For purposes of clarity, the substance 
is referred to in this preamble by its 
PMN number. 

The Agency is concerned that 
405 may possess carcinogenic potential 
following inhalation or ingestion, 
including swallowing of inhaled 
particles. The basis for this concern was 
presented in the preamble to the 
proposal for this rule which was 
published in the Federal Register of 
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August 30.1983 (48 FR 39245). EPA 
believes that the carcinogenic potential 
of P-83-105 merits Agency review if a 
use of the substance may result in 
inhalation or ingestion of the substance. 
In EPA’s review of the PMN exposures, 
the Agency determined that human 
exposure, including inhaiational 
exposure, would be negligible because 
of the substance's physic^ state. 

V. Designation of SignificaDt New Use 

To determine what would constitute a 
significant new use of this chemical 
substance, EPA considered relevant 
information about the toxicity of the 
substance and likely exposures 
associated with possible uses, mcluding 
the four factors listed in section 5(a)(2) 
of TSCA. In particular. EPA considered 
the extent to which potential uses may 
change or increase the exposure to 
humans. Based on these considerations. 
EPA is debning the significant new use 
of P-83-105 as it appears in Unit m of 
this preamble and in § 721.195Ca)(2]. 

A comment on the proposed rule 
stated that the Agency's definition of 
powder or dry solid form does not 
include any consideration of the 
potential of the material to form a 
respirable dust. The Agency believes 
that by defining powder or dry solid 
form as having “the potential to become 
hne. loose, solid particles." it has 
addressed the potential of the material 
to form a respirable dust. The Agency 
does not believe that imposing a itiore 
stringent debnition such as might be 
defined by percent of particles falling 
within a particular mass median 
diameter or particular micron range 
would improve the rule. Particle size 
and weight and hence respirability, may 
vary as a function of not only process, 
but also environmental factors. As a 
consequence, the respirability of P-83- 
105, engineering controls, and protective 
equipment must be addressed on a case- 
by-case basis by SNUR notice 
submitters. 

Given EPA’s concerns about P-83-105, 
EPA believes the potential levels of 
exposure could result in signibcant risks 
to Workers, Based on analogue data, any 
significant exposure would present a 
carcinogenic risk to workers. 

The Agency believes that the data 
described in this preamble and in the 
preamble to the proposed rule are 
sufficient to substantiate that 
Manufacture, import, or processing for 
Qse in powder or dry solid form of P-83- 
105 presents a potentially signibcant 
“J^^ase in the type and magnitude of 
^an exposure. Section 5(a)(2) of 
does not require the Agency to 
Make either a “may present” or a “will 
present” risk bnding with regard to 


satisfying the requirements for a 
signibcant new use. The statute imposes 
the requirement that the Agency provide 
for a “consideration of all relevant 
factors.” The Agency believes that a 
reasonable qualitative assessment of 
these factors was incorporated in the 
preamble of the proposed rule published 
in the Federal Register of August 30, 

1983 (48 FR 39245). 

A comment on the proposed rule 
indicated a belief that EPA's exposure 
estimates were exaggerated and that 
monitoring efforta had shown dust 
exposure below the 5 mg/m^ nuisance 
dust time weighted average (TWA) limit. 
The Agency has reevaluated the 
available information and has 
concluded that its original assessment 
was reasonable. While controls at some 
facilities may keep airborne 
concentrations below the 5 mg/m’ limit, 
the available Occupational Safety and 
Health Administration (OSHA) data 
surest that similar conditions are not 
uniformly maintained throughout the 
industry. In addition, while utilizing the 
5 mg/m’ limit as a benchmark, the 
Agency does not believe that airborne 
concentrations in this range would 
necessarily prove acceptable depending 
upon duration of exposure, effect of 
concern, and potency. 

The comment also indicated that 
during drumming or reactor charging 
operations in one plant, workers will be 
exposed for only a few hours per day. 
Thfi comment also pointed out that 
intermediates are manufactured in 
batches in that plant that would expose 
workers for periods signibcantly less 
than half the year. The Agency, as it did 
in the proposed rule, is aware that these 
reduced exposure situations exist. The 
Agency, however, believes that even at 
the levels of exposure described in the 
comment, there remains the potential for 
significant exposure and EPA believes 
review of those exposures, is necessary 
before they occur. 

VI. Alternatives 

In the proposed SNUR, EPA 
considered other possible approaches. 
These alternatives included 
promulgation of a section 8(a) reporting 
rule, and/or regulation under section 6. 
For the reasons discussed in the 
proposed rule, the Agency has elected to 
proceed with the promulgation of a 
SNUR covering a significant new use of 
P-83-105. 

VII. Exemptions to Reporting 
Requirements 

The Agency has promulgated 
exemptions to SNUR reporting 
requirements under § 721.19 of the 
general SNUR provisions. In the case of 


P-83-105, the terms of § 721.19 apply 
without change. 

EPA issued it bnal premanufacture 
notification rules under 40 CFR Part 720 
which were published in the Federal 
Register of May 13,1983 (48 FR 21722) 
including § 720.36 which contained 
detailed rules for the section 5(h)(3) 
exemption for chemical substances 
manufactured or imported in small 
quantities solely for research and 
development. Chi September 13,1983 (48 
FR 41132). EPA stayed the effectiveness 
of 5 720.36, among other provisions of 
the PMN rule, pending further 
rulemaking to revise the provisions. 
Because { 720.36 was not in effect when 
EPA codified 5 721.19. the Agency relied 
on the general definition of “small 
quantities solely for research and 
development” in § 720.3(cc) and section 
5(h)(3) of TSCA to determine whether 
activities qualify under this exemption. 
Upon promulgation of a revised 5 720.36, 
EPA intends to amend § 721.19 to adopt 
the provisions of the revised § 720.36. 

S^tion 721.19(g) of the general SNUR 
provisions exempts persons from SNUR 
reporting when they manufacture or 
process the substance solely for export 
and label the substance in accordance 
with section 12(a)(1)(B) of TSCA. While 
EPA is concern^ about worker 
exposure during such manufacture and 
processing of the substance, EPA lacks 
the authority under section 12(a) of 
TSCA to require reporting of su^ 
manufacture or processing for a 
significant new use, EPA does not yet 
have sufficient information to make the 
“will present an unreasonable risk” 
finding necessary to regulate a 
substance manufactured or processed 
solely for export However, persons 
must notify ^A of such export under 
section 12(b) of TSCA (see § 721.7 of the 
general SNUR provisions). Such 
notitication will allow EPA to monitor 
manufacture and processing activities 
which are not subject to si^iificant new 
use reporting. The term “manufacture 
solely for export” is defined in the PMN 
rule (40 CFR 720.3(s)). The term “process 
solely for export” is defined in § 721.3 of 
the genera) SNUR provisions in a similar 
fashion. Thus the persons would be 
exempt from reporting under this SNUR 
if a person manufactures (the term 
manufacture includes import) or 
processes the substance solely for 
export from the U.S. under the following 
restrictions; (1) There is no use of the 
substance in the U.S.: (2) processing is 
restricted to sites under tl^ control of 
the manufacturer or processor, 
respectively; and (3) distribution in 
commerce is limited to purposes of 
export. If a person manufactured or 
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processed the substance both for export 
and for use in the U.S., such 
manufacture and processing would not 
be “solely for export** because 
manufacture or processing would be for 
use in the U.S. 

A commentor expressed concern that 
the inclusion of impurities in the 
definition of “process for commercial 
purposes** might prove burdensome due 
to the perception that finished dye 
products might be liable to the SNUR 
due to the presence of residual traces of 
the intermediate. The presence of P-83- 
105 as a minor impurity in dye products 
does not fall under the definition. 

Section 721.19 of Subpart A specifically 
excludes such impurities and the 
Agency has determined that that section 
will apply to this rule. This section 
provides that P-83-105 is not subject to 
the notification requirements if the 
substance is manufactured, imported or 
processed only as an impurity or 
byproduct. 

VIII. Applicability to Uses Which May 
Have Occurred Before Promulgation of 
Final Rule 

To establish a significant new use 
rule, the Agency must, among other 
things, determine that the use is not 
ongoing. In this case, the chemical 
substance in question has already been 
added to the Inventory and, thus, could 
have been manufactured, imported, or 
processed for use in powder or dry solid 
form prior to promulgation of this final 
rule. However, no person has indicated 
to EPA that such activities have 
occurred subsequent to Inventory listing. 

As indicated in the proposal. EPA has 
found that the intent of section 5(a)(1)(B) 
is best served by determining whether a 
use is a significant new use as of the 
proposal date of the SNUR. If a use 
begun during the proposal period were 
not considered to be a signiHcant new 
use, it would be almost impossible for 
the Agency to establish SNUR notice 
requirements, since any person could 
defeat the SNUR by initiating the 
proposed significant new use before the 
rule becomes final. This is contrary to 
the general intent of section 5(a)(1)(B). 

Thus, even if the substance was 
imported, manufactured, or processed 
for a significant new use between 
proposal and promulgation of this rule, 
such activities may not continue after 
the effective date of this rule. Any such 
person must cease such activities until it 
has complied with all SNUR notice 
requirements. 

IX. Test Data and Other Information 

EPA recognizes that under TSCA 
section 5. a person is not required to 
develop any particular test data before 


submitting a notice. Rather, a person is 
required only to submit test data in that 
person*s possession or control and to 
describe any other data known to or 
reasonably ascertainable by that 
person. However, in view of the 
potential health risk that may be posed 
by a significant new use of P-83-105. 
EPA encourages possible SNUR notice 
submitters to test the substance*s 
potential for carcinogenicity. The 
Agency believes that the results of a 
two-year rodent bioassay would 
adequately characterize possible 
carcinogenic effects of the substance. If 
a SNUR notice is submitted for activities 
involving significant exposure without 
adequate test data, EPA is likely to take 
action under section 5(e}. As an 
alternative to testing the substance, 
potential notice submitters may want to 
consider the use of engineering controls 
and/or personal protective equipment to 
reduce exposure to the substance. 

EPA encourages persons to consult 
with the Agency before selecting a 
protocol for testing the substance. As 
part of this prenolice consultation, EPA 
will discuss the test data it believes 
necessary to evaluate the significant 
new use of the substance. Data should 
be developed and submitted in 
accordance with the TSCA good 
laboratory practices regulations at 40 
CFR Part 792 published in the Federal 
Register of November 29,1983 (48 FR 
53922). 

EPA urges SNUR notice submitters to 
provide detailed information on human 
exposure that will result from the 
significant new use. In addition, EPA 
urges persons to submit information on 
potential benefits of the substance and 
information on risks posed by the 
substance compared to risks posed by 
potential substitutes. 

X. Economic Analysis 

The Agency has evaluated the 
potential costs of establishing 
significant new use reporting 
requirements for P-83-105. This 
evaluation is summarized below. 

Persons who intend to manufacture, 
import, or process the substance for a 
significant new use, as defined in this 
rule, would be required to submit a 
SNUR notice with the information 
required by the statute. The cost of 
submitting a SNUR notice can be 
estimated from the cost of submitting a 
PMN, which has been estimated to 
range between $1,400 and $7,900 per 
substance. 

The SNUR may also result in delay 
costs. The delay caused by the 
preparation of a SNUR notice and the 
statutory notice review period could 
reduce \he value of future profits. EPA 


estimates that these delay costs would 
be about $700. 

The SNUR would not require that 
persons submitting notices perform 
additional toxicity testing. However, 
EPA has insufficient information to 
determine if P-83-105 would present an 
unreasonable risk of injury to human 
health if manufactured, processed, or 
used in a powder or dry solid form. The 
Agency has determined that the results 
of a two-year rodent bioassay would 
adequately characterize possible 
carcinogenic effects resulting from 
exposure to P-83-105. EPA could require 
the submitter of a SNUR notice either to 
control exposures or limit production 
under section 5(e) until sufficient 
information is provided for EPA to make 
its determination. 

In light of the high cost of performing 
a two-year bioassay (the direct cost of a 
two-year bioassay, inhalation route test 
ranges from $742,000 to $874,500 per 
chemical substance tested), EPA does 
not anticipate that a company will 
perform the testing. However, depending 
upon the potential market for P-83-105 
in a powder or dry solid form, a 
company may produce and process the 
substance using certain exposure 
controls. 

While EPA is unable to specify, prior 
to submission of a SNUR notice, 
combinations of exposure controls that 
may be appropriate to reduce risks for 
the variety of manufacturing and 
processing methods that may be used, 
the Agency estimates that a SNUR 
notice submitter will have to spend a 
maximum of $12,500 on exposure 
controls. 

The total direct costs, including 
notification, complying with a section 
5(e) order, purchase of exposure 
controls, and delay, would be between 
$25,700 and $74,000. These direct costs 
would add between 11.8 and 34 percent 
to the estimated price of the substance. 

EPA has not estimated any indirect 
costs that may result from this SNUR. 
These indirect costs may result from 
decisions not to manufacture or process 
the substance because of uncertainty 
about possible Agency regulatory 
action. Similarly, a decision not to 
manufacture might result in response to 
the magnitude of the direct costs. The 
cost of this impact would be whatever 
profits or benefits to users that the 
substance would have generated. In 
addition, EPA has not estimated the 
potential public benefits gained through 
the avoidance of potential health 
problems. Such benefits include the 
avoidance of costs such as the medical 
costs of treating exposed persons. While 
the Agency acknowledges that indirect 
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costs and benefits exist, it is impossible 
at this time to estimate their extent 
precisely. 

A more complete economic analysis 
of this SNUR and other regulatory 
options is included in the rulemaking 
record and is available for public 
review. 

XI. Judicial Review 

Judicial review of this Hnal rule may 
be available under section 19 of TSCA 
in the United States Court of Appeals 
for the District of Columbia Circuit or 
for the circuit in which the person 
seeking review resides or has its 
principal place of business. To provide 
all interested persons an equal 
opportunity to file a timely petition for 
Judicial review and to avoid so called 
"races to the courthouse,** EPA has 
decided to promulgate this rule for 
purposes of judicial review two weeks 
after publicatioii in the Federal Register, 
as rellected in OATES in this notice. The 
effective date has. in turn, been 
calculated from the promulgation date. 

Xn. Rulemaking Record 

EPA has established a record for this 
rulemaking (docket control number 
OP1'S-50504A). A pubhc version of this 
record from which CBI has been deleted 
is available to the public from 8:00 aju. 
to 4:00 p.m., Monday through Friday, 
except legal holidays, in the OTS 
Reading Room. Rm. E-107,401 M St. 

SW.. Washin^on, D.C. 

The record includes basic information 
considered by the Agency in developing 
this rule. The record now includes the 
following: 

1. The PMN for the substance. 

2. The Federal Register notice of 
receipt of the PMN. 

3. The proposed SNUR. 

4. The economic analysis of this 
SNUR. 

5. Public comments. 

6. The summary of toxicity concerns 
for the substance. 

7. The analysis of potential new uses 
of the substance. 

8.0MB comments and EPA*8 
response, if any. 

XIIL Regulatory Assessment 
Requirements 

d. Executive Order 12291 

Under Executive Order 12291. EPA 
®U8t ju^e whether a regulation is 
Major” and therefore requires a 
Regulatory Impact Analysis. EPA has 
eete^ined that this rule is not a "Major 
Role” because it does not have an effect 
on the economy of $100 million or more 
end it will not have a significant effect 
on competition, costs, or prices. While 


there is no precise way to calculate the 
annual coat of this rule, for the reason 
explained in Unit X of this preamble and 
the proposal for this rule, EPA believes 
that the cost will be low. In addition, 
because of the nature of the rule and the 
substance subject to it, EPA believes 
that there will be few significant new 
use notices submitted. Further, while the 
expense of a notice and the suggested 
testing and the uncertainty of possible 
EPA regulation may discourage certain 
innovation, that impact may be limited 
because such factors are unlikely to 
discourage an innovation which has 
high potential value. Finally, this SNUR 
may encourage innovation in safe 
chemical substances or highly beneficial 
uses. 

This regulation was submitted to the 
Office of Management and Budget 
(OMB) for review as required by 
Executive Order 12291. 

B. Regulatory Flexibility Act 

Under the Regulatory Flexibility Act, 5 
U.S.C. 605(b). EPA certifies that this rule 
will not have a significant economic 
impact on a substantial number of small 
businesses. The Agency cannot 
determine whether parties affected by 
this rule are likely to be small 
businesses. However. EPA believes that 
the number of small businesses affected 
by this rule would not be substantial 
even if all the potential new uses were 
developed by small companies. EPA 
expects to receive few SNUR notices for 
the substance. 

C. Paperwork Reduction Act 

Information collection requirements 
contained in this rule have been 
approved by the OMB under the 
provisions of the Paperwork Reduction 
Act of 1980, U.S.C. 3501 et seq. and have 
been assigned OMB control number 
2070-0012. 

List of Subjects in 40 CFR Part 721 

Environmental protection, Chemicals. 
Hazardous substances. Recordkeeping 
and reporting requirements. Significant 
new uses. 


PART 721—[AMENDED] 

Therefore. Part 721 of Chapter 1 of 
Title 40. is amended as follows: 

1. By adding the following definitions 
to 5 721.3 in alphabetical sequence: 


"Powder or dry solid form" means a 
state where all or part of the substance 


would have the potential to become fine, 
loose, solid particles. 

• • * * • 

(Approved by the Office of Management and 
Budget under Control Number 2070-0012) 

2. By adding a new § 721.195 to read 
as follows: 

$721,195 1,2*Ben2enediamine. 4-«thoxy, 
sulfate. 

(a) Chemical substance and 
significant new use subject to reporting. 
(1) The following chemical substance 
referred to by its chemical name is 
subject to reporting under this section 
for the significant new use described in 
paragraph (a)(2) of this section: 1.2- 
benzenediamine, 4-ethoxy, sulfate. PMN 
P-83-105. 

(2) The significant new use is: 
Manufacture, import, or processing in 
powder or dry solid form. 

(b) [Reserved] 

(Sec. 5. Pub. L 94-469.90 Stat. 2012 (15 U.S.C. 
2604)) 

(Approved by the Office of Management and 
Budget under Control Number 2070-0012) 

[FH Ooc. M-zazSZ Filed ia>25-84:6:45 am) 

BILUNO CODE 656O-S0-M 


40 CFR Part 721 

IOPTS-50508A; FRL-2620-6] 

Significant New Uses of Chemical 
Substances; Dicarboxylic Acid 
Monoester 

AGENCY; Environmental Protection 
Agency (EPA). 

action: Final rule. 

summary: EPA is issuing a significant 
new use rule (SNUR) under section 
5(a)(2) of the Toxic Substances Control 
Act (TSCA) for a chemical substance 
which was the subject of 
premanufacture notice (PMN) P-83-255 
and a TSCA section 5(e) consent order 
issued by EPA. 

DATES: This rule shall be promulgated 
for purposes of judicial review at 1:00 
p.m. eastern time on November 9.1984. 
This rule shall become effective January 
18.1985. 

FOR FURTHER INFORMATION CONTACT: 

Edward A. Klein. Director. TSCA 
Assistance Office (TS-799). Office of 
Toxic Substances. Environmental 
Protection Agency. 401 M St.. SW., 
Washington. D.C. 20460. Toll free; (000- 
424-9065), In Washington. D.C.: (554- 
1404), Outside the USA: (Operator—^202- 
554-1404). 

SUPPLEMENTARY INFORMATION: OMB 

Control Number 2070-0012. 


Dated: October 12.1984. 
William D. Ruckelshaus, 
Administrator. 


§ 721.3 Definitions. 

• • • • « 
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I. Authority 

Section 5(a)(2] of TSCA authorizes 
EPA to determine that a use of a 
chemical substance is a “significant new 
use.** EPA must make this determination 
by rule, after considering all relevant 
factors, including those listed in section 
5(a)(2). Once a use is determined to be a 
significant new use. persons must, under 
section 5(a)(1)(B), submit a notice to 
EPA at least ^ days before they 
manufacture, import, or process the 
substance for that use. Such a notice is 
subject to the same requirements and 
procedures as a PMN submitted under 
section 5(a)(1)(A) of TSCA which are 
interpreted at 40 CFR Part 720 published 
in the Federal Register of May 13,1983 
(48 FR 21722). In particular, these 
include the information submission 
requirements of section 5 (b) and (d)(1). 
certain exemptions authorized by 
section 5(h), and the regulatory 
authorities of section 5 (e) and (f). If EPA 
does not take regulatory action under 
section 5. 6. or 7 to control acthities on 
which it has received a SNUR notice, 
section 5(g) requires the Agency to 
explain in the Federal Register its 
reasons for not taking action. 

Substances covered by proposed or 
final SNURs are subject to the export 
reporting requirements of TSCA section 
12(b). FJ^A regulations interpreting 
section 12(b) requirements appear at 40 
CPR Part 707. Substances subject to 
final SNURs are subject to TSCA 
section 13 import certification 
requirements at 19 CFR 12.118 through 
12.127 and 127.28 published in the 
Federal Register of August 1,1983 (48 FR 
34734). The EPA policy in support of 
these requirements appears at 40 CFR 
Part 707 published in the Federal 
Register of December 13.1983 (48 FR 
55462). 

II. Applicability of General Provisions 

EPA has promulgated general 
provisions under 40 CFR Part 721, 
Subpart A which are applicable to 
SNURs and were published in the 
Federal Register of September 5,1984 
(49 FR 35011). These general provisions 
will apply to this SNUR without change 
except as discussed in this preamble 
and as provided in the rule. Interested 
persons should refer to the above-cited 
document for a detailed discussion of 
the general provisions. 

The general provisions governing 
SNUR reporting were promulgated 
subsequent to the proposal of this rule in 
the Federal Register. Therefore, this 
final rule is structurally different from 
its proposal format because the non¬ 
substantive and procedural matters are 
now contained in Subpart A to Part 721. 


III. Summary of This Rule 

The chemical substance subject to this 
rule is identified generically as 
dicarboxylic acid monester. It was the 
subject of PMN number P-83-255. EPA 
is designating the following as 
significant new uses of the substance: 

1. Any manufacture in the United 
States for commercial purposes. 

2. Failure to require the use of gloves 
determined to be impervious to the 
substance, and/or failure to require the 
use of clothing to prevent dermal 
contact for any person involved in any 
processing or use operation where 
dermal contact may occur. (Gloves may 
be determined to be impervious to the 
substance either by testing the gloves 
under the conditions of use or by relying 
on the manufachirer*s specifications.) 

3. Distribution in commerce by any 
person, including importers, processors, 
and distributors, without affixing to 
each container of any formulation 
containing the substance, a label as 
specified in $ 721.290. 

IV. Background 

The chemical substance subject to this 
rule was the subject of a PMN 
designated P-83-255. The notice 
submitter claimed the following as 
confidential business information (CBI): 
chemical identity, proposed import 
volume, processing methods, and use. 
For purposes of clarity, the substance is 
referred to in this preamble and the final 
rule by its generic chemical name and 
PMN number. 

The Agency proposed a SNUR for this 
substance which was published in the 
Federal Register of January 3,1984 (49 
FR 82) as § 721.110 (now 5 721.290). The 
background of the PMN and the reasons 
for proposing the SNUR are set forth in 
the preamble to the proposed rule. 

EPA received no substantive 
comments during the public comment 
period for this SNUR. After the close of 
the comment period, EPA received 
comments from the Chemical 
Manufacturers’ Association (CMA) 
which addressed this SNUR and several 
others recently proposed by EPA. These 
comments raised a number of issues 
about these SNURs and made general 
suggestions for changes. For example, 
CMA proposed that EPA’s SNURs (1) 
address hazard communication issues 
by referencing regulations which were 
recently promulgated by the 
Occupational Safety and Health 
Administration, (2) provide an expedited 
procedure for the review of alternative 
types of protective measures rather than 
the submission of a full SNUR notice 
with a 90-day review period, and (3) 


simplify SNUR recordkeeping 
requirements. 

EPA is considering these late 
comments and may propose 
amendments to this SNUR in the future 
to implement some or all of these 
suggestions. However, because the 
chemical substance which is identified 
in this SNUR has been on the Inventory 
for some time, EPA is concerned that the 
significant new uses of this substance 
could be commenced withouth EPA 
review. Accordingly, the Agency has 
decided to proceed with promulgation of 
this SNUR now. If EPA determines that 
changes to this rule are necessitated by 
the Agency’s response to CMA’s 
comments, amendments to this rule will 
be made. 

V. Designation of SigniHcant New Uses 

To determine what would constitute a 
significant new use of this chemical 
substance, EPA considered relevant 
information about the toxicity of the 
substance and likely exposures 
associated with possible uses, including 
the four factors listed in section 5(a)(2) 
of TSCA. In particular, EPA considered 
the extent to which potential uses may 
change or increase the exposure to 
humans. Based on these considerations, 
EPA is defining the significant new uses 
of P-83-255 as they appear in Unit III of 
this preamble and S 721.290. 

Given EPA’s concerns about P-83-255. 
EPA believes the potential levels of 
exposure could result in significant risks 
to workers. Based on data on a probable 
metabolite (identity CBI) of P-83-255, 
any significant exposure would present 
teratogenic and reproductive risk to 
workers. 

The Agency believes that the data 
described in this preamble and in the 
preamble to the proposed rule are 
sufficient to substantiate the contention 
that the defined significant new uses of 
P-83-255, present a potentially 
significant increase in the magnitude 
and type of exposure. Section 5(a)(2) of 
TSCA does not require the Agency to 
make either a “may present" or a “will 
present" risk finding with regard to 
satisfying the requirements for a 
significant new use. The statute imposes 
the requirement that the Agency provide 
for a “consideration of all relevant 
factors.’* The Agency believes that a 
reasonable qualitative assessment of 
these factors was incorporated in the 
preamble of the proposed rule published 
in the Federal Register of January 3,1984 
(49 FR 82). 

VI. Alternatives 

In the proposed SNUR, EPA 
considered other possible approaches. 
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These alternatives included the 
promulgation of a section 8(a) reporting 
rule, and/or regulation under section 6. 
For the reasons discussed in the 
proposed rule, the Agency has elected to 
proceed with the promulgation of a 
SNUR covering significant new uses of 
P-83-255. 

Vll. Recordkeeping 

To ensure compliance with this rule, 
and to assist enforcement efforts. EPA is 
requiring under its authority in sections 
5 and 8(a) of TSCA, in addition to the 
requirements in § 21.17, the following 
records be maintained for five years 
after the date of their creation, by 
persons who manufacture, import, or 
process P-63-255. 

1. The names of persons required to 
wear protective clothing. 

2. The name and address of each 
person to whom the subject substance is 
sold or transferred and the date of such 
sale or transfer. 

The Agency considered omitting 
recordkeeping requirements, but 
believes compliance monitoring for this 
SNUR would be made more difficult 
without them. 

VUI. Exemptions to Reporting 
Requirements 

The Agency has promulgated 
exemptions to SNUR reporting 
requirements under § 721.19. In the case 
of P-83-255, the terms of § 721.19 apply 
without change. 

EPA issued its final premanufacture 
notification rules under 40 CFR Part 720 
which were published in the Federal 
lister of May .13,1983 (48 FR 21722) 
including § 720.36 which contained 
detailed rules for the section 5(h)(3) 
exemption for chemical substances 
manufactured or imported in small 
quantities solely for research and 
development. On September 13.1983 (48 
PR 41132), EPA stayed the effectiveness 
of S 720.36, among other provisions of 
the PMN rule, pending further 
rulemaking to revise the provisions. 
Because § 720.36 was not in effect when 
EPA codified § 721.19, the Agency relied 
on the general definition of “small 
quantities solely for research and 
development** in § 720.3(cc) and section 
5(h)(3) of TSCA to determine whether 
activities qualify under this exemption. 
Upon promulgation of a revised § 720.36, 
^A intends to amend § 721.19 to adopt 
Ihe provisions of the revised $ 720.36. 

Section 721.19(g) of the general SNUR 
provisions exempts persons from SNUR 
reporting when they manufacture or 
process the substance solely for export 
®nd label the substance in accordance 
^th section 12(a)(1)(B) of TSCA. While 
£PA is concerned about worker 


exposure during manufacture and 
processing of the substance, EPA lacks 
the authority under section 12(a) of 
TSCA to require reporting of such 
manufacture or processing for a 
significant new use. EPA does not yet 
have sufficient information to make the 
*‘will present an unreasonable risk’* 
finding necessary to regulate a 
substance manufactured or processed 
solely for export. However, persons 
must notify EPA of such export under 
section 12(b) of TSCA (see § 721.7 of the 
general SIWR provisions). Such 
notification will allow EPA to monitor 
manufacture and processing activities 
which are not subject to significant new 
use reporting. The term “manufacture 
solely for export” is defined in the PMN 
rule (40 CFR 720.3(s)). The term “process 
solely for export” is defined in § 721.3 of 
the general SNUR provisions in a similar 
fashion. Thus, persons would be exempt 
from reporting under this SNUR if they 
manufacture (the term manufacture 
includes import) or process the 
substance solely for export from the U.S. 
under the following restrictions: (1J_ 
'There is no use of the substance in the 
U.S.; (2) processing is restricted to sites 
under the control of the manufacturer or 
processor, respectively; and (3) 
distribution in commerce is limited to 
purposes of export. If a person 
manufactured or processed the 
substance both for export and for use in 
the U.S., such manufacture or processing 
would not be “solely for export** 
because manufacture or processing 
would be for use in the U.S. 

IX. Applicability to Uses Which May 
Have Occurred Before Promulgation of 
Final Rule 

Ter establish a significant new use 
rule, the Agency must, among other 
things, determine that the use is not 
ongoing. In this case, the chemical 
substance in question had just 
undergone premanufacture review. The 
Agency received no information that the 
significant new uses are ongoing. 
'Therefore, at this time, the Agency has 
concluded that these uses are significant 
new uses. 

As indicated in the proposal, EPA has 
found that the intent of section 5(a)(1)(B) 
is best served by determining whether a 
use is a significant new use as of the 
proposal date of the SNUR. If uses 
begun during the proposal period were 
not considered to be significant new 
uses, it would be almost impossible for 
the y^ency to establish SNUR notice 
requirements, since any person could 
defeat the SNUR by initiating the 
proposed significant new uses before 
the rule becomes final. This is contrary 
to the general intent of section 5(a)(1)(B). 


Thus, even if the substance was 
imported, manufactured, or processed 
for the significant new use between 
proposal and promulgation of this rule, 
such activities may not continue after 
the effective date of this rule. Any such 
person must cease such activity until the 
person has complied with all SNUR 
notice requirements. 

X. Test Data and Other Information 

EPA recognizes that under 'TSCA 
section 5. a person is not required to 
develop any particular test data before 
submitting a notice. Rather, a person is 
required only to submit test data in that 
person’s possession or control and to 
describe any other data known to or 
reasonably ascertainable by that 
person. However, in view of the 
potential health risk that may be posed 
by a significant new use of P-83-255, 
EPA encourages possible SNUR notice 
submitters to test the substance’s 
potential for teratogenic and 
reproductive effects. The Agency 
believes that the results of a rodent 
teratology and a 2-generation 
reproduction study would adequately 
characterize possible effects of the 
substance. If a SNUR notice is submitted 
for a use involving significant exposure 
without adequate test data, EPA is likely 
to take action imder section 5(e). As an 
alternative to testing the substance, 
potential notice submitters may want to 
consider the use of engineering controls 
and/or personal protective equipment to 
reduce exposure to the substance. 

EPA encourages persons to consult 
with the Agency before selecting a 
protocol for testing the substance. As 
part of this prenotice consultation. EPA 
will discuss the test data it believes 
necessary to evaluate significant new 
uses of the substance. Data should be 
developed and submitted in accordance 
with the TSCA good laboratory 
practices regulations at 40 CFR Part 792 
published in the Federal Register of 
November 29.1983 (48 FR 53922). 

EPA urges SNUR notice submitters to 
provide detailed information on human 
exposure that will result from the 
significant new uses. In addition, EPA 
urges persons to submit information on 
potential benefits of the substance and 
information on risks posed by the 
substance compared to risks posed by 
potential substitutes. 

XL Economic Analysis 

The Agency has evaluated the 
potential costs of establishing 
significant new use reporting 
requirements for P-83-255. This 
evaluation is summarized in the 
preamble to the proposed rule. 'The 
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complete economic analysis of this 
SNUR and other regulatory options is 
included in the rulemaking record and is 
available for public review. 

XIL Judicial Review 

ludicial review of this final rule may 
be available under section 19 of TSCA 
in the United States Court of Appeals 
for the District of Columbia Circuit or 
for the circuit in which the person 
seeking review resides or has its 
principal place of business. To provide 
all interested persons an equal 
opportunity to file a timely petition for 
ju^cial review and to avoid so called 
“races to the courthouse,’* EPA has 
decided to promulgate this rule for 
purposes of judicial review two weeks 
after publication in the Federal Register, 
as reflected in “DATES” in this 
document. The effective date has. in 
turn, been calculated from the 
promulgation date. 

XIII. Rulemaking Record 

EPA has established a record for this 
rulemaking (docket control number 
OPTS~5050^). A public version of this 
record from which CBl has been deleted 
is available to the public from 8:00 ajn. 
to 4:00 p.m., Monday through Friday, 
except legal holidays, in the OTS 
Reading Room, Rm. E-107,401 M St. 

SW.. Washington, DC. 

The record includes basic information 
considered by the Agency in developing 
this rule. The record now includes the 
following: 

1. The PMN for the substance. 

2. The Federal Register notice of 
receipt of the PMN. 

3. The section 5(e] Consent Order. 

4. The toxicity support document for 
the section 5(e) Order and the SNUR. 

5. The proposed SNUR. 

6. The economic analysis of this 
SNUR. 

7. Public comments. 

8. 0MB comments and EPA's 
response. 

XIV. Regulatory Assessment 
Requirements 

A. Executive Order 12291 

Under Executive Order 12291, EPA 
must judge whether a regulation is 
“Major” and therefore requires a 
Regulatory Impact Analysis. EPA has 
determined that this rule is not a “Major 
Rule” because it does not have an effect 
on the economy of $100 million or more 
and it will not have a significant effect 
on competition, costs, or prices. While 
there is no precise way to calculate the 
annual cost of this rule, for the reason 
explained in Unit XI of this preamble 
and the proposal for this rule. EPA 


believes that the cost will be low. In 
addition, because of the nature of the 
rule and the substance subject to it, EPA 
believes that there will be few 
significant new use notices submitted. 
Further, while the expense of a notice 
and the suggested testing, and the 
uncertainty of possible EPA regulation 
may discourage certain innovation, that 
impact may be limited because such 
factors are unlikely to discourage an 
innovation which has high potential 
value. Finally, this SNUR may 
encourage innovation in safe chemical 
substances or highly beneficial uses. 

This regulation was submitted to the 
Office of Management and Budget 
(0MB) for review as required by 
Executive Order 12291. 

B, Regulatory Flexibility Act 

Under the Regulatory Flexibility Act, 5 
U.S.C. 605(b), EPA certifies that this rule 
will not have a significant economic 
impact on a substantial number of small 
businesses. The Agency cannot 
determine whether parties affected by 
this rule are likely to be small 
businesses. However, EPA believes that 
the number of small businesses affected 
by this rule would not be substantial 
even if all the potential new uses were 
developed by small companies. EPA 
expects to receive few SNUR notices for 
the substance. 

C. Paperwork Reduction Act 

Information collection requirements 
contained in this rule have been 
approved by OMB under the provisions 
of the Paperwork Reduction Act of 1980, 
U.S.C. 3501 et seq. and have been 
assigned OMB control number 2070- 
0012. 

List of Subjects in 40 CFR Part 721 

Environmental protection. Chemicals. 
Hazardous substances. Recordkeeping 
and reporting requirements. Significant 
new uses. 

Dated: October 12.1984. 

William D. Ruckelshaus, 

Administrator. 

PART 721—(AMENDED! 

Therefore. Chapter I of Title 40. is 
amended by adding 5 721.290 to read as 
follows: 

§ 721.290 Dicarboxylic acid monoester. 

(a) Chemical substance and 
significant new uses subject to 
reporting. (1) The following chemical 
substance referred to by its 
premanufacture notice number and its 
generic chemical name is subject to 
reporting under this section for the 
significant new uses described in 


paragraph (a)(2) of this section: 
dicarboxylic add monoester, P-83-255. 
(2) The significant new uses are: 

(i) Any manufacture in the United 
States for commercial purposes. 

(ii) Failure to require the use of gloves 
determined to be impervious to the 
substance, and/or failure to require the 
use of clothing to prevent dermal 
contact for any person involved in any 
processing or use operation where 
dermal contact may occur. (Gloves may 
be determined to be impervious to the 
substance either by testing the gloves 
under the conditions of use or by relying 
on the manufacturer’s specifications.) 

(iii) Distribution in commerce by any 
person, including importers, processors, 
and distributors, without affixing to 
each container of any formulation 
containing the substance a label that 
indudes, in letters no smaller than 10 
point type, the following statements: 

WARNING! HARMFUL IF INHALED 
OR ABSORBED THROUGH THE SKIN. 
MAY CAUSE REPRODUCTIVE 
EFFECTS. 

—^Do not get in eye, on skin, or dothing. 
—Do not breathe (vapor, mist, spray, 
dust). 

—Use with adequate ventilation. 

—Wear impervious gloves and 
protective equipment to prevent 
contact or exposure. 

—Promptly remove contaminated non- 
imprevious clothing, wash before 
reuse. 

—Discard contaminated leather shoes. 
—Wash thoroughly after handling, and 
before eating, drinking, or smoking. 

—Keep container closed. 

FIRST AID: In case of contact 
EYES: Immediately flush with water 
for at least 15 minutes. 

SKIN: Promptly wash thoroughly with 
mild soap and water. 

INHALATION: Remove to fresh air. If 
breathing is difficult, give oxygen. 

INGESTION: If consdous. give water 
and induce vomiting. 

(b) Specific requirements. The 
provisions of Subpart A of this Part 
apply to this section except as modified 
by this paragraph. 

(1) Recor^eeping. In addition to the 
requirements of S 721.17, importers and 
processors of the chemical substance 
identified in paragraph (a)(1) of this 
section must maintain the following 
records for five years from their 
creation: 

(1) The names of persons required to 
wear protective clothing. 

(ii) The name and address of each 
person to whom the substance is sold or 
transferred and the date of such sale or 
transfer. 

(2) (Reserved] 
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(Approved by the Office of Management and 
Budget under control number 207(>-0012) 

(Sec. 5. 8. Pub. L. 94-469, 90 Slat. 2012 (15 
U.S.C. 2601. 2807)) 

(FR Ooc- 84-28291 Filed 10-25-a«; 8:45 am) 

BILUMQ code &860-5(MI 


COMMITTEE FOR PURCHASE FROM 
THE BLIND AND OTHER SEVERELY 
HANDICAPPED 

41 CFR Parts 51-7 and 51-8 

Public Availability of Agency Materials 
and Privacy Act Rules; Change of 
Address 

Correction 

In FR Doc. 84-25780 beginning on page 
38266 in the issue of Friday. September 
28.1984, make the following corrections: 

§51-7.4 [Corrected] 

1. On page 38267, first column, 
amendatory language for § 51-7.4, sixth 
line. “1155** should read “1755**. 

§51-6.405 [Corrected] 

2. On the same page, same column, 
amendatory language for § 51-8.405, 
fourth line, “1155** should read “1755“. 

BHJJNG CODE 150S-01-M 


INTERSTATE COMMERCE 
COMMISSION 

49 CFR Parts 1002, 1011,1152,1177, 
1180, and 1182 

[Ex Parte No. 246 (Sub-No. 2)1 

Pees for Services Performed in 
Connection With Licensing and 
Related Services; Correction 

AGENCY: Interstate Commerce 
Commission. 

action: Final ru les: Correction. 

summary: At 49 FR 18490. May 1,1984. 
the Commission published rules revising 
its schedule of fees for services and 
benefits provided by the Commission 
under its jurisdictional.statute. Those 
rules contained several errors which this 
notice corrects, 

for further information contact: 

Kathleen King. (202) 275-7429. 
supplementary information: At 49 FR 
18493. May 1,1984. the following 
correction are made to § 1002.2(f): 

51002.2 [Corrected] 

1- In § 1002.2(f). item (1) under Part 1 is 
corrected to read as follows: 

(1) An application for motor carrier, or 
Water carrier operating authority, or 
exemption authority, a certificate of 


registration or broker or freight 

forwarder authority.$150, 

2. In § 1002.2(f). items (38). (40), and 
(41) under Part V are corrected by 
revising the cross references to 
**§§ 1180.50,1180.40, and 1180.50“ to 
read “§§ 1152.50.1152.40, and 1152.50“ 
respectively. 

James H. Bayne, 

Secretary. 

(m Doc, 84-28416 Filed 1(>-2S<84; 8:45 amj 
BILUNQ CODE 703S-01-M 


DEPARTMENT OF THE INTERIOR 
Fish and Wildlife Service 
50 CFR Part 17 

Endangered and Threatened Wildlife 
and Plants; Determination of 
Endangered Status and Designation of 
Critical Habitat for the Smoky Madtom 
(Noturus bailey!) 

agency: Fish and Wildlife Service, 
Interior. 

action: Final rule. 

summary: The Service determines the 
smoky madtom [Noturus boileyi], a 
small catfish, to be an endangered 
species and designates its critical 
habitat. This rule will implement Federal 
protection for the species and its critical 
habitat as provided by the Endangered 
Species Act of 1973, as amended. The 
smoky madtom was thought to be 
extinct when extirpated from Abrams 
Creek, Great Smoky Mountains National 
Park. Blount County. Tennessee, in 1957. 
It was rediscovered in Citico Creek in 
1980, and the results of an extensive 
survey indicate that the species is now 
apparently restricted to approximately 
6.5 miles of Citico Creek, primarily 
within the Cherokee National Forest. 
Monroe County. Tennessee. With this 
restricted range, a single catastrophic 
event could render the species extinct. 
DATES: The effective date of this rule is 
November 28,1984. 

ADDRESSES: The complete file for this 
rule is available for inspection, by 
appointment, during normal business 
hours at the Asheville Endangered 
Species Field Station, 100 Otis Street, 
Room 224, Asheville. North Carolina 
28801 (704/259-0321 or FTS 8/672-0321). 
FOR FURTHER INFORMATION CONTACT: 

Mr. Richard G. Biggins. Asheville 
Endangered Species Field Station, U.S. 
Fish and Wildlife Service, 100 Otis 
Street. Room 224, Asheville, North 
Carolina 28801 (704/259-0321 or FTS 8/ 
672-0321) or Mr. John L. Spinks. Jr.. 

Chief, Office of Endangered Species. 

U.S. Fish and Wildlife Service. 


Washington. D.C, 20240 (703/235-2771 or 
FrS 8/235-2771). 

SUPPLEMENTARY INFORMATION: 

Background 

The smoky madtom [Noturus baileyi) 
was believed extinct until September 
1980 when it was discovered by a U.S. 
Fish and Wildlife Service survey crew 
sampling in Citico Creek, a tributary* of 
the Little Tennessee River in Monroe 
County, Tennessee. Presently, this is the 
only population known to exist. The 
species was originally discovered in 
1957 in Abrams Creek, a Little 
Tennessee River tributary in the Great 
Smoky Mountains National Park. Blount 
County, Tennessee, by a Service crew 
which was treating the creek with a fish 
toxicant to remove unwanted fishes 
from the Chilhowee Reservoir 
watershed prior to the closure of 
Chilhowee Dam. This was a routine 
procedure at the time, designed to 
enhance the chances of establishing a 
trout fishery in the new reservoir. The 
smoky madtom specimens taken from 
Abrams Creek during this project were 
used by Taylor (1969) to describe the 
species. 

A study of the smoky madtom. funded 
by the Service, was completed in 
November 1982 (Dinkins. 1982). That 
survey involved extensive sampling at 
44 locations in the Little Tennessee 
River drainage in North Carolina and 
Tennessee; 2 tributaries in the Hiwassee 
River, Tennessee; and 1 tributary in the 
Pigeon River, Tennessee. Although some 
habitat looked favorable for the species, 
the smoky madtom was not found 
outside Citico Creek. 

The species is known from a total of 
6.5 miles of Citico Creek, primarily 
within the Cherokee National Forest. 

One individual was found about 1 mile 
below the National Forest's boundary, 
but this area (outside the area 
designated as critical habitat) contains 
little of the species’ preferred habitat. 
The species' prime habitat and the rest 
of the individuals observed during the 
study (a total of 67 individuals) were 
located on Forest Service lands above 
the upper Citico Creek bridge on 
Mountain Settlement Road. 

The biology of this madtom is poorly 
understood. However, this small (largest 
known individual was 2.9 inches in total 
length] member of the catfish family is 
probably nocturnal and likely feeds on 
aquatic insects. The fish has been found 
in various stages of breeding condition 
during the spring and summer, and nests 
(containing an average of 35 eggs] have 
been located under large slab rocks in 
pool areas during July (Dinkins, 1982). 
During the period of May to November. 
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smoky madtoms are generally found 
associated with palm-sized slab rock at 
either the crest or base of riffles. 

The apparent limited distribution of 
this species leaves it vulnerable to a 
single catastrophic event which could 
completely eliminate it. The fish's 
habitat could also be degraded by 
logging activities, road and bridge 
construction and maintenance, mineral 
exploration, and other disturbances 
within the Citico Creek watershed if 
these activities are not carefully 
designed and carried out with the 
survival of the species in mind. 

On June 22,1982, the Service 
published, in the Federal Register (47 FR 
26876). a notice that a review of this 
species* status was being conducted. 
That notice requested data on the 
species* status and solicited information 
on environmental and economic impacts 
and the effects on small businesses that 
could result if the species and its critical 
habitat were listed. The following is a 
summary of each of the responses 
received. 

Tennessee Wildlife Resources Agency 
recommended listing the species as an 
endangered species and designating 
critical habitat. They also noted that 
extreme care was needed to ensure that 
no habitat deterioration took place In 
the creek or its watershed. 

Tennessee Department of Public 
Health recommended the species and its 
critical habitat in Citico Creek 
watershed be listed under the 
Endangered Species Act. They 
expressed concern for the species if 
mineral exploration occurred in the 
watershed. They stated that the 
watershed contains geologic formations 
of anakeesta shale. Anakeesta has a 10 
percent sulfide content and forms 
sulfuric acid upon contact with water. 
They cautioned that mineral 
explorations could expose anakeesta 
and result in acid contamination of 
Citico Creek. They further explained 
that acid which enters the watershed 
can oxidize or bring into solution 
aluminum and other metals that are 
naturally found in the soils. These 
metals, especially aluminum, are 
extremely toxic to the aquatic 
ecosystem. 

U.S. Department of Agriculture, Forest 
Service, stated they had no proposed 
activities directly involving Citico 
Creek. They expressed concern that 
designating critical habitat could have 
the most significant effect on future 
timber sales, accompanyi^ road^ 
construction, and on possible mineral * 
exploration in the watershed. However, 
they said no road crossings of Citico 
Creek were being planned and 
significant exploration for oil and gas 


was unlikely. In summary, they stated 
**• * * we loiow of no existing or 
proposed activity that would affect the 
quality of Citico Creek, nor do we know 
of significant impacts to small 
businesses or organizations." 

Department of the Interiot 
National PorlrService, responded that 
their agency did not have any 
jurisdiction over the area where the 
species is presently found. However, 
they did urge protection for the species 
and its habitat. The species was Hrst 
discovered in Abrams Creek in Blount 
County, Tennessee, which is within the 
Great Smoky Mountains National Park. 
The Park Service has shown 
considerable interest in reestablishing 
the species in Abrams Creek. 

£/.S. Department of Transportation, 
Federal Highway A^inistration, 
informed the Service that a Federal aid 
secondary road system parallels Citico 
Creek at the lower end of the creek 
section where one smoky madtom was 
found. This creek section is below the 
designated critical habitat. Although no 
State requests are pending, Federal aid 
funds for this short road section may be 
requested in the future. In spite of 
potential projects which may impact the 
species, they state: "We see no reason 
why these projects could not be 
implemented with proper measures to 
prevent significant impacts on the 
quality of Citico Creek. Listing of the 
species and designating critical habitat 
may result in additional coordination/ 
consultation efforts but should not have 
any significant effect on the Federal aid 
hi^way program.** 

Department of the Army, Corps of 
Engineers, Office of Chief Engineer, 
responded that the designation of Citico 
Creek as critical habitat for the smoky 
madtom would not have a significant 
effect on any Corps of Engineers 
program. They further stated: "The 
Corps of Engineers concurs with the 
preservation of the species through 
Listing and the designation of its critical 
habitat." 

U.S. Soil Conservation Service had no 
proposed or planned projects In the 
Citico Creek watershed. 

US. Nuclear Regulatory Commission 
reported they had no existing or 
proposed activities which might affect 
the species or its habitat. 

Federal Energy Regulatory 
Commission reported that at this time 
they had no licensed project or 
preliminary permits issued in the area 
inhabited by the smoky madtom. 

Tennessee Valley Authority siaied 
the area of Citico Creek where the 
madtom existed was not owned or 
controlled by TV A. However, the 
agency had been involved in planning. 


reviewing, and implementing proposals 
in this Creek’s watershed. They did not 
report on any presently ongoing projects 
that would impact the species. 

We received one comment on the 
biology and status of the species from 
the private individual conducting the 
smoky madtom status survey for the 
Service. He recommended the species be 
listed as endangered and a portion of 
Citico Creek be designated as critical 
habitat. This information was utilized in 
the preparation of the proposal. 

On November 21.1983, the Ser\ice 
published, in the Federal Register (48 FR 
52612), a proposal to list the smoky 
madtom as an endangered species and 
to designate its critical habitat That 
proposal provided information on the 
species* biology, status, tlu^eats, and the 
potential implications of listing. The 
proposal also solicited comments on the 
species and potential impacts of the 
proposed critical habitat determination. 

Summaiy of Comments and 
Recommendations 

In the November 21,1983, proposed 
rule (48 FR 52612) and associated 
notifications, all interested parties were 
requested to submit factual reports or 
information which might contribute to 
the development of a fmal rule. 
Appropriate State agencies, county 
governments. Federal agencies, 
scientific organizations, and other 
interested parties were contacted and 
requested to comment A newspaper 
notice was published in the Maryville 
Daily Times on December 21.1983, 
which invited general public comment. 
Five comments were received and are 
discussed below. 

Tennessee Wildlife Resources Agency 
concurred with the proposal to list the 
species and its critical habitat and 
stated the Service had adequately 
described the types of activities subject 
to impact by the listing action. They 
concluded the proposed action would be 
beneficial to the smoky madtom and the 
existing trout fishery of Citico Creek. 

US. Department of Agriculture. Forest 
Service, responded that they envisioned 
no significant change in their 
management and protection of the Citico 
Creek habitat but were prepared, if 
necessary, to modify their managemeni 
of the Creek to maintain and enhance 
the smoky madtom. They further slated 
that listing would likely benefit the 
species’ enhancement opportunities 
through national recognition, increased 
interagency cooperation, and definitive 
multi-agency objectives. 

Department of the Army. Corps of 
Engineers, Off ice of Chief Engineer, 
stated, "The listing of the smoky 
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madtom and designation of its critical 
habitat would not have a significant 
effect on U.S, Army Corps of Engineers 
programs^ Further, the Corps of 
Engineers concurs with the preservation 
of the species through listing and the 
designation of its critical habitat" 

Tennessee Valley Authority ie\\ the 
listing action would not impact any of 
their programs or environmental 
considerations in the area. They also 
stated that, based on the apparent 
limited range of the species, it should 
receive protection under the Endangered 
Species Act 

U.S. Federal Energy Regulatory 
Commission stated they were 
forwarding our letter to their 
Washington, D.C.. office for comments. 
We have received no further comments 
from the Commission. 

The Service agrees with the comments 
that the smoky madtom qualifies for 
protection under the Endangered 
Species Act, and concurs that the 
recognition provided by listing will 
likely benefit the species and its habitat. 

Summary of Factors Affecting the 
Species 

After a thorough review and 
consideration of all information 
available, the Service has determined 
that the smoky madtom should be 
classified as an endangered species. 
Procedures found at Section 4(a)(1) of 
the Endangered Species Act (16 U.S.C. 
1531 et seq.) and regulations 
promulgated to implement the listing 
provisions of the Act (codified at 50 CFR 
Part 424; under revision to accommodate 
1982 Amendments—see proposal at 40 
FR 36062, August 8,1983) were followed. 
A species may be determined to be an 
endangered or threatened species due to 
one or more of the five factors described 
in ^tion 4(a)(1). These factors and 
their application to the smoky madtom 
[Noturus baileyi] are as follows: 

A. The present or threatened 
destruction, modification, or curtailment 
of Its habitat or range. The smoky 
madtom is presently known from only 
p miles of Citico Creek. With such a 
hmited distribution, the species could be 
rendered extinct by a single catastrophic 
®vent, either natural or human-related. 
Potential threats to the species and its 
J^tiwl habitat could also come from 
^8ging activities, road and bridge 
construction and maintenance, mineral 
exploration and mining, and other 
projects in the watershed if these 
activities are not planned and 
^plemented with the survival of the 
apecies in mind. 

- Other than the potential soil erosion 
and siltation problems associated with 
any land disturbance, a more serious 


problem could arise in this watershed. 
The Citico Creek watershed contains 
geologic formations of anakeesta shale, 
an acid-bearing rock which has caused 
problems in the past. Bergendahl et al 
(1977) reported that in the 19708 a 
formation of anakeesta was exposed 
during construction of the Tellico- 
Robbinsville highway. Acid leaching 
from a road cut increased the 
concentration of sulfates, heavy metals, 
and acidity in Grassy Branch, a 
tributary of the South Fork Citico Creek. 
Surveys of Grassy Branch in 1978 
revealed no fish life. Attempts have 
been made to mitigate this problem, but 
they have not been entirely successful. 
Other formations of anakeesta do exist 
in the watershed, and there is a danger 
that they too could be exposed during 
construction and mining activities. 

B. Overutilization for commercial 
recreational scientific, or educational 
purposes. There is no evidence of 
overulilization for this species. 

C. Disease or predation. There is no 
evidence of threats from disease or 
predation. 

D. The inadequacy of existing 
regulatory mechanisms. Tennessee 
State law prohibits the taking of the 
smoky madtom without a permit. See 
Tenn. Code Ann. section 70-8-104. This 
law also provides a mechanism which 
encourages the protection of the fish’s 
habitat. Federal listing would provide 
necessary additional protection for the 
species by requiring Federal agencies to 
consult with the Service when projects 
they fund, authorize, or carry out may 
affect the species. 

E. Other natural or manmade factors 
affecting its continued existence. 

Several species of madtoms. for still 
unexplained reasons, have been 
extirpated from portions of their range. 
Etnier and Jenkins (1981) speculated that 
this may "* • * in addition to visible 
habitat degradation, be related to their 
being unable to cope with olfactory 
‘noise* being added to riverine 
ecosystems in the form of a wide variety 
of complex organic chemicals that may 
occur only in trace amounts." Organic 
pollution is minimal in the Citico Creek 
system. However, if madtoms are 
adversely impacted by increased 
concentrations of complex organic 
chemicals, any increase in these 
materials could cause a problem for this 
isolated population. 

The Service has carefully assessed the 
best scientific and commercial 
information available regarding the past, 
present, and future threats faced by this 
species in determining to make this rule 
final. Based on this evaluation, the 
preferred action is to list the smoky 
madtom as an endangered species with 


critical habitat. The fish’s present 
restricted range (8.5 river miles) makes it 
vulnerable to a single catastrophic 
event. Therefore, threatened status 
would not be appropriate. Critical 
habitat is being designated concurrently 
as its delineation will aid in the 
protection and recovery of the species 
(see Critical Habitat section of this rule). 
A decision to take no action would 
exclude the smoky madtom from needed 
protection available under the 
Endangered Species Act. 

Critical Habitat 

Critical habitat, as defined in Section 
3(5) of the Act, means: (i) the specific 
areas within the geographical area 
occupied by a species, at the time it is 
listed in accordance with the Act, on 
which are found those physical or 
biological features (I) essential to the 
conservation of the species and (II) that 
may require special management 
considerations or protection, and (ji) 
specific areas outside the geographic 
area occupied by a species at the time it 
is listed, upon a determination that such 
areas are essential for the conservation 
of the species. 

Section 4(a)(3) of the Act requires that 
critical habitat be designated to the 
maximum extent prudent and 
determinable concurrently with the 
determination that a species is 
endangered or threatened. Critical 
habitat is being designated for the 
smoky madtom to include Citico Creek, 
Cherokee National Forest, Monroe 
County. Tennesse. from the Cherokee 
National Forest boundary at upper 
Citico Bridge on Mountain Settlement 
Road (approximately creek mile 4.3) 
upstream to the confluence of Citico 
Creek with Barkcamp Branch 
(approximately creek mile 10.8). 

As specified in the listing regulations 
(50 CFR 424.12(b)), the Service shall 
consider, in determining what areas are 
critical habitat, those physiological, 
behavioral, ecological, and evolutionary 
requirements essential to the 
conservation of the species and that 
may require special management 
consideration or protection. These 
requirements include, but are not limited 
to: (1) Space for individual and 
population growth and normal behavior. 
(2) food, water, air, light, minerals, or 
other natural or physiological 
requirements; (3) cover or shelter (4) 
sites for breeding, reproduction, rearing 
of offspring. • • ♦ and. generally (5) 
habitats that are protected from 
disturbance or are representative of the 
historic geographical and ecological 
distribution of a species. 
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In addition to the present high water 
quality in Citico Creek, the smoky 
madtom requires nm/pool areas with 
pea-size gravel substrate containing 
scattered large flat rocks for nesting 
-cover. The species utilizes palm-sized 
slab rocks for cover and relatively silt- 
free riffle areas during other times of the 
year. The area designated as critical 
habitat provides the smoky madtom 
with all of the necessary constituent 
elements for completion of its life cycle. 
If the quality of this creek section can be 
maintained near its present level and no 
catastrophic event occurs, the species 
will likely continue to survive in Citico 
Creek. 

Section 4(b)(8) of the Act requires, for 
any proposed or final regulation that 
designates critical habitat, a brief 
description and evaluation of those 
activities (public or private) which may 
adversely modify such habitat or may 
be affected by such designation. 
Activities which presently occur within 
the critical habitat include fishing, 
swimming, camping, nature study, and 
scientific research. These activities, at 
their present use level, do not appear to 
be adversely impacting critical habitat. 

There are activities which do or could 
occur within the Citico Creek watershed 
and which may be affected by 
designating critical habitat. They 
include, in part, mineral exploration and 
mining, bridge and road construction 
and maintenance, logging, off-road 
vehicle use, and stream alterations. If 
not controlled, these activities, along 
with others that alter the watershed, 
could degrade the water and substrate 
quality of Citico Creek by increasing 
siltation, water temperatures, organic 
pollutants, acidity, heavy metal 
concentrations, and extremes in water 
flow. If any of these activities may affect 
the critical habitat and are authorized, 
funded, or carried out by a Federal 
agency. Section 7(a)(2) of the Act, as 
amended, requires the agency to consult 
with the Service to ensure that its 
action(s) is (are) not likely to destroy or 
adversely modify critical habitat. 

As required by Section 4(b)(2) of the 
Act, the Service has considered 
economic and other impacts of 
designating critical habitat for the 
smoky madtom. The information for this 
analysis was supplied to the Service by 
Federal, State, and local agencies, 
governmental entities, and interested 
parties in their responses to the 
Service’s request for this information as 
part of a June 22.1982, notice of review 
published in the Federal Register (47 FR 
26878) and a November 21,1983, 
proposed rule published in the Federal 
Register (48 FR 52612). Neither the 


notice of review or the proposal to 
designate critical habitat brought forth 
economic or other impacts to warrant 
the adjustment of critical habitat in this 
final ride. 

Available Conservation Measures 

Conservation measures provided to 
species listed as endangered or 
threatened under the Endangered 
Species Act include recognition, 
recovery actions, requirements for 
Federal protection, and prohibitions 
against certain practices. Recognition 
through listing encourages and results in 
conservation actions by Federal, State, 
and private agencies, groups, and 
individuals. The Endangered Species 
Act provides for land acquisition and 
cooperation with the States and requires 
that recovery actions be carried out for 
all listed species. Such actions are 
initiated by the Service following listing. 
The protection required of Federal 
agencies and the prohibitions against 
taking and harm are discussed, in part, 
below. 

Section 7(a) of the Act. as amended, 
requires Federal agencies to evaluate 
their actions with respect to any species 
that is proposed or listed as endangered 
or threatened. Regulations implementing 
this interagency cooperation provision 
of the Act are codified at 50 CFR Part 
402 and are now under revision (see 
proposal at 48 FR 29990; June 29,1983). 
Section 7(a)(2) requires Federal agencies 
to ensure that activities they authorize, 
fund, or carry out are not likely to 
jeopardize the continued existence of a 
listed species or to destroy or adversely 
modify its critical habitat. If a Federal 
action may affect a listed species or its 
critical habitat, the responsible Federal 
agency must enter into consultation with 
the Service. As covered earlier in this 
rule, both the U.S. Forest Service, which 
has jurisdiction over the Cherokee 
National Forest, and the Federal 
Highway Administration, which 
provides Federal aid funds for upkeep of 
the road paralleling the lower section of 
Citico Creek below the critical habitat, 
have stated that they have no existing or 
proposed projects that would 
significantly impact Citico Creek. 

Federal activities that could impact 
the species and its habitat in the future 
include, but are not limited to. the 
following: Issuance of permits for 
mineral exploration, timber sales, 
recreational development, stream 
alterations, road and bridge construction 
and maintenance, and implementation 
of forest management plans. It has been 
the experience of the Service that the 
large majority of Section 7 consultations 
are resolved so that the species is 
protected and the project can continue. 


The Act and its implementing 
regulations found at 50 CFR 17.21 set 
forth a series of general prohibitions and 
exceptions that apply to all endangered 
fish and wildlife. These prohibitions, in 
part, would make it illegal for any 
person subject to the jurisdiction of the 
United States to take, import or export, 
ship in interstate commerce in the 
course of a commercial activity, or sell 
or offer for sale in interstate or foreign 
commerce any listed species. It also 
would be illegal to possess, sell, deliver, 
carry, transport, or ship any such ^ 
wilcflife which was illegally taken. 
Certain exceptions would apply to 
agents of the Service and State 
conservation agencies. 

Permits may be issued to carry out 
otherwise prohibited activities involving 
endangered animal species under 
certain circumstances. Applicable 
regulations governing permits are at 50 
CFR 17.22. Such permits are available 
for scientific purposes, to enhance the 
propagation or survival of the species, 
and/or for incidental take in connection 
with otherwise lawful activities. 

National Environmental Policy Act 

The Fish and Widlife Service has 
determined that an Environmental 
Assessment, as defined under authority 
of the National Environmental Policy 
Act of 1969, need not be prepared in 
connection with regulations adopted 
pursuant to Section 4(a) of the 
Endangered Species Act of 1973. as 
amended. A notice outlining the 
Seriice’s reasons for this determination 
was published in the Federal Register on 
October 25.1983 (48 FR 49244). 

Regulatory Flexibility Act and Executive 
Order 12291 

The Department of the Interior has 
determined that designation of critical 
habitat for this species will not 
constitute a major rule under Executive 
Order 12291 and certifies that this 
designation will not have a significant 
economic fmpact on a substantial 
number of small entities under the 
Regulatory Flexibility Act (5 U.S.C. 
Section 601 et seq\ TTie entire critical 
habitat area is owned and administered 
by the Forest Service. Present and 
planned uses of the critical habitat area 
and the watershed above it are 
compatible with the critical habitat 
designation. No activities having 
Federal involvement are presently 
known that would affect or be affected 
by the designation. Consequently, no 
significant economic or other impacts 
are expected to result from the 
designation of critical habitat for the 
smoky madtom. No direct costs. 
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enforcement costs, or record-keeping 
requirements are imposed on small 
entities by the designation. Further, the 
rule contains no information collection 
or recordkeeping requirements as 
defined by the Paperwork Reduction Act 
of 1980. These determinations are based 
on a Determination of Effects that is 
available at the U.S. Fish and Wildlife 
Service. Office of Endangered Species, 
1000 N. Glebe Road, Arlington. Virginia. 
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List of Subjects in 50 CFR Part 17 

Endangered and threatened wildlife. 
Fish, Marine mammals. Plants 
[agriculture). 


Proposed Regulations Promulgation 

PART 17—(AMENDED] 

Accordingly, Part 17. Subchapter B of 
Chapter I, Title 50 of the Code of Federal 
Regulations, is amended as set forth 
below: 

1. The authority citation for Part 17 
reads as follows: 

Authority: Pub. L. 93-205. 87 Stat. 884: Pub. 
L. 94-359, 90 Slat. 911; Pub. L 95-632, 92 Stat. 
3751; Pub. L 96-159, 93 Slat. 1225: Pub. L. 97- 
304, 96 Stat. 1411 (16 U.S.C. 1531 et seq.], 

2. Amend § 17.11(h) by adding the 
following, in alphabetical order, under 
fish to the List of Endangered and 
Threatened Wildlife: 

§ 17.11 Endangered and threatened 
wildlife. 

* • * • • 

(h)* • • 


_Spedet 

Common nome Sd«n(riSc name 


Mistortc range 


Vertebrate populaik>n where 
endar>gered or threeteried 


Status When Hated 


Critical 

habitat 


Special rules 


FISHES 

Scnoicy_ 


Notuna 


. USA (TN)~___ Entire.. 



163 17.SS(e} NA. 


3. Amend § 17.95(e) by adding critical 
habitat for the smoky madtom as 
follows: 


117.95 Critical habitat—fish and wildlife. 

(e) Fishes, 


Smoky madtom (Noturus baileyi) 

Tennessee, Monroe County. Citico Creek, 
Cherokee National Forest. Citico Creek from 
the Cherokee National Forest boundary at 
opper Citico Bridge on Mountain Settlement 
Road (approximately creek mile 4,3) 
opstream to the confluence of Citico Creek 
*ith Barkcamp Branch (approximately creek 
Bule 10.8). 

Constituent elements of the critical habitat 
^lude the present good water quality in 
Citico Creek and run/pool areas with 
i^laliyely silt-free pea-size gravel substrate 
wntaining scattered large flat tocks for 
‘^ding habitat. The species utilizes palm- 
rocks for cover and relatively silt- ^ 
riffle areas during other times of the ^ 
year. The area designated as critical habitat 
P^vides the smoky madtom with all of the 
constituent elements for 
®®**q>letion of its life cycle. 


Dated: October 10.1984. 

®Ray Arnett, 

Secretary for Fish and Wildlife and 



(FR Doc. fl4-Z8264 Filed 10-25-64:6:45 am] 
8ILUNO CODE 4310-SS-M 
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Friday. October 26. 1984 


This section of the FEDERAL REGISTER 
contains notices to the public of the 
proposed issuance of rules and 
regulations. The purpose of these notices 
is to give interested persons an 
opportunity to participate in the rule 
making prior to the adoption of the final 
rules. 


NUCLEAR REGULATORY 
COMMISSION 

10 CFR Part 7 
[Docket No. PRM-7-2] 

John L. Nantz; Filing of Petition for 
Rulemaking 

agency: Nuclear Regulatory 
Commission. 

action: Notice of receipt of petition for 
rulemaking from John L Nantz. 

summary: The Commission is publishing 
for public comment this notice of receipt 
of a petition for rulemaking which was 
filed with the Commission by John L. 
Nantz. The petition was docketed by the 
Commission on July 25,1984, and has 
been assigned Docket No. PRM-7-2. The 
petitioner requests that the Commission 
amend its regulations to establish a 
formal procedure to allow interested 
persons to petition the Commission to 
reconsider the decisions of the 
Commission or its delegates regarding 
closure of advisory committee meetings 
or portions of those meetings. 
date: Comment period expires 
December 26,1984. Comments received 
after this date will be considered if it is 
practicable to do so, but assurance of 
consideration cannot be given except as 
to comments received on or before this 
date. 

ADDRESSES: A copy of the petition for 
rulemaking is available for public 
inspection and copying at the 
Commission's Public Document Room, 
1717 H Street NW. Washington, DC 
20555. 

All persons who desire to submit 
written comments concerning the 
petition for rulemaking should send their 
comments to the Secretary of the 
Commission, U.S. Nuclear Regulatory 
Commission, Washington, DC 20555, 
Attention: Docketing and Service 
Branch. 


FOR FURTHER INFORMATION CONTACT: 

John Philips, Chief. Rules and 
Procedures Branch, Division of Rules 
and Records, Office of Administration, 
U.S. Nuclear Regulatory Commission. 
Washington, DC 20555, Telephone: 301- 
492-7086. 

SUPPLEMENTARY INFORMATION: 

I. Background 

The petitioner states that the Federal 
Advisory Committee Act (the Act) 
mandates that all advisory committee 
meetings shall be open to the Public (5 
U.S.C. App. I, § 10(a)(1)). This general 
requirement of open deliberations is 
subject only to the limited exceptions 
contained in the Government in the 
Sunshine Act (5 U.S.C. 552b(c)), which 
were made applicable to the Act through 
a 1976 amendment. Further, when 
discussions fall within the scope of an 
exemption, closing the meeting to the 
public is not mandatory but only 
permissive. This was Congress's 
intention to create a presumption in 
favor of openness so that the burden of 
proof was placed on the agencies 
covered to sustain their decisions to 
close meetings to public observation. 

The petitioner states that the Act 
mandates that either the President or the 
head of the agency to which the 
advisory committee reports should 
determine when meetings or portions 
thereof may justifiably be closed to the 
public (5 U.S.C. App. 1 § 10(d)). The Act 
contains no specific authorization for 
delegation of this responsibility. The Act 
does, however, specifically authorize the 
delegation of certain responsibilities 
under the Act, including Freedom of 
Information Act determinations, to a 
designated Federal Advisory Committee 
Management Officer (5 U.S.C. App. I, 

§ 8(b)). At least arguably, this tends to 
indicate that Congress did not intend 
that advisory committee meeting closure 
decisions should be delegable. 

n. NRC Practice 

The petitioner states that at the 
present time, the Commission has 
delegated the responsibility for making 
closed meeting determinations to the 
Assistant Secretary (NRC Manual 
Chapter 0105-033{b)). The current 
Advisory Committee Management 
Officer has advised the petitioner that 
the authority for this delegation derives 
for 5 U.S.C. App. I, § 8 and 10 CFR 7.5. 


However, neither of these provisions 
specifically refers to the authority to 
make closure determinations and the 
language of the manual provision in 
question and 10 CFR 7.9(d) appear to ihe 
petitioner to be limited solely to initial 
closure decisions. Neither makes any 
mention of authority to rule on petitions 
for reconsideration. 

The present practice regarding 
advisory committee closure contains 
none of the safeguards to ensure 
adequate consideration of the public 
interest which exist pertaining to the 
Commission's own meetings. The 
Commission, according to the petitioner, 
rejected proposals to adopt a formal 
twO'Step meeting closure procedure in 
reliance on the awareness of the 
Commissioners and their advisors of 
countervailing public interest concerns. 
The petitioner further slates that the 
present lack of involvement on the part 
of the Commissioners themselves 
regarding advisory committee closure 
determinations increases the possibility 
that the public interest in open 
deliberations will not receive adequate 
consideration. 

The petitioner asserts that the 
Commission, as the collegial body 
heading the NRC, should retain the 
ultimate responsibility for reviewing the 
decisions of its delegate. The clear 
Import of the Act, maintains the 
petitioner, mandates that the 
Commission should exercise the 
authority to review the closure decisions 
of its delegate when they are challenged 
The petitioner states that providing for 
review of the delegate's determinations 
by the General Counsel is not sufficient 
to discharge the statutory responsibility 
imposed on the Commissioners 
themselves. 

III. Proposed Amendment of 10 CFR 7.9 

In order to establish a procedure for 
seeking reconsideration of decisions to 
close advisory committee meetings, in 
whole or in part, to public observation 
and participation, the petitioner 
recommends the following amendments 
to the regulations. 

1. Present paragraph (e) of 10 CFR 7.9 
would be redesignated as paragraph (g)« 

2. New paragraph (e) and (f) would be 
added to 10 CFR 7.9 to read as follows: 

(e) Any person may petition the 
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Commission to reconsider its action 
under § 7.9(c) or the action of its 
delegate under § 7.9(d) by filing a 
petition for reconsideration with the 
Commission within seven days after the 
date of public announcement of such 
action and before the meeting in 
question is held. 

(f) A petition for reconsideration filed 
pursuant to paragraph (e) of this section 
shall state specifically the grounds on 
which the action of the Commission or 
its delegate is claimed to be erroneous, 
and shall set forth, if appropriate, the 
public interest in the opening of the 
meeting. The filing of such a petition 
shall not act to stay the effectiveness of 
the action of the Commission or its 
delegate or to postpone or delay the 
meeting in question unless the 
Commission orders otherwise. 

The petitioner points out that the 
proposed new paragraphs (e) and (f) 
establish a clear procedure for 
reconsideration of advisory committee 
meeting closure decisions similar to that 
available for review of decisions to 
dose Commission meetings pursuant to 
10 CFR 9.106 (b) and (c). With several 
exceptions, the language of the proposed 
amendments is identical to that 
employed in S 9.106. 

In proposed new paragraph (e), the 
petitioner has also specified that a 
petition for reconsideration may be filed 
within seven days of public 
announcement of the closure decision. 

The petitioner believes that allowing at 
least seven days after the public 
announcement rather than the date of 
the decision itself, as is the case with 10 
CFR 9.106(b), is required because Part 7 
contains no provision comparable to 
i 9.105(b) requiring prompt public 
notification of the closure decision. 

The petitioner believes that the 
proposed amendments will adequately 
address the concerns raised in his 
petition without unduly burdening the 
Commission- Moreover, the petitioner 
concludes that providing an established 
niechanism to invoke Commission 
review of advisory committee closure 
determinations should enhance the 
probability that the Commission's 
delegate will give adequate attention to 
die public interest in open deliberations 
ivhen making his decisions. 

Dated at Washington. DC this 23 rd day of ► 
October 1984 . 

For the Nuclear Regulatory Commission. 

|. Chilk, 

^retaryofihe Commission, 

I^Doc. S4-2832S Filed 10-2^-84; 8:45 ami 
•UlMQ CODE 7590-01-M 


DEPARTMENT OF THE INTERIOR 

Office of Surface Mining Reclamation 
and Enforcement 

30 CFR Part 926 

Proposed Modifications to the 
Montana Permanent Regulatory 
Program 

AGENCY: Office of Surface Mining 
Reclamation and Enforcement (OSM), 
Interior. 

ACTION: Reopening of public comment 
period. 

SUMMARY: OSM is reopening the period 
for review and comment on material 
submitted by the Montana Department 
of State Lands (DSL), that clarifies 
modified portions of the Montana 
permanent regulatory program. In the 
February 6,1984 Federal Register, OSM 
announced a public comment period and 
procedure for requesting a public 
hearing on the substantive adequacy of 
proposed amendments to the Montana 
permanent regulatory program under the 
Surface Mining Control and Reclamation 
Act of 1977 (SMCRA) submitted by 
Montana on January 3.1984. The 
clarifying material submitted by 
Montana consists of a letter and two 
forms that, among other things, address 
the assessment and waiver of civil 
penalties under the Montana Strip and 
Underground Mine Reclamation Act. 
OSM is reopening the comment period 
to allow the public an opportunity to 
comment on the material submitted by 
Montana. 

date: Written comments not received 
on or before 4:00 p.m. on November 12, 
1984 will not necessarily be considered. 
ADDRESSES: Written comments should 
be mailed or hand delivered to William 
R. Thomas, Field Office Director, Casper 
Field Office, Office of Surface Mining. 
Freden Building, 935 Pendell Boulevard, 
Mills, Wyoming 82644. 

Copies of the revised material 
submitted by Montana and other 
relevant documents are available for 
review at the OSM offices and office of 
the Stale regulatory authority listed 
below. Monday through Friday, 8:00 a.m. 
to 4:00 p.m.. excluding holidays. 

Office of Surface Mining Reclamation 
and Enforcement, Administrative 
Record. Room 51241100 "L" Street. 
NW., Washington, D.C. 20240 
Office of Surface Mining Reclamation 
and Enforcement. Freden Building, 935 
Pendell Boulevard, Mills. Wyoming 
82644 

Montana Department of Stale Lands, 
Reclamation Division. Capitol Station, 
Helena, Montana 59620. 


FOR FURTHER INFORMATION CONTACT: 

William R, Thomas, Field Office 
Director. Office of Surface Mining. 
Freden Building. 935 Pendell Boulevard. 
Mills, Wyoming 82644; Telephone: (307) 
328-5830. 

SUPPLEMENTARY INFORMATION; The 

general background on the permanent 
regulatory program, the State program 
approval process, the Montana program 
and conditional approval can be found 
in the Secretary's Findings and 
conditional approval published in the 
April 1,1980 Federal Register (45 FR 
21560) and the February 11,1982 Federal 
Register (47 FR 6266). 

On January 3.1984, Montana 
submitted to OSM a program 
amendment that, among other things, 
addressed civil penalties. The proposed 
amendment consists of proposed 
regulations governing procedures for the 
assessment and waiver of civil 
penalties; implementation of a point 
system for civil penalties and waivers; 
issuance of notice of non-compliance 
and cessation orders; informal hearings; 
operator's inability to comply with a 
notice of compliance or cessation order, 
and continuation of health and safety 
activities during the period an order is in 
effect. The February 6,1984 Federal 
Register announced receipt of the 
modifications by OSM as well as a 
public comment period (49 FR 4385). In 
that same notice, OSM announced that a 
public hearing would be held only if 
requested. No requests were received 
and no hearing was held. The State of 
Montana, however, on February 2,1984, 
conducted a public hearing to receive 
comments on the adequacy of 
Montana's proposed regulations. As a 
result of comments received at the 
hearing, the State, on March 6,1984, 
submitted to OSM revised proposed 
regulations addressing civil penalties. 
Copies of the revised material are 
available in the OSM Administrative 
Record. OSM announced receipt of the 
revisions in the March 22,1984 Federal 
Register and reopened the comment 
period in order to allow the public an 
opportunity to review and comment on 
the revised material submitted to OSM 
by the State on March 6,1984 (49 FR 
10675). The comment period closed April 
23,1984. The Montana Department of 
State Lands (DSL) published final rules 
relating to civil penalties on March 31, 
1984 and submitted a copy to OSM on 
April 2,1984. A review by OSM 
indicated that the DSL made minor 
revisions to the rules prior to publication 
in the Montana Administrative Record. 
Therefore, on May 7.1984, OSM 
reopened the public comment period to 
allow the public an opportunity to 
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review and comment on the revised 
material submitted by Montana (49 FR 
19340). A review by OSM identified 
minor deficiencies in the Montana 
submission. The State was notified iuly 
25,1984, of OSM's concern and 
subsequently provided clarifying 
material to OSM on September 20.1984. 
OSM is announcing receipt of the 
material submitted by Montana and 
reopening the comment period to all the 
public an opportunity to comment on it 

Specifically, OSM is seeking comment 
on whether the clarifying material 
pertaining to civil penalties submitted 
by Montana on September 20,1984, 
satisfies the criteria for approval of 
State program amendments at 30 CFR 
732.15 and 732.17. Upon request to 
OSM’s Field Office Director, each 
person may receive, free of charge, one 
single copy of the revised material 

Authority: Pub. L. 95-87. Surface Mining 
Control and Reclamation Act of 1977 (30 
U.S.C \2Q\etseq,\ 

Dated: October 18,1984. 

William B. Schmidt. 

Assistant Director, Program Operations and 
inspection. 

(FR Ddc. 84-28344 Pil«l 10-28-84:8346 «ib| 
mUJHQ CODE 4310-0S4I 


ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 52 
(A-5-FRL 2704*3] 

Approval and Promulgation of 
Implementation Plans; Illinois 

agency: Environmental Protection 
Agency (USEPA). 

action: Proposed rule; extension of the 
public comment period. 

summary: On August 15.1984. (49 FR 
32601). USEPA proposed action on 
revisions to the draft Illinois 1982 ozone 
and carbon monoxide SIP. On October 
2.1982. the public comment period was 
extended until October 13.1984. The 
State of niinois has requested a further 
extension of the public comment period 
to allow a reasonable opporhmity to 
comment on unresolved issues identified 
in the supplemental proposed 
rulemaking. Therefore, the public 
comment period is extended until 
November 12.1984. 

date: Comments must be received on or 
before November IZ 1984. 

ADDRESSES: Comments should be 
submitted to: Gary V. Gulezian, Chief. 
Regulatory Analysis Section. Air and 
Radiation Branch. Region V, U.S. 
Environmental Protection Agency (5AR- 


28), 230 South Dearborn Street. Chicago, 
Illinois 60604. 

FOR FURTHER INFORMATION CONTACT. 

Randolph O. Cano. (312) 886-6035. 

Dated: October 18.1984. 

Valdas V. Adamkus. 

Regional Administrator. 

[FR Doc. 84-28293 Filed 10-26-84; 8:43 am} 

BILUNQ CODE 6660-90-M 


40 CFR Part 52 

IA-5-FRL-2704-4J 

Approval and Promulgation of 
Implementation Plans; Ohio and 
Kentucky 

agency: Environmental Protection 
Agency. 

action: Notice announcing extension of 
public comment period. 

summary: On July 25.1984 (49 FR 
29973), EPA proposed to disapprove the 
Ohio and Kentucky ozone attainment 
plans for the Cleveland and Cincinnati 
urban areas. A 30-day comment period 
was provided. In response to several 
requests, EPA agreed on August 27,1984 
(49 FR 33902), to extend the comment 
period by 30 days, to September 24, 

1984. 

Subsequently, EPA received a request 
for an additional SO-day extension ^ the 
comment period. The reason given for 
this request was to allow for a survey of 
the impact of EPA’s proposed action on 
small entities, as described in the 
Regulatory Flexibility Act. In its July 25, 
1984, proposal EPA stated its belief that 
such impact would be small, but 
acknowledged the difficulty of obtaining 
reliable information of this nature. 
Because this information would not 
otherwise be readily available to EPA, 
the Agency agrees to extend the 
comment period to October 24,1984, for 
the purpose of receiving comments on 
the impact of EPA’s proposed action on 
small entities. EPA believes the 60-day 
comment period ending September 24, 
1984, provided adequate opportunity for 
comment on other aspects of the 
proposed rule, and is therefore not 
extending the comment period as it 
relates to other aspects of the rule. 
date: Comments on the impact of the 
proposed rule on small entities must be 
received by October 24,1964. Comments 
on other aspects of the rule must be 
received on or before September 24. 
1984. 

ADDRESS: Comments should be sent to: 
Cary Gulezian, Chief. Regulatory 
Analysis Section. Air and Radiation 
Branch, U.S. Environmental Protection 


Agency, Region V. 230 South Dearborn 
Street, Chicago, H 60604. 

FOR FURTHER INFORMATION CONTACT: 
Thomas Lyttle. EPA Region IV. 404/881- 
2864. 

Dated: October 15,1984. 

John A. Little, 

Acting Regional Administrator. 

[FR Doc. 84-28206 FUed 10-23-64:6:43 ami 
BILUNG CODE 656e-5a-M 


40 CFR Part 271 
|WH-3*fRL-270S-8] 

Maryland; Final Authorization of State 
Hazardous Waste Management 
Program 

AGENCY: Environmental Protection 
Agency. 

action: Notice of Tentative 
, Determination on Maryland’s 
Application for Final Authorization. 
PuWc Hearing, and Public Comment 
Period. 

summary: The State of Maryland has 
applied for Final Authorization under 
the Resource Conservation and 
Recovery Act (RCRA). EPA has 
reviewed Maryland’s application and 
found that the State needs to provide 
additional information and assurances 
before Final Authorization can be 
granted. Maryland has agreed to provide 
both the assurances and the information 
to EPA’t satisfaction prior to the public 
hearing on the application. Thus. EPA 
tentatively intends to grant Final 
Authorization to the State to operate its 
program in lieu of the Federal program. 
Maryland’s application for Final 
Authorization is available for public 
review and comment, and a public 
hearing will be held to solicit comments 
on the tentative decision. In making its 
final decision, EPA will consider all 
public comments, both written and oral, 
on the tentative decision and the 
measures taken by the State to address 
the EPA concerns. 

date: a public hearing is scheduled for 
November 28,1984. Maryland will 
participate in the public hearing held by 
EPA on this subject. All written 
comments on Maryland’s Final 
Authorization application must be 
received by the close of business on 
November 28,1984. 

addresses: Copies of Maryland’s Final 
Authorization application are available 
during normal business hours at the 
following addresses for inspection and 
copying: 

Maryland Department of Health and 
Mental Hygiene, Waste Management 
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Adminiatration. 2nd Floor, O’Connor 
Building, 201 West Preston Street, 
Baltimore, Maryland 21201. (Contact: 
Bernard Eigham, Phone: 301/383-5740) 
Office of Environmental Programs, 
Failinger Complex, Route 8 and Naves 
Crossroad. Cumberland. Maryland 
21502. (Contact: Robert Creter, Phone: 
301/777-2370) 

Waste Management Administration, 
Centreville Multi-Service Center, 120 
Broadway, Centreville, Maryland 
21617. (Contact: John Chlada, Phone: 
301/758-2221) 

EPA Headquarters Library, 401 M Street. 
SW., Washington, DC 20460, (202/382- 
5926) 

U.S. EPA, Region III, Library, 2nd Floor, 
6th and Walnut Streets, Philadelphia, 
Pennsylvania 19106. (Contact: Diane 
McCreary, Phone: 215/597-0580). 
Written comments on the Maryland 
application must be sent to: John J. 
Humphries, Program Manager, State 
Pro^ams Section (3HW31). U.S. EPA 
Region III, 6th and Walnut Streets, 
Philadelphia, Pennsylvania 19106, (215) 
597-2863. 

EPA will hold a public hearing on 
Maryland’s application for Final 
Authorization on Wednesday, 

November 28.1984 at 7:30 p.m. in the Ist 
Floor Auditorium, State Office Complex, 
300 West Preston Street, Baltimore, 
Maryland. 

FOR FURTHER INFORMATION CONTACT. 

John J. Humphries, Program Manager, 
State Programs Section (3HW31), U.S. 
EPA Region III, 6th and Walnut Streets. 
Philadelphia, Pennsylvania 19106, (215) 
597-2863. 

SUPPLEMENTARY INFORMATION: 

A. Background 

Section 3006 of the Resource 
Conservation and Recovery Act (RCRA) 
allows EPA to authorize State 
hazardous waste programs to operate in 
lieu of the Federal hazardous waste 
program. Two types of authorizations 
may be granted. The first type, known 
as “Interim Authorization”, is a 
temporary authorization which is 
granted if EPA determines that the State 
program is “substantially equivalent” to 
the Federal program (Section 3006(c), 42 
U.S.C. 6226(c)). EPA’s implementing 
regulations at 40 CFR 271.121 through 
271.137 established a phased approach 
to Interim Authorization: Phase I, 
wvering the EPA regulations in 40 CFR 
Parts 260 through 263, and 285 (universe 
of hazardous wastes, generator 
standards, transporter standards, and 
standards for interim status facilities), 
mid Phase II, covering the EPA 
regulations in 40 CFR Parts 124, 264, and 
^0 (procedures and standards for 


permitting hazardous waste 
management facilities). 

Phase II, in turn, has three 
components. Phase II A covers general 
permitting procedures and technical 
standards for containers and tanks. 
Phase IIB covers permitting of 
incinerator facilities, and Phase II C 
addresses permitting of landfills, surface 
impoundments, waste piles, and land 
treatment facilities. By statute, all 
Interim Authorizations expire on 
January 26.1985, unless Congress 
extends the date. Responsibility for the 
hazardous waste program returns 
(reverts) to EPA on that date if the State 
has not received Final Authorization, as 
described below. 

The second type of authorization is 
“Final Authorization” that is granted by 
EPA if the Agency finds that die Slate 
program is (1) “equivalent” to the 
Federal program, (2) consistent with the 
Federal program and other State 
programs, and (3) provides for adequate 
enforcement (Section 3006(b). 42 U.S.C. 
6226(b)). States need not have obtained 
Interim Authorization in order to qualify 
for Final Authorization. EPA regulations 
for Final Authorization appear at 40 CFR 
271.1 through 271.23. 

B. Maryland 

The State of Maryland received 
Interim Authorization for Phase I on July 
8,1981, Interim Authorization for Phase 
U, Component A, on November 23,1983 
and Interim Authorization for Phase II. 
Components B and C on July 9,1984. On 
January 30,1984, the State submitted a 
draft application for Final Authorization 
to EPA. Prior to submission of the 
State’s official application to EPA on 
June 29.1984, Maryland solicited public 
comments and held a public hearing on 
April 26,1984. The State did not receive 
any written or oral comments. EPA’s 
comments on the official application 
were forwarded by a letter dated August 
17,1984 from Mr. Anthony J. Donatoni. 
Chief, State l^ograms Section to Mr. 
Ronald Nelson, Director, Maryland 
Waste Management Administration. 

That letter is a matter of public record. 

In brief, EPA is requesting the State to 
provide the following: 

1. A discussion in the Program 
Description regarding the State’s use of 
a permit application form. Also, a model 
permit should be substituted for a 
specific facility permit in the Program 
Description appendices. 

2. A clear statement in the Program 
Description that the staff positions 
identified are committed to the RCRA 
hazardous waste program only and do 
not perform hazardous waste work in 
other program areas like Superfund. 


3. The State’s permit call-in strategy 
needs further discussion in the Program 
Description. 

4. A discussion in the Program 
Description to clarify two regulatory 
issues; (1) what State standards are 
imposed on “non-regulated units” which 
must maintain a groundwater 
monitoring program and (2) that the 
Department of Health and Mental 
Hygiene is the sole State agency with 
authority over the construction and 
operation of RCRA facilities. 

5. A regulatory errata published in the 
Maryland Register before EPA’s public 
hearing, addressing 15 regulatory 
discrepancies between the EPA and 
Stale program regulations. 

The State of Maryland has agreed to 
satisfactorily address EPA’s comments. 
The application contains amendments to 
the Program Description and a 
regulatory errata will be published by 
the State before EPA’s public hearing. 

Thus, EPA tentatively intends to grant 
Final Autliorization to Maryland to 
operate its program in lieu of the Federal 
Program. Copies of Maryland’s 
application are available for inspection 
and copying at the locations indicated in 
the ADDRESSES section of this notice. 

In making its final decision. EPA will 
consider all public comments on its 
tentative determination and the 
measures taken by the State to address 
EPA’s concerns. Issues raised by those 
comments may be the basis for a 
decision to deny Final Authorization to 
Maryland. EPA’s final decision whether 
to approve the State’s program will be 
based, in part, on Maryland’s ability to 
maintain the current level of 
performance and fulfilling the 
commitments included in the 
Memorandum of Agreement. EPA 
expects to make a final decision on 
whether or not to approve Maryland’s 
program by January 11.1985. and will 
give notice of it in the Federal Register. 
The notice will include a summary of the 
reasons for the final determination and 
a response to all major comments. 

However, this schedule will change if 
amendments made to Maryland’s 
application are substantial or if they 
differ significantly from the above 
arrangements. Provisions of 40 CFR 
271.20(b) require the State to provide for 
additional public comment if the 
proposed State program is substantially 
modified after the Stale comment period 
ends. Additionally, 40 CFR 271.5(c) 
provides that if the State’s application 
materially changes during EPA’s review 
period, the statutory review period 
begins again upon receipt of the revised 
submission. The State and EPA may 
also extend the review period by 










43074 


Federal Register / Vol. 49, No. 209 / Friday. October 26. 1984 / Proposed Rules 


agreement (see 40 CFR 271.5(d)). EPA 
will give notice of its final decisfon or of 
a change in schedule in the Federal 
Register by January 11,1985. 

Regulatory Flexibility Act 

Pursuant to the provisions of 5 U.S.C. 
605(b), I hereby certify that this 
authorization will not have significant 
economic impact on a substantial 
number of small entities. The 
authorization suspends the applicability 
of certain Federal regulations in favor of 
the State program, thereby eliminating 
duplicative requirements for handlers of 
hazardous waste in the State. This rule, 
therefore, does not require a regulatory 
flexibility analysis.. 

Executive Order 12291 

The Office of Management and Budget 
(OMB) has exempted this rule from the 
requirements of l^ecutive Order 12291, 
Section 3. 

List of Subjects in 40 CFR Part 271 

Hazardous materials, Indian lands. 
Reporting and record keeping 
requirements. Waste treatment and 
disposal. Water pollution control. Water 
supply. Intergovernmental relations. 
Penalties. Confidential business 
information. 

(Secs. 2002(a). 300a and 7004(b), Solid Waste 
Disposal Act as amended by Resource 
Conservation and Recovery Act of 1976. as 
amended, 42 U.S.C. 6912(a). 6928, and 6974(b|, 
EPA Delegation 6-7) 

Dated; September 28.1984. 

Thomas P. Eichler, 

Regional A dministrator. 

iFR Doc. 64-28289 Plied ia-2S-«4:8'4S am} 

BILUNQ CODE 6560-50-M 


FEDERAL EMERGENCY 
MANAGEMENT AGENCY 

44 CFR Part 67 
[Docket No. 6625] 

Proposed Rood Elevation 
Determinations; Alabama et al. 

Correction 

In FR Doc. 64-27112 beginning on page 
40901 in the issue of Thursday, October 
18.1984, make the follo%ving correction: 

On page 40905. in the second entry for 
“Alabama**, second column, insert “of 
Mobile County” after “Unincorporated 
Areas*’. 

BtLUNQ COO€ 1606-01-M 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Office of the Secretary 

45 CFR Part 90 

Nondiscrimination on the Basis of Age 
in Programs or Activities Receiving 
Federal Financial Assistance; 

Evaluation of Final Rules 

agency; HHS. 

action: Opportunity for public comment 
on effectiveness of final rules. 

summary: This notice solicits public 
comments on the effectiveness of the 
general regulations implementing the 
Age Discrimination Act of 1975, as 
amended. These rules are at 45 CFR Part 
90. The purpose of the public comment 
period is to help the Department conduct 
an evaluation of the general regulations. 
date: Comments should be submitted 
by December 26,1984. 
address: Comments should be 
submitted to Office for Civil Rights. 
Department of Health and Human 
Services. 330 Independence Ave., SW.. 
Room 5400. Washington. D.C. 20201. 

FOR FURTHER INFORMATION CONTACT: 
Kathleen O’Brien at the above address, 
telephone 245-6700 ('TTY No. 202-472- 
2916). 

SUPPLEMENTARY INFORMATION: 

A. Background 

7. Issuance of General Rules 

In November Df 1975, Congress 
enacted the Age Discrimination Act 
prohibiting, subject to several 
exceptions, discrimination on the basis 
of age in programs or activities receiving 
Federal financial assistance. In October 
of 1978. following a study and report by 
the United States Commission on Civil 
Rights (required by the original Act), 
Congress enacted several amendments 
to the Act. 

The Age Discrimination Act, as 
amended, provides that “no person in 
the United States shall, on the basis of 
age. be excluded from participation in, 
be denied the benefits of, or be subject 
to discrimination under, any pro^am or 
activity receiving Federal financial 
assistance.** The Act specified 
exceptions for; (1) Any program or 
activity established under the authority 
of any law which provided benefits or 
assistance or describes beneficiaries in 
age-related terms; (2) actions which 
reasonably take into account age as a 
factor necessary to the normal operation 
of the program or activity; (3) actions 
which reasonably take age into account 
as a factor necessary to the achievement 


of any statutory objective of the 
program or activity: and (4) any age 
distinction based upon reasonable 
factors other than age. 

The Act also directed the Secretary of 
Health, Education and Welfare to issue 
general regulations, to be effective not 
earlier than July 1,1979, to implement 
the Act. Thereafter, the Act required 
each department qr agency which 
extends Federal financial assistance to 
programs or activities covered by the 
Act to issue agency-specific regulations, 
which must be consistent with the 
general regulations and be approved by 
the Secretary of HEW (now HHS). 

On June 12,1979. HEW issued final 
general regulations. In its most 
important provisions, the regulations sel 
forth specific rules against age 
discriminalion and for the application of 
the statutory exceptions. The specific 
rules against age discrimination prohibit 
any age distinction which has the 
purpose or effect of discriminating on 
the basis of age. The “any law’* 
exception was made applicable to any 
Federal, State or local statute or 
ordinance adopted by an elected, 
general purpose legislative body. The 
“normal operation** and “statutory 
objective** exceptions were made 
applicable where the recipient of 
Federal funds proves that: (a) Age is 
used to measure other characteristics; 
(b) the other characteristics must be 
measured; (3) age is a reasonable proxy 
for the other characteristics; and (d) it is 
impractical to measure directly the other 
characteristics. The exemption for 
reasonable factors other than age was 
made applicable where the recipient 
proves the factor bears a direct and 
substantial relationship to the normal 
operation of the program or the 
achievement of a statutory objective. 

The general regulations also provided 
that the Department would, after 30 
months, review the effectiveness of the 
general regulations, and would provide 
an opportunity for public comment as 
part of this review. 

Z Implementation Activities 

Although, as discussed below, 
issuance of agency-specific regulations 
has been delayed, there have been 
substantial implementation activities by 
federal agencies pursuant to the general 
regulations. For example, under 
S 90.43(c) of the general regulations, 
departments and agencies have 
established procedures to handle age 
discrimination complaints. This 
complaint process includes referral to 
the Federal Mediation and Conciliation^ 
Service for mediation efforts to resolve 
complaints. During fiscal years 1979 
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through 1983. 470 age discrimination 
complaints have been received and 
handled by federal agencies. The vast 
majority (429) of these complaints were 
to five agencies: The Department of 
Educatioa Housing and Urban 
Development. Health and Human 
Services. Agriculture, and the Civil 
Aeronautics Board. 

In addition to the handling of age 
discrimination complaints, a number of 
agencies have conducted compliance 
reviews of recipients. For example, in 
fiscal year 1983: HHS conducted 221 pre- 
grant reviews that included compliance 
with the Age Discrimination Act; the 
Small Business Administration 
conducted 831 post-award reviews; the 
Department of Interior conducted 102 
compliance reviews; and the Tennessee 
Valley Authority completed a program 
evaluation concerning the participation 
of the elderly in its Home Insulation 
Program. 

Other implementation activities 
include speciHc actions taken by a 
flumberof agencies to inform recipients 
of their obligations under the Age 
Discrimination Act and to train 
appropriate agency staffs in matters 
rdaling to ADA enforcement. 

3. Progress In the Issuance of Agency 
Regulations 

Delays have been encountered in 
completing the process of issuing agency 
regulations. These were principally 
associated with questions raised by the 
Office of Management and Budget about 
the requirement that each recipient 
employing 15 or more employees 
complete a written self-evaluation of its 
compliance with the Act. Litigation that 
followed resolution of the self- 
evaluation issue lengthened these 
delays. 

On December 28.1982, the HHS 
agency-specific regulation, which 
Included a revised self-evaluation 
requirement, approved by OMB, was 
published. At Uiis point however, 
litigation, Action Alliance of Senior 
Citizens of Greater Philadelphia v. 
Heckler. No. 83-0285 (D.D.C.. filed 
February 2,1983), was instituted which 
challenged the validity of the self- 
evaluation provision and two other 
procedural provisions of the HHS 
[^ulations. Because the outcome of this 
litigation could have affected the 
^visions of other agency regulations, 
nnal HHS clearance of those regulations 
was further delayed. 

On March 19,1984, the court 
dismissed those aspects of the litigation 
challenging provisions of the HHS 
r^ulations, and on June 27.1984, denied 
Inc plaintiffs’ motion for 
f^nsideration. Therefore, on July 13. 


1984, HHS advised the 17 agencies that 
had submitted rules to HHS for review 
that their regulations were approved 
(some of the approvals conditioned upon 
certain revisions being adopted). HHS 
also urged the nine agencies that have 
not yet submitted regulations [seven of 
which has issued proposed rules, but 
have not submitted their final rules) to 
expedite completion of their regulations. 
HHS anticipates substantial progress 
over the next several months toward the 
adoption of implementing regulations by 
an the enforcing agencies. 

B. Comments Solicited on Provisions of 
General Regulations 

The Department solicits public 
comments on provisions of the general 
regulations. The Department is 
interested in comments concerning the 
effectiveness of those provisions, 
suggestions for changes in the 
provisions of the regulations, and 
suggestions for administrative actions to 
increase the effectiveness of the 
compliance and enforcement activities. 
To facilitate the comment process, the 
following identifies issues, grouped 
under headings corresponding to the 
respective subparts of the general 
regulations, on which comments are 
particularly solicited: 

7. General 

Subpart A describes the basic 
purposes of the Age Discrimination Act 
and the general regulations, sets forth 
the Department’s interpretation of the 
statutory ’’any law” exception, and 
defines terms used in the rules. 
Comments are solicited on any of these 
issues. 

2, Standards for Determining 
Discriminatory Practices 

Subpart B sets forth the standards for 
determining discriminatory practices. 
Most importantly, it established a 
framework of strict scrutiny review of 
age distinctions in applying the “normal 
operation”, “statutory objective.” and 
•“reasonable factors other than age” 
statutory exceptions. Under this 
framework, age distinctions fall within 
the statutory exceptions only if the 
recipient proves that; (a) Age is used to 
measure other characteristics, (b) the 
other characteristics must be measured, 
(c) age is a reasonable proxy for the 
other characteristics; and (d) it is 
impractical to measure directly the other 
characteristics. Comments are solicited 
on these standards. 

3. Responsibilities of Federal Agencies 

Subpart C of the general regulations 
sets forth the responsibilities of Federal 
agencies which extend Federal financial 


assistance to programs and activities, 
included in the subpart is a requirejnent 
that such agency review the age 
distinctions it imposes on Its recipients 
by regulations, policies and 
administrative practices to determine 
whether those age distinctions are 
permissible. This subpart also requires 
that age distinctions not contained in 
regulations may not be continued. In 
addition to comments regarding the 
provisions of this subpart, the 
Department would welcome comments 
from the public giving examples of age 
distinctions contained in regulations, 
policies and administrative practices of 
agencies which are believed to be 
inconsistent with the requirements of 
the Act and the general regulations. 

4. Procedures 

Subpart D of the general regulations 
sets forth procedures concerning 
voluntar>» compliance efforts, notice to 
recipients regarding obligations under 
the Act, technical assistance to 
recipients, educational materials to 
recipients and beneficiaries under the 
Act, self-evaluations of recipient 
compliance, compliance reviews, 
information collection and reporting 
authorities, remedial and affirmative 
action, age distinctions that provide 
special benefitB to children or the 
elderly, exhaustion of administrative 
remedies, and other matters. 

In addition to comments regarding 
these provisions, the Department 
welcomes suggestions for administrative 
actions pursuant to these procedures to 
effectuate the purpose of the Act 
including examples of practices believed 
to be in violation of the Act of particular 
categories of recipients, to which 
enforcement procedures (such as 
compliance reviews, self-evaluations, 
and data collection) should be targeted. 
The Department also solicits comments 
on the effectiveness of the mediation 
process established in this subpart and 
on whether the “special benefits” 
provision adequately accomplishes the 
congressional intent that age 
distinctions reasonably providing 
special benefits to children or die 
elderly should not be disturbed. 

5. Review of Regulations 

Subpart E of the general regulation 
sets forth the requirement of ivhich this 
notice of opportunity for public 
comment is a part for a review of the 
effectiveness of the regulations. 
Comments on any matter contained in 
the general regulations and on any other 
matter related to the implementation 
and enforcement of the Age 
Discrimination Act of 1975 are welcome. 
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Dated: July IS, 1934. 

Betty Lou Dot&on, 

Director, Office of Civil Rights. 

Approved: October 22,1984. 

Margaret M. Heckler, 

Secretary, Department of Health and Human 
Services. 

[FR Doc. M-2KM9 Filed 10>2S-a4; 8:45 amj 
BILUNG CODE 41$(M>4-M 


DEPARTMENT OF THE INTERIOR 
Fish and Wildlife Service 
50 CFR Part 17 

Endangered and Threatened Wildlife 
and Plants; Public Hearing and 
Reopening of Comment Period on 
Proposed Endangered Status for 
Acanthomintha Obovata Duttonil (San 
Mateo Thornmint) and Public Hearing 
and Extension of Comment Period on 
Proposed Endangered Status and 
Critical Habitat for the Bay 
Checkerspot Butterfly (Euphydryas 
Editha Bayensis) 

agency: Fish and Wildlife Service, 
Interior. 

action: Proposed rules; notice of public 
hearing and reopening and extension of 
comment periods. 

summary: The U.S. Fish and Wildlife 
Service gives notice that a public 
hearing will be held on the proposed 
determination of endangered status for 
Acanthomintha Obovata Duttonii (San 
Mateo thornmint), and that in order to 
accommodate the hearing, the comment 
period on the proposal is reopened. The 
public hearing will also concern the 
proposed determination of endangered 
status and critical habitat for the bay 
checkerspot butterfly [Euphydryas 
Editha Bayensis), and that the comment 
period on the proposal is extended. The 
thornmint is found only in central San 
Mateo County near the town of 
Redwood City. California. The butterfly 
was historically known from the San 
Francisco Peninsula and outer Coast 
Range to the south and east of the 
peninsula. Of the 16 known colonies, 
only five remain. This hearing and the 
reopening and extension of the comment 
periods for these two species will allow 
comments on these proposals to be 
submitted from all interested parties. 
DATES: The comment period on both of 
the proposals is reopened and extended 
effective (October 26,1984). The public 
hearing will be held from 7 to 9 p.m., on 
Tuesday, November 13,1984, in San 
Mateo. California. The comment period 
for the San Mateo thornmint and the bay 
checkerspot proposals, which originally 


closed respectively on August 7,1984 
and November 13,1984, will now both 
close November 23,1984. 

ADDRESSES: The public hearing will be 
held at the Hillsdale Inn. Tudor Room, 
477 E. Hillsdale Boulevard, San Mateo, 
California. Written comments and 
materials should be sent to the Regional 
Director, U.S. Fish and Wildlife Service. 
Lloyd 500 Building, 500 NE. Multnomah 
Street, Suite 1692, Portland, Oregon 
97232. Comments and materials received 
will be available for public inspection 
during normal business hours, by 
appointment at the Regional 
Endangered Species Division at the 
above Regional OfHce address. 

FOR FURTHER INFORMATION CONTACT: 

For mformation on the public hearing, 
contact Mr. Gail Kobetich, Project 
Leader. U.S. Fish and Wildlife Service. 
Sacramento Endangered Species Office, 
2800 Cottage Way. Room E-1823, 
Sacramento, California 95825 (916/484- 
4935 or FTS 468-4935). 

SUPPLEMENTARY INFORMATION: 

Background 

The San Mateo thornmint is found 
only in central San Mateo County near 
the town of Redwood City. California. 
The plant is threatened by unauthorized 
and uncontrolled recreational activities 
such as disturbance by off-road vehicles 
and trampling by horses and people. A 
proposal of endangered status for the 
San Mateo thornmint was published in 
the Federal Register on June 18,1984 (49 
FR 24906). The bay checkerspot butterfly 
has suffered a reduction in number and 
range. Of 16 known colonies, five 
remain. Habitat alteration has resulted 
from highway and subdivision 
construction, overgrazing by livestock, 
and introduction of non-native plants. A 
proposal of endangered status and 
critical habitat for the butterfly was 
published in the Federal Register on 
September 11.1984 (49 FR 35665). 

Section 4(b)(5)(E) of the Endangered 
Species Act of 1973, as amended, 
requires that a public hearing be held, if 
requested within 45 days of the 
publication of a proposed rule. On July 
25.1984, a public hearing on the 
proposal for the San Mateo thornmint 
was requested by Mr. Paul M. Koenig, 
Department of Environmental Services, 
County of San Mateo. As a result of . 
discussions with the county, the Service 
has decided to hold a joint public 
hearing for the thornmint and the bay 
checkerspot butterfly. The Service has 
scheduled this hearing for November 13. 
1984, from 7 to 9 p.m., at the Hillsdale 
Inn. San Mateo, California (see 
Addresses above). Those parties 
wishing to make statements for the 


record should have available copies of 
their statements to be presented to the 
Service at the start of the hearing. Oral 
statements may be limited to 5 or 10 
minutes, if the number of parties present 
that evening necessitates some 
limitation. There are no limits to the 
length of wTitten comments presented at 
this hearing or mailed to the Service. 

The comment peirod on the San 
Mateo thornmint and bay checkerspot 
butterfly proposals originally closed on 
August 17,1984 and November 13,1984, 
respectively. In order to accommodate 
the hearing, the Service also reopens 
and extends these public comment 
periods. Written comments may now be 
submitted for both proposals until 
November 23.1984, to the Service office 
in the Addresses section. 

Author 

The primary author of this notice is 
Carolyn Bohan, U.S. Fish and Wildlife 
Service, Lloyd 500 Building, 500 N.E. 
Multnomah Street, Suite 1692, Portland. 
Oregon 97232 (503/231-6131). 

List of Subjects in 50 CFR Part 17 

Endangered and threatened wildlife, 
Fish, Marine mammals. Plants 
(agriculture). 

(Endangered Species Act of 1973 (16 U.S.C. 
1531 et seq.\ Pub. L 93-205. 87 Stat 884; Pub. 
L. 94-359, 90 Stat. 911; Pub. L 95-632, 92 Stat 
3751; Pub. L 96-159, 93 Stat. 1225; Pub. L 97- 
304, 96 Stat. 1411) 

Dated: October 17,1984. 
lames W. Teeter, 

Acting Regional Director. 

|FR Doc. M-2C355 Filed 10-25-S4:8:45 •m] 

BILUNQ CODE 43ie-55-M 


DEPARTMENT OF COMMERCE 

National Oceanic and Atmospheric 
Administration 

50 CFR Part 630 

Gulf of Mexico Fishery Management 
Council 

agency: National Marine Fisheries 
Service(NMFS). NOAA. Commerce. 
ACTION: Swordfish Fishery Management 
Plan; notice of a public hearing and 
req uest for comments. _ _ _ 

summary: The Gulf of Mexico Fishery 
Management Council, established by 
section 302 of the Magnuson Fishery 
Conservation and Management Act of 
1976 (Pub. L. 94-265). will hold a 
swordfish public hearing in conjunction 
with the upcoming Council meeting to 
allow for input on the changes to the 
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draft Swordfish Fishery Management 
Plan. 

dates: Written comments will be 
accepted until November 30,1984. Ibc 
bearing portion of the meeting will 
convene at 9:00 a.m. and will adjourn at 
approximately 9:30 a.m. on Wednesday, 
November 14 ,1984. 

addresses: Send comments to Wayne 
Swingle, Executive Director. Gulf of 
Mexico Fishery Management Council 


Lincoln Center, Suite 881, 5401 Kennedy 
Boulevard, Tampa, Florida 33609; or 
Jack Brawner, Regional Director, 
National Marine Fisheries Service, 
Southeast Region, 9450 Koger Boulevard 
St. Petersburg, Florida 33702. 

The hearing will take place at The 
Lincoln Hotel, Kennedy Square 
Boulevard. Tampa, Florida 44609. 

FOR FURTHER INFORMATION CONTACT: 
Wayne Swingle, Executive Director, 


Gulf of Mexico Fishery Management 
Council, 813-228-2815. 

Dated: October 23.1984. 

Joseph W. Angelovic, 

Deputy Assistant Administrator for Science 
and Techaology, National Marine Fisheries 
Seprice, 

(FU Ooc. M-WSiS Filed S:U an) 

BILUNO CODE 351^22-M 
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This section of the FEDERAL REGISTER 
contains documents other than rules or 
proposed rules that are applicable to ttie 
public. Notices of hearings and 
investigations, committee meetings, agency 
decisions and rulings, delegations of 
authority, filing of petitions and 
applications and agency statements of 
organization and functions are exanrples 
of documents appearing in this section. 


COMMISSION ON CIVIL RIGHTS 

Alaska Advisory Committee; Agenda 
and Notice of Public Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a meeting of the Alaska Advisory 
Committee to the Commission will 
convene at 1:00 p.m. and will end at 5:00 
p.m.. on November 19,1984, at the 
Federal Building, Room C-105, 701 C 
Street, Anchorage, Alaska 99513. The 
purpose of the meeting is to plan for 
future programs. 

Persons desiring additional 
information, or planning a presentation 
to the Committee, should contact the 
Northwestern Regional Office at (206) 
442-1246. 

The meeting will be conducted 
pursuant to the provisions of the Rules 
and Regulations of the Commission. 

Dated at Washington. D.C.. October 22. 
1984. 

John 1. Binkley, 

Advisory Committee Management Officer, 

(FR Doc. S4-28287 Filed 10-25^; 8:45 am] 

BILUNQ CODE 6335-01-M 


Delaware Advisory Committee; 

Agenda and Notice of Public 
Conference 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a conference of the Delaware 
Advisory Committee to the Commission 
will convene at 6:30 a.m. and will end at 
6:00 p.m., on November 19,1984, at the 
Radisson Hotel. Homkill Room, 700 King 
Street, Wilmington, Delaware 19801. The 
purpose of the conference is to identify 
civil rights issues of major importance in 
the State. 

Persons desiring additional 
information, or planning a presentation 
to the Committee, should contact the 


Mid-Atlantic Regional Office at (202) 
254-6670. 

The meeting will be conducted 
pursuant to the provisions of the Rules 
and Regulations of the Commission. 

Dated at Washington, D.C.. October 22, 
1964. 

|ohn I. Binkley, 

.advisory Committee Manogemant Officer. 

fFR Doc. 84-28286 Filed 10-2-4-8;: SMS ami 
BILUNQ CODE 633(M)1-M 


DEPARTMENT OF COMMERCE 
International Trade Administration 
(A-479-063] 

Animal Glue and Inedible Gelatin From 
Yugoslavia; Final Results of 
Administrative Review of Antidumping 
Finding 

agency: International Trade 
Administration/Import Administration. 
Department of Commerce. 
action: Notice of Final Results of 
Administrative Review of Antidumping 
Finding. 

summary: On July 9.1984, the 
Department of Commerce published the 
preliminary results of its administrative 
review of ^e antidumping finding on 
animal glue and inedible gelatin from 
Yugoslavia. The review covers the one 
known exporter of this merchandise to 
the United States and the period 
December 1,1982, through November 30. 
1983. There were no known shipments of 
this merchandise to the United States 
during the period and there are no 
known unliquidated entries 
We gave interested parties an 
opportunity to comment on the 
preliminary results. We received no 
comments. Based on our analysis, the 
final results of review are unchanged 
from those presented in the preliminary 
results. 

EFFECTIVE DATE: October 26,1984. 

FOR FURTHER INFORMATION CONTACT: 
Dennis U. Askey or Robert J. Marenick, 
Office of Compliance, International 
Trade Administration, U.S. Department 
of Commerce, Washington, D.C. 20230: 
telephone: (202) 377-2923/5255. 
SUPPLEMENTARY INFORMATION: 

Background 

On July 9,1984, the Department of 
Commerce (“the Department”) 


published in the Federal Register (49 FR 
27963) the preliminary results of its 
administrative review of the 
antidumping finding on animal glue and 
inedible gelatin from Yugoslavia (42 (FR 
641167, December 22,1977). The 
Department has now completed that 
administrative review. 

Scope of the Review 

Imports covered by the review are 
shipments of animal glue and inedible 
gelatin of which there are two principal 
types, hide glue and bone glue. Animal 
glue is an organic colloid of protein 
derivation. There is no significant 
difference between animal glue and 
inedible gelatin. Animal glues are 
odorless, dry, hard, hornlike materials. 
They are used as general purpose 
adhesives in industries producing 
abrasives, paper containers, book and 
magazine bindings, and leather goods. 
They are also used as sizing agents and 
as colloids in emulsions and cleaning 
compounds. Animal glue and inedible 
gelatin are currently classifiable under 
items 455.4000 and 455.4200 of the Tariff 
Schedules of the United States 
Annotated. 

The review covers the one known 
exporter of Yugoslavian animal glue and 
inedible gelatin to the United States, 
Kemija-Impex, and the period December 
1,1982, through November 30,1983. 
There were no known shipments of this 
merchandise to the United States during 
the period and there are no known 
unliquidated entries. 

Final Results of the Review 

We gave interested parties an 
opportunity to comment on the 
preliminary results. The Department 
received no written comments or 
requests for a hearing. Based on our 
^analysis, the final results of our review 
are the same as those presented in the 
preliminary results of review. As 
provided for in § 353.48(b) of the 
Commerce Regulations, a cash deposit 
of estimated antidumping duties of 9.7 
percent shall be required on all 
shipments of Yugoslavian animal glue 
and inedible gelatin entered, or 
withdrawn from warehouse, for 
consumption on or after the date of 
publication of this notice. This deposit 
requirement shall remain in effect until 
publication of the final results of the 
next administrative review. The 
Department intends to begin 
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immediately the next administrative 
review. 

The Department encourages 
interested parties to review the public 
record and submit applications for 
protective orders as early as possible 
after the Department’s receipt of the 
requested information. 

This administrative review and notice 
are in accordance with section 751(a)(1) 
of the Tariff Act of 1930 (19 U.S.C. 
1675(a)(1)) and § 353.53 of the Commerce 
Regulations (19 CFR 353.53). 

Dated: October 18,1964. 

Alan F. Holmer, 

Deputy Assistant Secretary for Import 
Administration. 

|FR Doc 64-283141 PUed 10-2S^; 6:45 am) 

BILLING COOC 


[A-201-034] 

Elemental Sulphur From Mexico; Final 
Results of Administrative Review of 
Antidumping Finding 

agency: International Trade 
Administration/Import Administration, 
Department of Commerce. 
action: Notice of Final Results of 
Administrative Review of Antidumping 
Finding. 

summary: On August 6,1984, the 
Department of Commerce published the 
preliminary results of its administrative 
review of the antidumping finding on 
elemental sulphur from Mexico. The 
review covers the two known exporters 
of this merchandise to the United States 
currently covered by the finding and the 
period June 1,1982, through May 31, 

1983. 

We gave interested parties an 
opportunity to submit oral or written 
comments on the preliminary results. 

We received no comments. Based on our 
analysis, the final results of our review 
are the same as our preliminary results. 
effective date: October 26,1984. 
for further information contact: 
Mery Helen Askins or Robert J. 

Marenick, Office of Compliance, 
International Trade Administration, U.S. 
Department of Commerce, Washington, 
W. 20230, telephone: (202) 377-1130/ 

supplementary information: 

Background 

On August 6,1984, the Department of 
Commerce (“the Department”) 
published in the Federal Register (49 FR 
the preliminary results of its 
administrative review of the 
antidumping finding on elemental 
sulphur from Mexico (37 FR 12727, June 
26.1972). The Department has now 


completed that administrative review in 
accordance with section 751 of the Tariff 
Act of 1930 (“the Tariff Act”). 

Scope of the Review 

Imports covered by the review are 
shipments of elemental sulphur. 

Basically there are two types of sulphur, 
“bright” and “dark” sulphur. Chemically 
these two types are almost equal, the 
dark sulphur being discolored by certain 
hydrocarbon impurities. The single 
greatest use of sulphur is in the 
manufacture of sulphuric acid. In 
elemental form or as sulphuric acid it 
enters into the production or processing 
of hundreds of products. Among the 
most important are fertilizers, 
chemicals, titanium and other pigments, 
pulp and paper, rayon, film, iron and 
steel, dyestuffs, vulcanized and 
synthetic rubber, insecticides, 
fungicides, fuels and explosives. 
Elemental sulphur is currently 
classifiable under item 415.4500 of the 
Tariff Schedules of the United States 
Annotated. 

The review covers the two known 
exporters of Mexican elemental sulphur 
to the United States currently covered 
by the finding, Agro Centro, S.A. and 
Prohulsa, S.A., and the period June 1. 

1982, through May 31,1983. 

Final Results of the Review 

We gave interested parties an 
opportunity to comment on the 
preliminary results. The Department 
received no written comments or 
requests for a hearing. Based on our 
analysis, the final results of our review 
are the same as those presented in the 
preliminary results of the review, and 
we determine that a margin of 33 
percent exists for those two firms for the 
period June 1.1982, through May 31, 

1983. 

The Department shall determine, and 
the Customs Service shall assess, 
dumping duties on all appropriate 
entries. The Department will issue 
appraisement instructions on each 
exporter directly to the Customs Service. 

Further, as provided for in § 353.48(b) 
of the Commerce Regulations, a cash 
deposit of estimated antidumping duties 
of 33 percent based on the above margin 
shall be required for those two firms. 

For any future entries from a new 
exporter not covered in this or prior 
administrative reviews, whose first 
shipments occurred after May 31,1983, 
and who is unrelated to any reviewed 
firm, a cash deposit of 33 percent shall 
be required. These deposit requirements 
are effective for all shipments of 
Mexican elemental sulphur entered, or 
withdrawn from warehouse for 
consumption, on or after the date of 


publication of this notice and shall 
remain in effect until publication of the 
final results of the next administrative 
review. The Department intends to begin 
immediately the next administrative 
review. 

The Department encourages 
interested parties to review the public 
record and submit applications for 
protective orders as early as possible 
after the Department’s receipt of the 
requested information. 

This administrative review and notice 
are in accordance with section 751(a)(1) 
of the Tariff Act (19 U.S.C. 1675(a)(1)) 
and § 353.53 of the Commerce 
Regulations (19 CFR 353.53). 

Dated: October 18.1984. 

Alan F. Hohner, 

Deputy Assistant Secretary for Import 
Administration. 

(FR Doc. 84-2837 Filed 10-25-84; 8:45 am] 

BIL1JP4Q CODE 3510-OS-N 


[C-588-047] 

Chain of Iron or Steel From Japan; 
Final Results of Administrative Review 
of Countervailing Duty Order 

agency: International Trade 
Administration/Import Administration. 
Department of Commerce. 

ACTION: Notice of Final Results of 
Administrative Review of 
Countervailing Duty Order. 

summary: On June 26,1984, the 
Department of Commerce published the 
preliminary results of its administrative 
review of the countervailing duty order 
on chain of iron or steel from Japan. The 
review covers the period January 1. 

1983, through December 31,1983. 

We gave interested parties an 
opportunity to comment on the 
preliminary results. We received no 
comments. Based on our analysis, the 
final results of the review are the same 
as the preliminary results. 

EFFECTIVE DATE: October 26,1984. 

FOR further information CONTACT: 

A1 Jemmott or Richard Moreland, Office 
of Compliance, International Trade 
Administration, U.S. Department of 
Commerce, Washington, DC 20230; 
telephone: (202) 377-2786. 
SUPPLEMENTARY INFORMATION: 

Background 

On June 26,1984, the Department of 
Commerce (“the Department”) 
published in the Federal Register (49 FR 
26126) the preliminary results of its 
administrative review of the 
countervailing duty order on chain of 
iron or steel from Japan (43 FR 37685, 
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August 24,1978). The Department has 
now completed that administrative 
review, in accordance with section 751 
of the Tariff Act of 1930 (“the Tariff 
Act“). 

Scope of the Review 

Imports covered by the review are 
shipments of Japanese chain of iron or 
steel, the links of which are essentially 
round in cross section, and parts thereof. 
Such merchandise is currently 
classifiable under items 852.2410 through 
652.2450. 652.2710 through 652.274a 
652.3010 through 652.3040. 652.3310 
through 652.3330. and 652.3510 through 
652.3530 of the Tariff Schedules of the 
United States Annotated. The review 
covers the period )anuary 1.1983, 
through December 31.1983, and a 
program of tax deferrals on funds held 
in the Overseas Market Development 
Reserve (“OMDR“), 

Final Results of the Review 

We gave interested parties an 
opportunity to comment on the 
preliminary results. We received no 
comments. Based on our analysis, the 
final results of the review are the same 
as the preliminary results. We determine 
the aggregate net subsidy to be 1.95 
percent ad valorem for the period 
lanuary 1.1983. through December 31. 
1983. 

On November 17,1982, the 
International Trade Commission (“the 
ITC”) notified the Department that the 
Government of Japan had requested an 
injuiy determination for this order under 
section 104(b) of the Trade Agreements 
Act of 1979. Should the ITC find that 
there would be material injury or threat 
of material injury to an industry in the 
United States if the order were revoked, 
the Department will instruct the 
Customs Service to assess 
countervailing duties in the amount of 
the estimated duties required to be 
deposited on all unliquidated entries of 
Japanese chain of iron or steel entered, 
or withdrawn from warehouse, for 
consumption on or after November 17. 
1982, and through the date of the ITCs 
notification to the Department of its 
determination. 

The Department will instruct the 
Customs Service to collect a cash 
deposit of estimated countervailing 
duties, as provided for in section 
751(a)(1) of the Tariff Act, of 1.95 
percent of the entered value on any 
shipment of Japanese chain of iron or 
steel entered, or withdrawn from 
warehouse, for consumption on or after 
the date of publication of this notice. 
This deposit requirement shall remain in 
effect imtil publication of the final 
results of the next administrative 


review. The Department intends to begin 
Immediately the next administrative 
review. 

The Department encourages 
interested parties to review the public 
record and submit applications for 
protective orders as early as possible 
after the Department's receipt of the 
requested information. 

This administrative review and notice 
are in accordance with section 751(a)(1) 
of the Tariff Act (19 U.S.C. 1675(a)(1)) 
and S 355.41 of the Commerce 
Regulations (19 CFR 355.41). 

Dated: October 22.1984. 

Alan F. Holmer, 

Deputy Assistant Secretary, Import 
Administration. 

(PR Doc. U-28SS9 Filed I0-25-M; ft;4& ami 
BtLUNQ COOE 3610-OS-M 


[A- 58 a- 021 ] 

Final Determination of Saies at Less 
Than Fair Value; Cell Site Tranaceivers 
From Japan 

agency: International Trade 
Administration, Import Administration. 
action: Notice. 

summary: We determine that cell site 
transceivers from Japan are being sold, 
or are likely to be sold, in the United 
States at less than fair value. We have 
notified the United States International 
Trade Commission (ITC) of our 
determination, and we have directed the 
U.S. Customs Service to continue to 
suspend liquidation of all entries of the 
subject merchandise. We have directed 
the U.S. Customs Service to require a 
cash deposit or the posting of a bond for 
each such entry in an amount equal to 
the estimated dumping margins, as 
described in the “Suspension of 
Liquidation** section of this notice. We 
also determined that critical 
circumstances exist with respect to 
imports of cell site transceivers from 
Japan. 

EFFECTIVE DATE: October 26.1984. 

FOR FURTHER INFORMATION CONTACr. 
Vincent Kane. Office of Investigations, 
Import Administration. International 
Trade Administration, Department of 
Commerce, 14th Street and Constitution 
Avenue. NW., Washington, D.C. 20230; 
telephone: (202) 377-5414. 
8UPPUEMENTARY INFORMATION: 

Final Determination 

Based on our investigation and in 
accordance with section 735(a) of the 
Tariff Act of 1930, as amended (19 
U.S.C. 1673d(a]) (the Act), we determine 
that cell site transceivers from Japan are 
being sold in the United States at less 


than fair value, within the meaning of 
section 731 of the Act. 

We found that the foreign market 
value of cell site transceivers from Japan 
exceeded the United States price on all 
sales. The overall weighted-average 
margin on all sales compared is 59.94 
percent. 

Case History 

On December 28.1983. we received a 
petition from E.F. Johnson and Company 
on behalf of the cell site transceivers 
industry in the United States. In 
accordance with the filing requirements 
of § 353.38 of our regulations (19 CFR 
353.36), the petition alleged that imports 
of cell site transceivers from Japan are 
being, or are likely to be. sold in the 
United States at less than fair value, 
within the meaning of section 731 of the 
Act. and that these imports are injuring, 
or threatening to injure, a United States 
industry. The petition alleged that sales 
of cell site transceivers were being made 
at less than the cost of production. The 
petition also alleged, pursuant to section 
733(e) of the Act, that “critical 
circumstances*' exist in this case. 

After reviewing the petition, we 
determined it contained sufficient 
grounds to initiate an antidumping 
investigation. We notified the ITC of our 
action and initiated the investigation on 
January 17,1984 (49 FR 3100). On 
February 13.1984, the ITC determined 
that there is a reasonable indication that 
imports of cell site transceivers are 
materially injuring a United States 
industry. 

On March 7.1984, we presented an 
antidumping questionnaire to Kokusai 
Electric Company, Ltd. (Kokusai), the 
sole Japanese manufacturer selling the 
subject merchandise for export to the 
United States. We reviewed a response 
from Kokusai on April 16.1984, and 
verified the response during the period 
May 9 through May 12,1984. On June 5. 
1984, we preliminarily determined that 
there is a reasonable basis to believe or 
suspect that cell site transceivers from 
Japan are being, or are likely to be sold 
at less than fair value and that “critical 
circumstances** do exist with respect to 
cell site transceivers from Japan (49 FR 
24155). On August 10.1984, we 
published a notice postponing our final 
determination from August 20,1984. 
until October 19.1984, at the request of 
counsel for the respondent in 
accordance with section 735(a)(2)(A) of 
the Act (49 FR 32096). We received 
supplementary responses on August 13 
and August 20,1984, and verified these 
responses in Japan during the period 
September 10 through September 19. 
1984. 
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On October 1,1984, in accordance 
with requests from counsel for 
petitioners and counsel for respondents, 
8 public hearing was held. 

Scope of Investigation 

The merchandise covered by this 
investigation is cell site transceivers and 
related subassemblies, as provided for 
in item 685.2976 of the Tariff Schedules 
of the United States Annotated. Cell site 
transceivers and related subassemblies 
are part of the radio frequency (RF) 
equipment in the base station (cell site) 
of a cellular radio communications 
systems. This single package RF 
equipment functions as a locating 
receiver and provides simultaneous two- 
way voice and data communications 
between the base station and the 
subscriber’s mobile telephone by using 
different frequencies to transmit and 
receive. Subassemblies are an 
assemblage of component parts 
dedicated for use in cell site 
transceivers as defined above. 

Fair Value Comparison 

To determine whether sales of the 
subject merchandise in the United 
States were made at less than fair value, 
we compared the United States price 
with the foreign market value. 

United States Price 

As provided in section 772(b) of the 
Act, we used the purchase price of the 
subject merchandise to represent the 
United Slates price because the 
merchandise was sold to an unrelated 
U.S. purchaser prior to its importation 
into the United States. We calculated 
the purchase price based on the f.o.b. 
price, El Segundo. California. We 
deducted port charges, inland freight, 
ocean freight and insurance costs 
incurred in delivering the product. 

foreign Market Value 

In accordance with section 773(a)(2) 
of the Act, we used “Constructed Value” 
jo determine the foreign market value, 
wcause Kokusai Electric Company, Ltd. 
has not sold a product “such or similar” 
to that sold in the U.S. in either its home 
market or in a third country. To 
determine constructed value we 
examined production costs, including 
J^terials, labor, research and 
development, other manufacturing costs, 
*®lling, other general expenses and 
profit. 

On February 23.1983. Kokusai entered 
^0 a contract to sell cell site 
^sceiver units to a U.S. buyer. The 
^nipany had not previously 
^nufactured this product. Production 
^an in late 1983. Consequently, cost 

ormaiion available at the time of our 


preliminary determination covered the 
period from the beginning of production 
through March 1984 and included certain 
costs which were related to start-up 
production. In order for the constructed 
value to reflect the appropriate 
production cost, it was based on 
“normalized costs of production”. 
“Normalized costs” were the weighted- 
average costs for the units to be 
produced under the contract based on: 

(1) Actual costs (including start-up 
costs) incurred through March 1984; and 

(2) those anticipated costs which were 
supported by contracts or other credible 
documentation for the remaining 
number of units needed to fulfill the 
contract commitment. Under this 
method, start-up costs were amortized, 
on a pro-rata basis, over the total 
number of units to be manufactured 
under the contract. 

In determining the constructed value 
in our preliminary determination, we 
made certain revisions to the cost 
elements submitted by the respondent. 
The Department used: (1) Actual costs 
incurred in the production of component 
parts manufactured by other divisions of 
Kokusai, instead of transfer prices, (2) 
revised cost projections which reflected 
estimates supported by verified 
information, (3) overhead costs in 
addition to the direct costs of research 
and development, and (4) in certain 
instances where the respondent had 
been unable to provide sufficient data, 
the best information available. We used 
the statutory 10 percent for general 
expenses because actual expenses did 
not meet the minimum of 10 percent of 
the sum of material and fabrication 
costs required by section 773(e)(l)(B)(i) 
of the Act. We calculated profit based 
on the 8 percent minimum, as prescribed 
in section 773(e)(l)(B)(ii) of the Act. 
since the actual profit was less than 8 
percent. We made currency conversions 
from the Japanese yen to the U.S. dollar 
in accordance with § 353.56(a)(1) of our 
regulations. 

Our final determination was based on 
verified cost information relating to 
production through the end of July 1984. 
We used weighted-average costs for the 
units produced under the contract based 
on the actual costs (including start-up 
costs) incurred for their production. We 
revised the costs as presented by the 
respondent in its submissions of August 
20 related to direct labor, indirect 
overhead expense and factory 
administrative costs. 

We used the actual general, 
administrative and selling expenses 
which exceeded the statutory 10 percent 
of the material and fabrication costs. 

We used 15.64 percent for profit, which 
was the “best information” representing 


the profit of a product in the “same 
general class or kind” as the transceiver. 
This profit was based on an analysis of 
the profit margin for several Japanese 
firms engaged in the production and sale 
of communications equipment in Japan. 

Determination of Critical Circumstances 

Petitioner alleged that imports of cell 
site transceivers from Japan present 
“critical circumstances.” Under section 
735(a)(3) of the Act (19 U.S.C. 
1673d(a)(3)). critical circumstances exist 
when the Department finds that: (1) (a) 
There is a history of dumping in the 
United States or elsewhere of the 
merchandise under investigation, or (b) 
the person by whom, or for whose 
account, the merchandise was imported 
knew or should have known that the 
exporter was selling the merchandise 
under investigation at less than fair 
value; and (2) there have been massive 
imports of the merchandise under 
investigation over a relatively short 
period. 

Based upon our analysis of the 
information, we determine there is no 
history of dumping. We then considered 
whether the person by whom, or for 
whose account, these products were 
imported knew or should have known 
that the exporter was selling these 
products at less than fair value. It is the 
Department’s position that a reasonable 
basis the importer knew or should have 
known that a product was being sold at 
less than its fair value exists where 
margins calculated on the basis of 
responses to the Department’s 
questionnaire are sufficiently large. In 
this case the weighted-average margin is 
59.94 percent. Where, as here, there is a 
corporate relationship between the 
exporter and the importer of record, 
margins of this size indicate that the 
importer of record. Kokusai Electric 
Company of America, knew or should 
have known that prices on sales for 
export to the United States (as adjusted 
according to the antidumping law] were 
below the foreign market value. 
Consequently, we find that the importer 
knew or should have known that the 
merchandise was being sold in the 
United States at less than fair value. 

We also find that imports of the 
product subject to this investigation 
appear massive over a relatively short 
period. In reaching this determination, 
we considered the specific 
circumstances surrounding Kokusai’s 
contract with its U.S. buyers. First, at 
the time the contract was entered into, it 
represented a substantial portion of the 
U.S. market. Second, even with 
increased demand, the market remains 
relatively small in terms of the number 
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of units needed to fill current demand. 
Third, Kokusai began deliveries shortly 
before the petition was filed. In the 
interim between the filing of the petition 
and the preliminary determination 
Kokusai's deliveries increased rapidly 
and significantly. Consequently, on the 
basis of our analysis of the information, 
we determine that imports of the 
product subject to this investigation 
appear massive over a relatively short 
period. 

For reasons described above, we 
determine that “critical circumstances*’ 
do exist with respect to cell site 
transceivers from japan. 

Petitioner’s Comments 

Comment 1 

The petitioner claims that other 
products manufactured by Kokusai are 
less sophisticated technologically and 
sold in higher volume, yet are sold at 
substantially higher prices than the 
transceiver. 

This price disparity constitutes 
evidence that cell site transceivers are 
being sold at less than fair value and the 
disparity should be considered by the 
Department in its final determination by 
adopting the profit in the home market 
of merchandise which is in the same 
’’general class or kind.’’ 

DOC Response 

The products referred to by the 
petitioner—“mobile subscriber unit,’’ 
“Japan personal radio’* and “Redicom 
radio’’—were not considered to be “such 
or similar merchandise’’ to the 
transceiver for purposes of our 
investigation. Kokusai's home market . 
sales of these items could, therefore, not 
serve as the basis for foreign market 
value. Consequently, the Department 
did not obtain sales or cost information 
pertaining to these products for the 
period of investigation. 

For purposes of calculating profit, 
however, as defined under the 
constructed value provision of the Act. 
the Department requested the profit 
margin for these products to be used as 
a reference point in establishing profit 
for merchandise of the same general 
class or kind as the transceivers. 
However, such data could not be 
satisfactorily verified by the 
Department, and, therefore, was not 
used in this determination. 

Comment 2 

The petitioner claims that Kokusia’s 
justification for its low costs—(1) off the 
shelf technology, and (2) efficient 
production methodology—would not 
account for low costs because other 


expenses like prototype design and 
equipment costs would be incurred. 

DOC Response 

The Department verified the capital 
costs (depreciation] related to the 
production of transceivers. Pre-and-post 
production prototype expenses were 
included in research and development 

Comment 3 

The petitioner suggests that the 
reasons for the differences in the prices 
paid by Kokusai and the U.S. market 
prices for the same type of components, 
such as quantity purchased and distance 
from vendor should be ascertained. 

DOC Response 

The Department verified the prices 
paid by Kokusai to unrelated suppliers 
for 60 percent of these components and 
used these actual prices for calculating 
the constructed value. It is not the 
Department’s practice to compare prices 
paid by the manufacturer under 
investigation with U.S. market prices for 
components, since the Department 
bases its determination on the costs 
actually incurred by the manufacturer. It 
should be noted that the Department's 
product expert has indicated that all but 
a few parts could be considered **off the 
shelf’ items, and that it is usual practice 
for the prices of components to be 
negotiated. 

Comment 4 

The petitioner claims that a decrease 
in the number of labor hours because of 
a decrease in the amount of testing is 
unlikely because: (1) The contract 
specifies the amount of testing required, 
and (2} economic principles would 
dictate that Kokusai test throughout the 
process. 

DOC Response 

The Department verified the actual 
hours required to produce the 
transceiver. These hours included 
testing. Kokusai does test throughout the 
process for early detection of defects 
and malfunctioning of the transceiver. 

Comment 5 

The petitioner claims that labor 
expenses should include fringe benefits, 
year-end bonuses and Japanese payroll- 
taxes. 

DOC Response 

It is the usual practice of the 
Department to include all fringe benefits 
as part of labor expenses. All fringe 
benefits, including year-end bonuses 
and any taxes paid by Kokusai, have 
been included in labor expenses. 


Comment 6 

The petitioner claims that the 
Department must examine Kokusai's 
basis of allocating manufacturing 
overhead costs to product groups and 
must be satisfied that overhead costs 
are allocated only to those products and 
product group which properly bear these 
costs. 

DOC Response 

The Department, as is its usual 
practice, reviewed Kokusai's basis for 
identifying and allocating overhead 
expenses of the Radio Communications 
Division, the Division in which the 
transceiver is produced. The Radio 
Communications Division is divided into 
a number of cost centers, one of which 
includes the costs pertaining to the 
transceivers and all other products 
manufactured on the “automatic’’ 
equipment. Certain of the overhead 
costs in question could be identified 
directly with the Division and others 
could be identified directly to the cost 
centers within the Division. 

Kokusai allocated these overhead 
costs accordingly. However, Kokusai 
allocated certain other factory overhead 
costs to the Radio Communications 
Division based on full-time employees, 
production value or building space. It 
also allocated certain costs to the cost 
centers based on full-time employees or 
production value. 

The Department did not accept the 
allocation based on full-time employees 
and reallocated the expenses to the cost 
centers within the Division on the basis 
of total labor hours. Allocation of 
overhead costs on the basis of full-time 
employees to the cost center where the 
employee is permanently assigned was 
not accepted because this method; (1) 
Would not attribute overhead costs, 
such as supervision and heating, to the 
many hours worked by the part-time 
employees, and (2) would 
disproportionately allocate these 
overhead costs to the areas where the 
full-time employees have been assigned- 

The Department notes that: (1) The 
employees considered by the company 
to be “part-time” are not incidental or 
temporary but have been employed for 
many years, work a regular work week 
and are a significant part of the 
company’s permanent work force, and 
(2) employees may work in areas other 
than those to which they are 
permanently assigned. 

Comment 7 

Petitioner claims that where it is 
possible to identify research and 
development costs (R&D) as being 
specific to a product rather than as 
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generally beneficial to overall 
operations, such costs must be directly 
allocated to that product and included in 
its manufacturing costs, regardless of 
(he manufacturer's accounting practices 
concerning such costs. 

DOC Response 

To determine if R&D expense should 
be considered manufacturing expense of 
the product or general expense of the 
corporation, the Department considers 
the purpose of the expenditure. R8rD 
expenses which can be identified 
diiwtly with the product under 
investigation or to the area in which the 
product is manufactured ere considered 
manufacturing expenditures and are 
part of “fabrication" costs in the 
constructed value calculation. R&D 
expenditure incurred for general 
coiporate purposes are classified as a 
’‘general" expenses. 

The Department reviewed the 
purposes for which Kokusai incurred its 
R&D expenses. For expenses which 
could be identified with the transceiver, 
the Department attributed these costs to 
the product and amortized such 
expenses over the production of 
transceivers ordered. Kokusai also 
identified such costs with the 
transceiver in its records as 
manufacturing expenses. 

With respect to expenses which were 
identified with the Radio 
Communications Division, but not with 
a specific product, the Department 
allocated the R&D expenses to the 
products based on the relationship of 
R&D to direct costs of each group, l.e.. 

R&D expenses as a percentage of 
material, labor and certain 
transportation costs. The Department 
did not accept Kokusai's basis (full-time 
employees) for allocating such costs to 
ilie groups and used instead for its 
allocation the total direct labor hours for 
each croup, as discussed above. 

Both the R&D costs directly identified 
with specific products and the R&D 
coats allocated among the products in 
ll*e Radio Communications Division 
afere considered manufacturing 
overhead by Kokusai and were part of 
w costs of manufacturing the product. 

The company also incurred research 
and development expenses which were 
considered to be general expenses of the 
company and these were recorded as 
part of “general selling and 
[administrative" expenses on its 
l^ncial statements. 

^ ^niment 8 

P®^boner states that because 
wusai did not maintain inventory 

of all components purchased for 
oe transceivers, 5 percent of the 


invoiced costs for materials should be 
added as an inventory cost for waste. 
Alternatively, the yield rate for 
production of one of the components 
manufactured by Kokusai could be used. 

DOC Response 

Although inventory records for these 
components were not maintained by 
Kokusai, the company tracked the 
receipt of components by purchase slips. 
These slips reflected the quantity of 
components needed for each batch as 
well as additional components ordered 
in the event of spoilage. 

The Department's product expert 
indicated that he found no evidence 
during his observations of the receipt 
and distribution of these parts to dispute 
the company's claims that it did not 
maintain inventories of the components. 
Therefore, the Department relied on the 
purchase slips for each batch and used 
the waste costs provided by the 
respondent 

Comment 9 

The petitioner claims that tooling 
costs associated with the production of 
one of the components which were 
incurred prior to the current financial 
period should be included in the cost of 
that component. 

DOC Response 

TTie Department agrees and has made 
the appropriate adjustment. 

Respondent's Comment 
Comment 1 

The respondent claims that the 
Department should: (1) Use the actual 
average labor costs incurred over the 
entire contracL or labor costs incurred 
in the most recent lots of completed 
production, and (2) use that labor rate, 
including part-time labor, which the 
company could actually attribute to the 
transceiver. 

DOC Response 

The Department used the average 
labor hours which were presented in the 
respondent’s submission for its 
constniced value calculation. The 
average was based on the total actual 
number of labor hours used to produce 
all the units required under the contract. 

For the labor cost rate, the 
Department used the average labor cost 
rate for the Radio Communications 
Divisions of Kokusai, the division in 
which cell site transceivers are 
produced. This rate included full-time 
and part-time employees within the 
division. These employees were 
identified with the Radio 
Communications Division by the 


company’s employee records during 
verification. 

In this case where (1) the company 
has a permanent work force which 
consists of full-time and part-time 
employees, (2) workers generally could 
be, and in many cases are, 
interchangeable. (3) there is a material 
difference in the full labor cost rate 
between these types of employees, and 
(4) the difference in the full labor cost 
rate is a result of the employees being 
classified as full- or part-time 
employees, the Department applies the 
average labor rate of the Division. 

Comment 2 

The respondent claims that the 
Department erroneously included in its 
preliminary determination certain costs 
for internally produced parts, 
specifically (1) factory overhead which 
duplicated costs already included in 
overhead, and (2) labor costs, by failing 
to account for the "coefficient of 
efficiency" (an integral part of Kokusai's 
standard time calculation methodology). 

DOC Response 

Regarding the duplication of factory 
overhead costs, we note that Kokusai in 
both its original and its revised 
responses excluded general research 
and development costs incurred by a 
support division which produced certain 
components for the cell site transceiver. 
In both our preliminary and final 
determinations, we included a share of 
these general R & D expenses in our 
calculation of constructed value. We 
note that the company's books and 
records reflected the general R & D 
expenses as part of the factory overhead 
of the support division. 

The Department did not accept the 
company's calculation for the 
"coefficient of efficiency" in the 
preliminary determination because the 
company did not provide source 
documentation to support the amount. 
The company provided in its revised 
response the actual hours worked in the 
mechanical dhision to produce certain 
parts. The Department used these actual 
labor hours for its final determination. 

Comment 3 

The respondent claims that for the 
preliminary determination the 
Department erred in: (1) Allocating the 
research and development expenses 
identified with the transceivers over 
only the transceivers produced for the 
initial contract, and (2) adjusting the 
company’s submission for overhead 
expenses, by adding an "overhead" 
factor to Kokusai's R & D costs for the 
cell site transceiver. 
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DOC Response 

Since the preliminary determination, 
the company has received additional 
orders for transceivers. The Department 
has accepted the respondent's basis of 
allocation and. accordingly, allocated 
research and development expenses 
identified with the transceivers over all 
orders. 

During the second verification 
overhead expenses for research and 
development directly identified with the 
transceiver were reviewed. For the final 
determination the Department accepted 
the costs as presented by Kokusai and 
did not, as in the preliminary 
determination, adjust these costs for 
additional overhead. 

Comment 4 

On February 23,1983, Kikusai entered 
into a contract with AT&T Technologies 
(then Western Electric) for the 
production, sale, and delivery of a 
specified number of cell site 
transceivers at a specified price. 
Subsequent to the Department's 
initiation of this investigation, the 
contracting parties agreed to an increase 
in the contract price to cover a 
modification in Kokusai's performance 
terms under the contract at the request 
of AT&T Technologies. Because the 
price increase applied retroactively, 
Kokusai claims that this price increase 
should serve as the basis for a 
circumstance of sale adjustment in the 
amount of the price increase for units 
shipped prior to the formal contract 
amendment. Additionally, purchase 
price should be based on the amended 
contract price for shipments after the 
contract amendment. 

DOC Response 

In conducting antidumping 
investigations, we normally select as our 
period of investigation a historic period 
which predates the filing of the petition. 
In the present investigation the original 
sale of the subject merchandise 
occurred prior to our initiation of the 
investigation. We have selected this sale 
price as the proper subject of our 
investigation. It was only after initiation 
of our investigation that the contracting 
parties agreed on a price increase based 
on a modification of Kokusai's 
performance terms under the contract. 

The Department is necessarily very 
cautious in adopting price increases 
which occur after receipt of a petition 
alleging sales at less than fair value. We 
have concluded for this investigation, 
that the proper basis of purchase price 
remains the original contract price, 
which predated filing of the petition. 


Comment 5 

The respondent claims that only the 
actual costs identified with developing 
the prototype required to meet AT&T 
specifications should be used, although 
the company relied upon prior 
knowledge for production technique and 
other expertise. 

DOC Response 

The Department used those actual 
costs which could be identified directly 
with the development of the transceiver. 

Comment 6 

The respondent claims that R&D costs 
should be treated as general expenses 
and no part of the costs should be 
considered processing costs. 

DOC Response 

The Department applied Kokusai's 
method, used in its ordinary course of 
business for: (1) Identifying specific 
types of R&D costs with the product, and 
(2) accounting for such R&D costs as 
part of the direct cost of manufacturing 
of the product. These were considered 
by Kokusai as part of the manufacturing 
costs of the product. Kokusai also 
recognized other R&D costs as being 
general to the corporation and including 
these costs in "selling, general and 
administrative costs." See response to 
petitioner’s comment 6. 

Comment 7 

Respondent states that petitioner, E.F. 
Johnson, seeks to insert the present 
antidumping investigation into the 
context of overall telecommunications 
trade policy between the United States 
and japan. Whatever the merits of the 
issues being raised in other fora about 
United States telecommunications 
policy, those issues are not part of the 
present antidumping proceeding and 
should not be allowed to color the 
Department's analysis in the present 
investigation. 

Response 

We agree with the respondent. 
Comment 8 

The respondent claims that since 
Kokusai's sale of the transceiver would 
be considered a "purchase price" 
transaction and there were no products 
sold in the home or third countiy 
markets which were considered to be 
"such or similar" merchandise, the 
constructed value should include the 
selling expenses incurred for the U.S. 
sale as a substitute for selling expenses 
incurred on home market sales. 


DOD Response 

The Department agrees with the 
respondent in this case and has used the 
selling expenses incurred in the U.S. 
market as a substitute for home market 
selling expenses of the product, because 
there were no home market or third 
country sales of the product. 
Additionally selling expenses for 
products considered to be of the same 
general class or kind could not be 
verified. Because the corporation sold 
many different products, average home 
market selling expense for the 
corporation, as a whole, were not 
considered to be representative of 
products of the same general class or 
kind since. The Radio Communication, 
Division's sales were clearly less than a 
majority of sales and the transceiver 
sales would be an insignificant part of 
this Division's sales. 

Comment 9 

Kokusai claims that its shipments 
were not massive when considered 
within the context of the rapidly 
expanding U.S. market. 

DOD Response 

At the time it was entered into, the 
Kokusai contract with AT&T 
represented a substantial portion of the 
U.S. market. In the interim between the 
filing of the petition and the preliminary 
determination, deliveries under the 
contract accelerated rapidly and 
significantly, such that the bulk of the 
contract was delivered prior to our 
preliminary determination. Because of 
the magnitude of the contract and 
accelerated delivery schedule, we have 
determined that massive imports were 
made over a relatively short period of 
time. 

Comment 10 

Kokusai claims that in its preliminary 
critical circumstance determination the 
Department focused on the wrong pai^ 
in imputing knowledge of less than fair 
value sales. 

DOC Response 

In imputing knowledge of sales at less 
than fair value, the Department 
considered whether the importer of 
record, Kokusai Electric Company of 
America (Kokusai America), knew or 
should have knwon that sales were at 
less than fair value. Section 
735(a)(3)(A)(ii) of the Act requires that 
the person by whom, or for whose 
account, the merchandise is imported 
knew, or should have known that the 
sale was at less than fair value. Kokusai 
America, as importer of record, clearly 
qualifies as the person by whom the 
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merchandise was imported, 
notwithstanding the fact that Kokusai 
America was not the purchaser or 
consumer of the goods. We note that 
Kokusai America was the Importer of 
record for all deliveries under 
investigation. 

Verificatioii 

In accordance with section 776(a) of 
the Act, we verified the information 
used in making this determination. We 
were granted access to the books and 
records of Kokusai and to its related 
importer in the U.S. We used standard 
verirication procedures including 
examination of accounting recoil. « 
financial records, and selected 
documents containing relevant 
information. In additicm. we secured the 
services of a product expert who 
advised us on technical matters relating 
to production of the subject 
merchandise. 

Continuation of Suspension of 
Liquidation 

In accordance with section 733(d} and 
733(e] of the Act, we are directing the 
United States Customs Service to 
continue to suspend liquidation of all 
entries of cell site transceivers from 
japan which are subject to this 
investigation. This suspension of 
liquidation applies to unliquidated 
entries of merchandise entered, or 
withdrawn from warehouse, for 
consumption on or after March 7,1984. 
which date is 90 days before the date of 
publication of our preliminary 
determination in the Federal Register. 
The U.S. Customs Service shall continue 
to require a cash deposit or the posting 
of a bond equal to the estimated amount 
of the weighted-average margin by 
which the foreign market value of the 
merchandise subject to this 
investigation exceeds the United States 
price. The suspension of liquidation will 
remain in effect until further notice. The 
weighted-average margins are as 
follows: 

^onufacturen/Producers/Exporten 
^Gighted-A verage Margins (%) 

Kokusai. 59.94% 

Ail other manufacturers/producers/ 

exporters, 59.94% 

ITC NotilicatkiD 

In accordance with section 735(d) of 
me Act. we are notifying the ITC of our 
determination. In addition, we are 
•naking available to the ITC all non- 
privileged and non-confidential 
Information relating to this 
ftvestigation. We will allow the ITC 
at^ss to all privileged and confidential 
^formation in our files, provided the 


rrc confirms that it will not disclose 
such information, either publicly or 
under administrative protective order, 
without the written consent of the 
Deputy Assistant Secretary for import 
Administration. If the ITC determines 
that material injury does not exist, this 
proceeding will be terminated and all 
deposits or securities posted as a result 
of the suspension of liquidation will be 
refunded or cancelled. It however, the 
ITC determines that such injury does 
exist, we will issue an antidumping 
order dbecting Customs officers to 
assess an antidumping duty on cell site 
transceivers from Japan entered, or 
withdrawn from warehouse, for 
consumption after March 7,1984. equal 
to the amount by which the foreign 
market value of the subject merchandise 
exceeds the United States price. This 
determination is being published 
pursuant to section 735(d) of the Act (19 
U.S.a 1673d(d)). 

Dated: October 19.1984. 

Alan F. Holroer. 

Acting Assistant Secretary for Trade 
Administration. 

[PI Doc. a4>2B3eO Piled 10-2S^ 8:45 ami 

BiLUNo oooc ssio-os-y 


Decision on Application for Duty-Free 
Entry of Scientific Instrument; Medical 
College of Wisconsin 

This decision is made pursuant to 
section 6(c] of the Educational, 
Scientific, and Cultural Materials 
Importation Act of 1966 (Pub. L 89-651. 
80 Stat. 897; 15 CFR Part 301). Related 
records can be viewed between 8:30 AM 
and 5:00 PM in Room 1523, U.S. 
Department of Commerce. 14th and 
Constitution Avenue, NW.. Washington, 
D.C. 

Docket No.: 84-204. Applicant: 

Medical College of Wisconsin. 
Milwaukee. W1 53226. Instrument: 
Fluorescence Lifetime Instrument 
Manufacturer: Photochemical Research 
Associates. Canada. Intended use: See 
notice at 49 FR 24911. 

Comments: None received. Decision: 
Approved. No instrument of equivalent 
scientific value to the foreign 
instrument, for such purposes as it is 
intended to be used, is being 
manufactured in the United States. 
Reasons: The foreign instrument 
operates in the pulsed light mode and is 
capable of time-correlated single photon 
counting. The National Institutes of 
Health advises in its memorandum 
dated August 28.1984 that (1) the 
capability of the foreign instrument 
described above is pertinent to the 
applicant’s intended purpose and (2) it 
knows of no domestic instrument or 


apparatus of equivalent scientific value 
to the foreign instrument for the 
applicant's intended use. 

We know of no other instrument or 
apparatus of equivalent scientific value 
to the foreign instrument which is being 
manufactu^ in the United States. 

(Catalog of Federal Domestic Assistance 
Program Na 11.105, Importation of Duty-Free 
Educational and Scientific Materials) 

Frank W. Creel, 

Acting Director, Statutory Import Programs 
Staff. 

(FK Doc 64-28812 Fil«d 10.2S<S«: 845 flm| 

BtUiNQ COOC 8510-OS-M 


Decision on Application for Duty-free 
Entry of Scientific Instrument; North 
Carolina State University 

This decision is made pursuant to 
section 6(c) of the Educational. 
Scientific, and Cultural Materials 
Importation Act of 1966 {Pub. L. 89-651. 
80 Stat, 897; 15 CFR Part 301). Related 
records can be viewed between 8:30 AM 
and 5:00 PM in Room 1523, U.S. 
Department of Commerce, t4th and 
Constitution Avenue, NW., Washington. 
D.C. 

Docket No.: 84-222. Applicant: North 
Carolina State University, Raleigh, NC 
27695-8208. Instrument: Automatic Inlet 
Ports (12) & Test Kit for Mass 
Spectrometer. Manufacturer: Finnigan 
MAT, West Germany. Intended use: See 
notice at 49 FR 28288. 

Comments: None received. Decision: 
Approved. No instrument of equivalent 
scientific value to the foreign 
instrument, for such purposes as it is 
intended to be used, is being 
manufactured in the United States. 
Reasons: These are compatible 
accessories for an instrument previously 
imported by the applicant. The 
instrument and accessories were made 
by the same manufacturer. National 
Bureau of Standards advises in its 
memorandum dated September 4,1984 
that the accessories are pertinent to the 
intended uses and that it knows of no 
comparable domestic accessories. 

We know of no domestic accessories 
which can be readily adapted to the 
instrument. 

(Catalog of Federal Domestic Assistance 
Program No. 11.105, importation of Duty-Free 
Educational and Scientific Materials.) 

Frank W. Creel, 

Acting Director, Statutory Import Programs 
Staff. 

[FR Doc 84-28313 Filed 10-2&-SI; 8:45 am) 

BILUNO CODE 851(>-OS4i 
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Decision on Application for Duty-Free 
Entry of Scientific Instrument 

This decision is made pursuant to 
section 6(c) of the Educational, 

Scientific, and Cultural Materials 
Importation Act of 1966 (Pub. L. 89-651, 
80 Slat. 897; 15 CFR Part 301). Related 
records can be viewed between 8:30 AM 
and 5:00 PM in Room 1523, U.S. 
Department of Commerce. 141h and 
Constitution Avenue. NW., Washington, 
D.C. 

Docket No. 84-190. Applicant: 
University of Colorado. Denver. CO 
80262. Instrument: Used Mass 
Spectrometer with Data System, Model 
7070 EHF. Manufacturer: VG Micromass, 
Ltd. United Kingdom. Intended use: See 
notice at 49 FR 20351. 

Comments: None received. Decision: 
Approved. No instrument of equivalent 
scientific value to the foreign 
instrument, for such purposes as it is 
intended to be used, is being 
manufactured in the United States. 
Reasons: The foreign instrument 
provides a mass range of 1 to 3100 
atomic mass units at 5000 volts and a 
scan rate of 0.1 seconds per decade. The 
National Institutes of Health advises in 
its memorandum dated July 26.1984 that 

(1) the capability of the foreign 
instrument described above is pertinent 
to the applicant's intended purpose and 

(2) it knows of no domestic instrument 
or apparatus of equivalent scientific 
value to the foreign instrument for the 
applicant's intended use. 

We know of no other instrument or 
apparatus of equivalent scientific value 
to the foreign instrument which is being 
manufactured in the United Stales. 

(Catalog of Federal Domestic Assistance 
Program No. 11.105. Importation of Duty-Free 
Educational and Scientific Materials.) 

Frank W. Creel, 

Acting Director, Statutory Import Programs 
Staff. 

(FK Doc 84^28311 Filed 10-25-44:8;45 am) 

BJLUNG COO€ 351(M>S4I 


Decision on Application for Duty-Free 
Entry of Scientific Instrument; 
University of Wisconsin-ParksIde 

This decision is made pursuant to 
section 6(c) of the Educational, 

Scientific, and Cultural Materials 
Importation Act of 1966 (Pub. L. 89-651, 
80 Stat. 897; 15 CFR Part 301). Related 
records can be viewed between 8:30 AM 
and 5:00 PM in Room 1523, U.S. 
Department of Commerce, 14th and 
Constitution Avenue. NW., Washington, 
D.C. 

Docket No.: 84-204. Applicant: 
University of Wisconsin-Parkside. 


Kenosha. WI 53141. Instrument: Counter 
Current Distribution Apparatus: 
Manufacturen University of Sheffield, 
United Kingdom. Intended use: See 
notice at 49 FR 24911. 

Comments: None received. Decision; 
Approved. No instrument of equivalent 
scientific value to the foreign 
instrument, for such purposes as it is 
intended to be used, is being 
manufactured in the United States. 
Reasons: The foreign instrument, an 
Albertson type thin layer counter- 
current apparatus for separating cell 
membranes, provides machined 
partitioning plates capable of 120 
counter-current exchanges. The National 
Institutes of Health advises in its 
memorandum dated August 28,1984 that 

(1) the capability of the foreign 
instrument described above is pertinent 
to the applicant's intended purpose and 

(2) it knows of no domestic instrument 
or apparatus of equivalent scientific 
value to the foreign instrument for the 
applicant's intended use. 

We know of no other instrument or 
apparatus of equivalent scientific value 
to the foreign instrument which is being 
manufactured in the United States. 

(Catalog of Federal Domestic Assistance 
Program No. 11.105. Importation of Duty-Free 
Educational and Scientific Materials] 

Frank W. Creel. 

Acting Director, Statutory Import Programs 
Staff. 

|FR Doc 84-28310 Filed 10-25-84; 8:45 ain| 

BILLINQ CODE 3510-OS-II 


Consolidated Decision on Applications 
for Duty-Free Entry of Electron 
Microscopes; Virginia Polytechnic 
Institute and State University, et al. 

This is a decision consolidated 
pursuant to section 6(c) of the 
Educational. Scientific, and Cultural 
Materials Importation Act of 1966 (Pub. 
L. 89-651, 80 Stat. 897; 15 CFR Part 301). 
Related records can be viewed between 
8:30 A.M. and 5:00 P.M. in Room 1523, 
U.S. Department of Commerce. 14th and 
Constitution Avenue. NW., Washington, 
D.C. 

Docket No.: 84-227. Applicant: 
Virginia Polytechnic Institute and State 
University, Blacksburg, VA 24061. 
Instrument: Electron Microscope. Model 
JEM-IOOCX with SEGZ Side Entry 
Goniometer with Accessories. 
Manufacturer: JEOL, Ltd.. Japan. 
Intended use: ^e notice at 49 FR 30985. 
Instrument ordered: May 17.1984. 

Docket No.: 84-228. Applicant: 
Columbia University, New York. NY 
10027. Instrument: Electron Microscope, 
Model IEM-1200EX with SEG-10 
Eucentric Side Entry Goniometer State 


and Accessories. Manufacturer: JEOL, 
Ltd., Japan. Intended use: See notice at 
49 FR 30985. Instrument ordered: 
February 1.1984. 

Docket No.: 84-232. Applicant: 
Lebanon Valley College, Annville, PA 
17003. Instrument: jElectron Microscope, 
Model EM-109 with Accessories. 
Manufacturer: Carl Zeiss, West 
Germany. Intended use: See notice et 49 
FR 30986. Application received by 
Commissioner of Customs: June 25,1934. 

Docket No.: 84-249. Applicant: 
Colorado State University, Fort Collins, 
CO 80523. Instrument: Electron 
Microscope, Model JEM-1200 EX with 
Accessories. Manufacturer: JEOL, Ltd., 
Japan. Intended use: See notice at 49 FR 
32638. Instrument ordered: Februaiy 22, 
1984. 

Docket No.: 83-303. Applicant: 
University of Miami, Miami, FL 33101. 
Instrument: Electron Microscope. JEM- 
IOOCX and Accessories. Manufacturen 
JEOL. Ltd.. Japan. Intended use: See 
notice at 48 FR 40933. Instrument 
ordered: July 27,1984. 

Comments: None received. Decision: 
Approved. No instrument of equivalent 
scientific value to the foreign 
instrument, for such purposes as these 
instruments are intended to be used, 
was being manufactured in the United 
States at the time the instruments were 
ordered. Reasons: Each foreign 
instrument is a conventional 
transmission electron microscope 
(CTEM) and is intended for research or 
scientific educational uses requiring a 
CTEM. We know of no CTEM. or of any 
other instrument suited to these 
purposes, which was being 
manufactured in the United States either ' 
at the time of order of each instrument 
or at the time of receipt of application 
by the U.S. Customs Service. 

(Catalog of Federal Domestic Assistance 
Program No. 11.105, Importation of Duty-Free 
Educational and Scientific Materials.) 

Frank W. Creel, 

Acting Director, Statutory Import Programs 
Staff. 

[FR Doc 84-28314 Filed 10-25-a4; 8:45 cm) 

BILUNQ CODE 3510-OS-M 


Consolidated Decision on Applications 
for Duty-Free Entry of Electron 
Microscopes; Arizona Stdite University, 
et al. 

This decision is made pursuant to 
section 6(c) of the Educational. 
Scientific, and Cultural Materials 
Importation Act of 1966 (Pub. L 89-651. 
80 Stat. 897; 15 CFR Part 301). Related 
records can be viewed between 8:30 
A.M. and 5:00 P.M. in Room 1523, U.S. 
















Federal Register / Vol. 49. No. 209 / Friday. October 26, 1984 / Notices 


43087 


Department of Commerce, 14th and 
Constitution Avenue, ^^W^, Washington, 
D.C. 

Docket No.: 84-261. Applicant: 

Arizona State University, Tempe, AZ 
85287. Instrument: Electron Microscope, 
Model JEM-4000EX with Accessories. 
Manufacturer: |EOL. Ltd., Japan. 

Intended use: See notice at 49 FR 35168. 
Instrument ordered: January 20,1984. 

Docket No.: 84-263. Applicant: Brown 
University, Providence, RI 02912. 
Instrument: Electron Microscope, Model 
EM 420 with Accessories. Manufacturer: 
N.V. Philips. The Netherlands. Intended 
use: See notice at 49 FR 35168. 

Instrument ordered: April 26,1984. 

Docket No.: 84-264. Applicant: 
University of Arizona, Tucson, AZ 
85721. Instrument: Electron Microscope, 
Model EM 420T with Accessories. 
Manufacturer N.V. Philips, The 
Netherlands. Intended use: See notice at 
49 FR 35168. Instrument ordered: June 

27.1984. 

Docket No.: 84-267. Applicant: Albert 
Einstein Medical Center. Philadelphia. 

PA 19141. Instrument: Electron 
Microscope. Model H-600-2 with 
Accessories. Manufacturer Hitachi, 

)apan. Intended use: See notice at 49 FR 
37136. Instrument ordered: January 19, 
1984. 

Docket No.: 84-268. Applicant: 

National Institute of Mental Health, 
Washington. DC 20232. Instrument: 
Electron Microscope. Model lOCA with 
Accessories. Manufacturer: Carl Zeiss, 
West Germany. Intended use: See notice 
at 49 FR 35397. Instrument ordered: June 

8.1984. 

Docket No.: 84-269. Applicant: 
University of Maryland, Catonsville, MD 
21228. Instrument: Electron Microscope. 
Model EM lOCA/C/CR with 
Accessories. Manufacturer: Carl Zeiss, 
West Germany. Intended use: See notice 
at 49 FR 37136. Instrument ordered: May 

25.1984. 

Comments: None received. Decision: 
Approved. No instrument of equivalent 
acientific value to the foreign 
instrument, for such purposes as these 
instruments are intended to be used, 
was being manufactured in the United 
States at the time the instruments were 
^ered. Reasons: Each foreign 
instrument is a conventional 
J^j^ission electron microscope 
ICTEM) and is intended for research or 
jcientific educational uses requiring a 
We know of no CTEM, or of any 
olher instrument suited to these 
Purposes, which was being 
Manufactured in the United States either 
®tthe time of order of each instrument 
^ at the time of receipt of application 
the U.S. Customs Service. 


(Catalog of Federal Domestic Assistance 
Program No. 11.105, Importation of Duty-Free 
Educational and Scientific Materials) 

Frank W. Creel, 

Acting Director, Statutory Import Programs 
Staff, 

(FR Doc 84-28315 Piled 10-25-84; 845 am| 

BILUNQ CODE 3510-OS-M 


Applications for Duty-Free Entry of 
Scientific Instruments; University of 
Chicago 

Correction 

In FR Doc. 84-27619 beginning on page 
41079 in the issue of Friday, October 19, 
1984, make the following correction on 
page 41079: In the third colunm, in the 
seventh complete paragraph, in the last 
line, “June 27,1984“ should read 
“August 27.1984“. 

BILUNQ CODE 1505-01-M 

COMMITTEE FOR PURCHASE FROM 
THE BLIND AND OTHER SEVERELY 
HANDICAPPED 

Proposed Additions to Procurement 
List 

SUMMARY: The Committee has received 
proposals to add to Procurement List 
1985 military resale commodities to be 
produced by and services to be provided 
by workshops for the bbnd and other 
severely handicapped. 

Ccflnments must be received on or 
before: November 28.1984. 

ADDRESS: Committee for Purchase from 
the Blind and Other Severely 
Handicapped, Crystal Square 5, Suite 
1107,1755 Jefferson Davis Highway, 
Arlington, Virginia 22202. 

FOR FURTHER INFORMATION CONTACT: 
C.W. Fletcher, (703) 557-1145. 
SUPPLEMENTARY INFORMATION: This 
notice is published pursuant to 41 U.S.C. 
47(a)(2), 85 Stat. 77. Its purpose is to 
provide interested persons an 
opportunity to submit comments on the 
possible impact of the proposed actions. 

Additions 

If the Committee approves the 
proposed additions, all entities of the 
Federal Government will be required to 
procure the military resale commodities 
and services listed below from 
workshops for the blind or other 
severely handicapped. 

It is proposed to add the following 
military resale commodities and 
services to Procurement List 1985, 
October 19,1984 (49 F.R. 41195): 

Military Resale Item Nos. and Names 

No. 921 Mop, Anglematic 
No. 931 Refill, for #921 


SIC 0782 

Grounds Maintenance, Ash Woods, 
French Dr. & Independence Avenue to 
17th St. & Independence Avenue, 
Washington, D.C. 

SIC 5812^ 

Catering Service, Hot Meal, Military 
Entrance Processing Station. Jackson. 
Mississippi 

SIC 7349 

Janitorial/Custodial, Federal Building, 
536 South Clark Street. Chicago, 
Illinois 

SIC 7369 

Commissary Shelf Stocking and 
Custodial Service, Reese Air Force 
Base, Texas 

Commissary Shelf Stocking and 
Custodial Service, Francis E. Warren 
Air Force Base, Wyoming 

C.W. Fletcher, 

Executive Director. 

(FR Doc. 84-28305 Hied 10-25-64:845 am) 

BILLING CODE 6e2a-33-M 


Procurement List 1984; Correction of 
Proposed Additions 

In FR Doc. 84-27024 appearing on 
page 40077 in the issue of Friday, 
October 12,1984. make the following 
correction: 

In the third column under SIC 7349, 
the first item should read, Janitorial/ 
Custodial, Federal Building and U.S. 
Courthouse. 312 North Spring Street, Los 
Angeles, California. 

C.W. Fletcher, 

Executive Director. 

|FR Doc. 84-28306 Filed 10-25-84; 8:45 am) 

BILLING CODE M20-33-M 


Procurement List 1985; Additions 

agency: Committee for Purchase From 
the Blind and Other Severely 
Handicapped. 

action: Additions to procurement list. 

summary: This action adds to 
Procurement list 1985 commodities to be 
produced by and services to be provided 
by workshops for the blind and other 
severely handicapped. 
effective date: October 26.1984. 
ADDRESS: Committee for Purchase from 
the Blind and other Severely 
Handicapped, Crystal Square 5, Suite 
1107,1755 Jefferson Davis Highway. 
Arlington, Virginia 22202. 

FOR FURTHER INFORMATION CONTACT: 
C.W. Fletcher, (703) 557-1145. 
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SUPPLEMENTARY INFORMATION: On June 
8 and July 9.1984, the Committee for 
Purchase from the Blind and Other 
Severely Handicapped published 
notices (49 FR 23907 and 49 F.R. 27969) 
of proposed additions to Procurement 
List 1985, October 19.1984. (49 FR 
41195). 

After consideration of the relevant 
matter presented, the Committee has 
determined that the commodities and 
services listed below are suitable for 
procurement by the Federal Government 
under 41 U.S.C. 46-^. 85 Slat. 77. 

I certify that the following actions will 
not have a significant impact on a 
substantial number of small entities. The 
major factors considered were: 

a. The actions will not result in any 
additional reporting, recordkeeping or 
other compliance requirements. 

b. The actions will not have a serious 
economic impact on any contractors for 
the commodities and services listed. 

c. The actions will result in 
authorizing small entities to produce or 
provide the commodities and services 
procured by Government. 

Accordingly, the following 
commodities and services are hereby 
added to Procurement List 1985: 

Class 7530 

Tape. Postage Meter 

7530-00-912-3925 

7530-00-912-3924 

Class 7920 

Towel. Paper 
7920-00-832-9772 

(For GSA Regions 1.3 (excluding New 
Cumberland. 

Pennsylvania depot), 5 and the Navy 
Pack for Charleston South Carolina 
Depot only) 

Sic 7349 
SIC 7349 

lanitorial/Custodial U.S. Courthouse, 

68 Court Street. 

Buffalo. New York. 
lanitorial/Custodial U.S. Courthouse 
West 920 Riverside Avenue Spokane. 
Washington 
C.W. Fletcher, 

Executive Director* 

|FR Doc 84-28304 FIliKi 10-25^: 8:46 atn) 

BILLINQ CODE 6820-3S-II 

DEPARTMENT OF DEFENSE 

Office of the Secretary 

Defense Intelligence Agency Scientific 
Advisory Committee; Closed Meeting 

summary: Pursuant to the provisions of 
Subsection (d) of Section 10 of Pub. L. 
92-463, as amended by Section 5 of Pub. 
L. 94-409, notice is hereby given that a 


closed meeting of a panel of the DIA 
Scientihe Advisory Committee has been 
scheduled as follows: 

date: December 4,1984.1:00 p.m. to 5:00 
p.m. 

ADDRESS: INCA Program Office, 
McLean. VA. 

FOR FURTHER INFORMATION COfITACr. 

Major Harold E. Linton. USAF, 
Executive Secretary, DIA Scientific 
Advisory Committee, Washington, D.C. 
20301 (202/373-4930). 

SUPPLEMENTARY INFORMATION: The 
entire meeting is devoted to the 
discussion of classified information as 
defined in Section 552b(c)(l). Title 5 of ' 
the U.S. Code and therefore will be 
closed to the public. Subject roattter will 
be used in a study on Intelligence 
Communications Architecture. 

Dated: October 22.1984. 

Patricia H. Means, 

OSD Federal Register Liaison Officer. 
Department of Defense. 

[FR Doc. 84-26270 Filed 10-25-84; 8:45 am) 

BILUNO COOC 3810-01-M 


DoD Advisory Group on Electron 
Devices; Advisory Committee Meeting 

summary: Working Group C (Mainly 
Opto-Electronics) of the DOD Advisory 
Group on Electron Devices (AGED) will 
meet in closed door session on 29-30 
October 1984 at Naval Ocean Systems 
Center, 271 Catalina Blvd., San Diego, 
California 92152. 

The mission of the Advisory Group is 
to provide the Under Secretary of 
Defense for Research and Engineering, 
the Director. Defense Advanced 
Research Projects Agency and the 
Military departments with technical 
advice on the conduct of economical 
and effective research and development 
programs in the area of electron devices. 

The Working Group C meeting will be 
limited to review and development 
programs which the military propose to 
initiate with industry, universities or in 
their laboratories. This opto-electronic 
devices area includes such programs as 
imaging devices, infrared detectors and 
lasers. The review will include classified 
program details throughout. 

In accordance with Section 10(d) of 
Pub. L No. 92-463, as amended (5 U.S.C. 
App. I i 10(d) (1976)), it has been 
determined that this Advisory Group 
Meeting concerns matters listed in 5 
U.S.C. 552b(c)(l) (1976), and that 
accordingly, this meeting will be closed 
to the public. 


Dated: October 22,1984. 

Patricia H. Means. 

OSD Federal Register Liaison Officer. 

[FR Doc. 84-28272 Filed 10-25-84; 8:45 am) 
BILUNQ COOC 3S10-01-M 


DoD Advisory Group on Electron 
Devices; Advisory Committee Meeting 

summary: Working Group A (Mainly 
Microwave Devices) of the DOD 
Advisory Group on Electron Devices 
(AGED) will meet in closed session on 
November 7.1984 at Palisades Institute 
for Research Services. Inc., 1215 
Jefferson Davis Highway. Crystal 
Gateway #3, Suite 1203. Arlington. 
Virginia 22202. 

The mission of the Advisory Group is 
to provide the Under Secretary of 
Defense for Research and Engineering, 
the Director, Defense Advanced 
Research Projects Agency and the 
Military Departments with technical 
advice on the Conduct of economical 
and effective research and development 
programs in the area of electron devices. 

The Working Group A meeting will be 
limited to review of research and 
development programs which the 
military proposed to initiate with 
industry, universities or in their 
laboratories. This microwave device 
area includes programs on 
developments and research related to 
microwave tubes, solid state microwave, 
electronic warfare devices, millimeter 
wave devices, and passive devices. The 
review will include classified program 
details throughout. 

In accordance with Section 10(d) of 
Pub. L. No. 92-463, as amended. (5 
U.S.C. App. 1 § 10(d)(1976)). it has been 
determined that this Advisory Group 
meeting matters listed in 5 U.S.C. 
552b(c)(l) (1976), and that accordingly, 
this meeting will be closed to the public. 

Dated: October 22.1984. 

Patrida H. Means, 

OSD Federal Register Liaison Officer. 
Department of Defense. 

[FR Doc. 84-28275 Filed 10-25-84; 6:45 un] 

BILUNO COOC 3S10-61-M 


Establishment of a Federally Funded 
Research and Development Center 
(FFRDC) 

action: Notice of proposed designation 
of FFRDC._ ^ 

summary: The Department of Defense, 
in compliance with the procedures of 
OFPP Policy Letter No. 84-1. “Federally 
Funded Research and Development 
Centers’* (April 4,1984), announces Its 
intention to designate the Logistics 
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Management Institute an FFRDC to 
perform research, studies, and analyses 
in the area of logistics and weapon 
systems acquisition. Such work includes 
research and analyses to: (1) Reduce 
costs and increase the effectiveness of 
military procurement, materiel 
management, logistics and manpower 
support activities and other related 
areas; (2) formulate and recommend 
changes in DOD policy relating to 
acquisitions and support of weapons 
systems and other defense resources 
requirements; (3) develop mathematical 
models and other management tools for 
the evaluation of logistics and 
manpower plans emd materiel 
requirements, and (4) appraise the 
readiness of the Armed Forces. 

Dated: October 22.1984. 

Pitrida H. Means, 

OSD Federal Register Liaison Officer 
Department of Defense. 

in Doc M-282Se Filed 10-25^; ft:45 am) 

HUNG CODE 3S10-01-M 


Public Information Collection 
Requirement Submitted to 0MB for 
Review 

summary: The Department of Defense 
has submitted to OMB for review the 
following proposal for the collection of 
information under the provisions of the 
Paperwork Reduction Act (44 U.S.C. 
Chapter 35). Each entry contains the 
following information: (1) Type of 
Submission; (2) Title of Information 
Collection and Form Number if 
applicable; (3) Abstract statement of the 
need for and the uses to be made of the 
information collected; (4) Type of 
Respondent; (5) An estimate of the 
number of responses; (6) An estimate of 
Ihe total number of hours needed to 
provide the information; (7) To whom 
comments regarding the information 
collection are to be forwarded; and (8) 
The point of contact from whom a copy 
of the information proposal may be 
obtained. 

New 

Medical Information Questionnaire: DIS 

PL 14 and 14a. 

The Defense Investigative Service 
wlS) is responsible for conducting 
Poroonnel security investigations to 
ootermine an individual’s suitability for 
0 position of trust. This form is used to 
pther medical information when there 
« on indication of a history of mental or 
oocvous disorder, use or abuse of 
P^cribed or illegal drugs, or abuse or 
^roessive use of alcohol. 

Modical Professionals 
•^sponses: 14.000 


Burden hours: 7,000 
ADDRESSES: Comments are to be 
forwarded to Mr. Edward Springer, 
Office of Management and Budget, Desk 
Officer, Room 3235, New Executive 
Office Building. Washington, DC 20503, 
and Mr. Daniel J. Vitiello. DOD 
Clearance Officer, WHS/DIOR, Room 
1C535, The Pentagon. Washington, DC 
20301-1155, telephone (202) 694-0187. 
SUPPLEMENTARY INFORMATION: A COpy 
of the information collection proposal 
may be obtained from Mr. Fred A. 
Schonert. Defense Investigative Service, 
Administrative Services Division, V0240, 
1900 Half Street. SW. Washington, DC 
20324-1700. telephone (202) 693-0881. 

Dated: October 22,1984. 

Patricia H. Means, 

OSD Federal Register Liaison Officer, 
Department of Defense. 

[FR Doc S4-28274 Filed 10-25-S4: S:45 am] 

BILUMQ COO€ 3t1(H)1-M 


Department of the Army 

Public Information Collection 
Requirement Submitted To OMB for 
Review 

summary: The Department of Defense 
has submitted to OMB for review the 
following proposal for the collection of 
information under the provisions of the 
Paperwork Reduction Act (44 U.S.C. 
Chapter 35). Each entry contains the 
following information: (1) Type of 
submission; (2) Title of Information 
Collection and Form Number if 
applicable; (3) Abstract statement of the 
need for and the uses to be made of the 
information collected; (4) Type of 
Respondent; (5) An estimate of the 
number of responses; (6) An estimate of 
the total number of hours needed to 
provide the information; (7) To whom 
comments regarding the information 
collection are to be forwarded; and (8) 
The point of contact from whom a copy 
of the information proposal may be 
obtained. 

Revision 

Uniform Cost Accounting and 
Reporting System (UCARS) MIL-STD 
1260; DA Forms 4812-R. 4813-R and 
4814-R. 

. The Military Standard (UCARS) was 
needed to bring uniformity to the 
accounting systems at the Government 
Owned Contractor Operated (GOCO) 
Ammunition plants. UCARS provides 
uniform cost accounting data that can 
be used to evaluate individual 
contractor performance, and to make 
comparisons among the plants of cost 
and manpower information. 

Businesses 


Responses 132 
Burden hours 2.640 
ADDRESSES: Comments are to be 
forwarded to Mr. Edward Springer. 
Office of Management and Budget. Desk 
Officer, Room 3235, New Executive 
Office Building, Washington. DC 20503 
and Mr. Daniel J. Vitiello, DOD 
Clearance Officer, WHS/DIOR, Room 
1C535, The Pentagon, Washington. DC 
20301-1155, telephone (202) 694-0187. 
SUPPLEMENTARY INFORMATION: A COpy 
of the information collection proposal 
may be obtained from Mr. David O. 
Cochran. DAIM-ADI, Room 1D667, The 
Pentagon, Washington, DC 20301, 
telephone (202) 695-5111. 

Dated: October 22.1984. 

Patricia H. Means, 

OSD Federal Register Liaison Officer, 
Department of Defense. 

(FR Doc. 84-26273 FUed 10-26-a4:8:45 am) 

BILUNQ CODE 3810-01^ 


Department of the Navy 

Privacy Act of 1974; Deleted System of 
Records 

AGENCY: Department of the Navy, DOD. 

action: Notice of deletion of systems of 
records. 


summary: The Department of the Navy 
proposes to delete one system of records 
in its inventory of systems of records 
subject to the Privacy Act of 1974. 

DATE: The proposed action will be 
effective without further notice 
November 26.1984, unless comments are 
received which would result in a 
contrary determination. 

ADDRESS: Send any comments to the 
systems manager identified in the 
system notice. 

FOR FURTHER INFORMATION CONTACT: 

Mrs. Gwendolyn R. Aitken, Privacy Act 
Coordinator, Office of the Chief of 
Naval Operations (Op-09B30), 
Department of the Navy, The Pentagon, 
Washington, DC 20350. Telephone: (202) 
697-1459. 

SUPPLEMENTARY INFORMATION: The 

Department of the Navy systems notices 
for records systems subject to the 
Privacy Act of 1974 (5 U.S.C. 552a) Pub. 

L 93-579 were published in the Federal 
Register as follows: 

FR Doc. 83-109 (48 FR 26029) June 6.1983 
FR Doc. 84-2618 (49 FR 3901) January 31,1983 
FR Doc. 83-2828 (49 FR 4124) February 2.1983 
FR Doc. 83-4908 (49 FR 6967) February 24, 

1983 

FR Doc. 84-8893 (49 FR 13350) April 4.1984 
FR Doc. 84-8901 (49 FR 13399) April 4,1984 
FR Doc. 84-10509 (49 FR 15601) April 19.1984 
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FR Doc. 84-10681 (49 FR 18777) April 20,1984 
FR Doc. 84-14818 (49 FR 23107) June 4,1984 
FR Doc. 84-16521 (49 FR 25507) June 21.1984 
FR Doc. 84-23495 (49 FR 35172) September 6, 
1984 

FR Doc. 84-25459 (49 VR 37825) September 28. 
1984 

The proposed deletion is not within 
the purview of the provision of 5 U.S.C. 
552a(0] which requires the submission of 
altered systems reports. 

Patricia H. Means, 

OSD Federal Register Liaison Officer. 
Department of Defense. 

October 22.1984. 

DELETION 

N05100-9 

System name: 

Personnel Data Base Application/ 
Student Instructor Performance Module 
(48 FR 26058) June 6,1983. 

Reason: 

This system has been discontinued, 

|FR Doc Sf-2a271 Piled ia-2S-S4:11:45 am| 

BtUJNO CODE SSKMU-M 

Corps of Engineers, 

Department of the Army 

Intent To Prepare a Draft 
Environmental Impact Statement 
(DESI); Department of the Army (DA) 
Regulatory Permit Action for the 
Proposed Ewa Marina Community, 

Ewa District, Oahu. HI 

aqency: U.S. Army Corps of Engineers. 
Honolulu District. Pacific Ocean 
Division. 

action: Notice of intent to prepare a 
DEIS for a regulatory permit action. 

summary: 

1. Background of Previous Actions 

A Notice of Intent to prepare a DEIS 
was previously prepared by the U.S. 
Army Corps of fcgineers and published 
in the Federal Register, Vol. 45, No. 96 
on May 15,1980. This was followed by 
the distribution of the DEIS in May and 
June, 1980. Based on the initial reactions 
and comments from the reviewing 
agencies, the applicant. MSM and 
Associates. Inc., requested the 
withdrawal of the DEIS pending 
incorporation of additional consultant 
efforts in addressing the agency 
concerns. 

2. Description of the Proposed Action 

The applicant proposes to construct a 
recreational marina as part of a 556-acre 
permanent residential-recreational 
development consisting of 3,500 
dwelling units. The proposed marina 
will consist of 98 acres of Internal 


waterways with 1,6(X) boat slips-The 
waterway system will be created inland 
of the existing shoreline with a primary 
channel located at the present I^oi 
GuJeh, on the west end of Oneula Beach 
Park. Two jetties up to 700 feet long will 
be constructed along the entrance 
channel to protect the marina from 
waves penetrating the basin and to 
prevent littoral drift from shoaling the 
channel. The proposed marina requires 
a DA permit under Section 10 of the 
River and Harbor Act of 1899 (33 U.S.C. 
403) and Section 404 of the Clean Water 
Act (33 U.S.C. 1344). 

3, Description of Reasonable 
Alternatives 

Because the project is in its 
preliminary planning stages, details on 
reasonable alternatives have not been 
finalized. The applicant is in the process 
of determining various alternatives, 
which may include: 

a. Full scale development as 
proposed. 

b. Reduced development. 

c. Alternative design plans, without 
the marina. 

d. No development alternatives, such 
as maintaining the existing land use. or 
enhancing agricultural, open space, or 
park uses. 

4. Description of the Scoping Process for 
the DEIS 

a. The public and affected Federal. 
State and local agencies, and other 
interested private organizations and 
parties are invited to provide comments 
identifying specific concerns which 
should be addressed in the DEIS. Upon 
preparation of the DEIS, a public notice 
shall be issued summarizing the facts of 
the case and announcing the availability 
of the DEIS. If a public hearing is 
requested, it will be held after 
completion of the DEIS. A public notice 
announcing the time, date, location and 
nature of the hearing would be issued at 
least 30 days prior to the hearing date. 

b. The applicant's DEIS may also 
satisfy the State of Hawaii's 
requirement for an Environmental 
Impact Statement pursuant to Chapter 
343, Hawaii Revised Statutes, and the 
State Environmental Quality 
Commission's Envrionmental Impact 
Statement Regulations. 

c. The significant issues to be 
analyzed in depth in the DEIS will 
include: 

(1) Impacts of the marina on the 
coastal zone and shoreline and on 
wetlands. 

(2) Susceptibility of the marina project 
location in the tsunami hazard zone. 


(3) Impacts of the marina on flora and 
fauna and on rare or endangered 
species. 

(4) Impacts of the marina on surface 
water runoff and drainage. 

(5) Alterations of coastal water 
quality and oceanographic conditions 
caused by the marina. 

(6) Effects of the marina on air quality 
and noise. 

(7) Effects of Navy and commercial 
aircraft noise on the proposed 
residential community. 

(8) Aesthetic considerations and 
socioeconomic impacts, including 
impacts on public facilities such as 
transportation and utilities related to the 
marina development. 

(9) Impacts of the marina on historic, 
archaeological and paleontological 
resources. 

(10) Land use considerations and 
impacts, including the loss of 
agricultural lands. 

(11) Recreational impacts related to 
the marina development. 

5. It is estimated that the DEIS will be 
made available to the public in 
November 1984. 

address: Questions about the proposed 
action and DEIS can be answered by: 
Mr. Stanley T. Arakaki, Chief, 
Operations Branch. Omstruction- 
Operations Division, U.S. Army Corps of 
Engineers, Fort Shafter, Hawaii 96858- 
5440, Telephone: (808) 438-9258. 

Dated: October 18,1984 
Michael M. Jenks. 

Colonel Corps of Engineers, District 
Engineer. 

(FR Ooc. 84-28303 Filed tO-2S-«l: 8:45 «ml 
BILUNO CODE 37tO-NN-M 


DEPARTMENT OF EDUCATION 

Office of Special Education and 
Rehabilitative Service 

Handicapped Special Studies Program 

agency: Department of Education. 
action: Notice of proposed annual 
evaluation priorities. 

summary: The Secretary proposes 
annual evaluation priorities for the 
Handicapped Special Studies program. 
Studies have been selected to ensure 
effective use of program funds and to 
meet study requirements included in the 
Education of the Handicapped Act. 
date: Comment must be received on or 
before January 24,1985. 
address: Comments should be 
addressed to: Nancy Safer. Research 
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Projects Branch, Division of Educational 
Services, Office of Special Education 
Programs. Department of Education, 400 
Maryland Avenue SW. (Switzer 
Building, Room 3513), Washington. D.C. 
20202 . 

FOR FURTHBIINFORMATIOM COMTACT: 
Nancy Safer, Telephone: (202) 732-1064. 
SUPPLEMEIfTARY INFORMATIOH: The 
Handicapped Special Studies program, 
authorized by section 610 of Part B of 
the Edooation of the Handicapped Act 
as amended, supports studies to 
evaluate the impact of the Act including 
States’ efforts towards the provision of a 
free appropriate public education to 
handicapped diildren (20 U.S.C. 1401, 
1411 et seq.). Section 618 of the Act 
requires that the results of these studies 
be included in the annual report 
submitted to the Congress by the 
Department 

Under section 618(c) of the Act, as 
amended by the Education of the 
Handicai^d Act Amendments of 1983, 
Pub. L 98-199, the Secretary is expressly 
required to submit to the appropriate 
committees of each House of the 
Congress and publish in the Federal 
Register for review and comment 
proposed annual priorities for 
evaluatioiis conducted'Under section 
618. A State and local financing study 
mandated under section 618(e)(2). as 
added by the Education of the 
Handicapped Act Amendments of 1983, 
was initiated in fiscal year 1984 and will 
be continued in fiscal year 1985. 

Priorities 

(a) Educational Progress of 
Hondicxqipad Students, lliis proposed 
priority would support a longitu^al 
study of a sample of handicapped 
students encompassing the f ull range of 
handicapping conditions, to examine 
their educational progress while in 
special education and their 
occupational, educational, and 
independent living status after 
graduatii^ fixnn secondary school or 
otherwise leaving special education. 

This study is specifically lequired by 
section 618(e)(1), as added by the 
Education of the Handicapped Act 
Amendments of 1983. 

(b) Programming Features of Special 
^rpase Facilities. Projects. Hiis 
proposed priority would siq^pml a 
project to examine the educational 
pro^ainming and other services 
available to handicapped students in 
««parate schools or facilities, or pubtic 
or private residential facilities to clarify 
me criteria used in selecting those 
placement options, and to profile the 
characteristics of the hemdicapped 
students in those placements. 


(c) State Educational Agency/Federal 
Evaluation Studies Projects. This 
proposed priority would support 
evaluation studies to assess the impact 
and effecdvenes of programs assisted 
under the Education of the Handicapped 
Act. Within this priority, studies will be 
invited that addiess: (1) The impact and 
effectiveness of criteria used to 
detemine eligibility and placement of 
students in various program c^ions; (2) 
the effectiveness of instnictioDai 
programming options and screening 
procedures used prior to referral for 
placement of children in speoal 
education; and (3) the impact of 
secondary program options provided 
hsndicapp^ students in relation to 
competency testing, graduation, and 
transition. In aooc^ance with section 
618(d) of the Act as added by the 
Education of the Handicapped Act 
Amendments of 1983, the Secretary 
imposes to enter into coopcsrative 
agreements with State educational 
agencies to carry out these studies. 

(dj Identification and Clarification of 
Emerging J^ues. This proposed fniority 
would support activities to obtain and 
analyze imfonnation on emerging 
related to the Act. This information is 
essential for both immediate program 
administrative needs and for inclusion 
in the annual report to Ccmgress. 

(e) Eraluatioa Assistance. This 
proposed priority would support a 
project to assist States in deigning, 
conducting, and reporting evaluations of 
the impact and effectiveness of the 
impleinentation of the Act in their 
States. The project will also perform an 
analysis of these findings which will be 
included in the annual report to 
Congress. This priority is required under 
section 618(d)(3] of the Act, as added by 
Educaton of Handicapped 
Amendments of 1983, when State 
Education Agency/Federai Evaluation 
Studies Projects are funded. 

Inteigovemmental Review 

This program is subject to the 
requirements of Executive Order 12372 
and the regulations in 34 CFR Part 79 (48 
FR 29158; June 24,1963). The objective of 
the Executive Order is to foster an 
intergovernmental partnership and a 
strengthened federalism by relying on 
State and local processes for State and 
local government coordination and 
review of proposed Federal financial 
assistance. 

In accmtiance with the Order, this 
document pixmdes early notification of 
the Department’s plans and actions for 
this program. 

Executive Order 12291 

These proposed priorities have been 
reviewed in accordance with Executive 
Order 12291. They are not classified as 


major regulations because they do not 
meet the criteria for major regulations 
established in the Order. 

Invitation to Comment 
Interested persons are invited to 
submit comments and recommendations 
regarding the proposed evaluation 
priorities. 

Ail comments submitted in response 
to these proposed priorities will be 
available for public inspection, during 
and after the comment period, in Room 
3517, Switzer Building, 330 C Street 
SW., Washington, D.C. between the 
hours of 8:30 a.m. and 4:00 pjn., Monday 
through Friday of each we^ except 
Federal holidays. 

(20U.S.C1418) 

(Catalog of Federal Domestic Assistance 
Number 84.1S9; Handicapped Special Studies) 
Dated: October Z2,1984. 

T.H. BeU, 

Secretary of Education. 

(PR Doc. a*>28SS) Fn«d 1D-2S-B4:8:45 am] 
aaiJNC CODE 400(M)1 


DEPARTMENT OF ENERGY 

Economic Regulatory Administration 

[ERA Docket Ho. 84-14-HG1 

Northwest Alasican Pipeline Cc.; 
Application To Amend Authorization 
To Import Natural Gas From Canada 

agency: Department of Energy, 
Economic Regulatory Administration. 
ACTION: Notice of Application to Amend 
and Extend Authorization to Import 
Natural Gas from Canada through the 
Eastern Leg of the Alaska Natural Gas 
Transportation System. 

SUMMARY: The Economic Regulatory 
Administration (ERA) gives notice of 
receipt on October la 1984. of an 
application of Northwest Alaskan 
Pipeline Company (N or ti i we s t Alaskan). 
In light of a renegotiated contract with 
its Canadian natural gas supplier, Pan- 
Alberta Gas Ltd. (Pan-Alberta), 
Northwest Alaskan requests removal of 
conditions imposed on its current 
authorization to import on an average 
annual daily basis up to 800,000 Mcf per 
day of Canadian natural gas to the 
United States for transportation through 
the Eastern Leg of the Alaska Natural 
Gas Transportation System (ANGTS). 
Northwest Alaskan also requests an 
extension of its authorization to October 
31. 2002. The natural gas imported by 
Northwest Alaskan is received at the 
intematicnal boundary near Monchy, 
Saskatchewan, resold to Northern 
Natural Gas Company, Division of 
InterNorth, Inc. (Northern). Panhandle 
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Eastern Pipe Line Company (Panhandle), 
and United Gas Pipeline Company 
(United), and transported through the 
Eastern Leg of the ANGTS. Although 
Northwest Alaskan and Pan-Alberta 
negotiated a single Gas Sales Contract, 
separate and distinct pricing and take 
provisions have been negotiated for 
Northwest Alaskan's three repurchasers 
of gas. Northwest Alaskan requests that 
the ERA act on its application by 
December 15,1984, and that the contract 
amendments be made effective on 
November 1.1984. 

The application is filed with the ERA 
pursuant to Section 3 of the Natural Gas 
Act (NGA), Section 9 of the Alaska 
Natural Gas Transportation Act of 1976 
(ANGTA), and DOE Delegation Order 
No. 0204-111. Protests, motions to 
intervene, notices of interventions, and 
written comments are invited. 
date: Protests, motions to intervene or 
notices of intervention, as applicable, 
and written comments are to be filed no 
later than 4:30 p.m., on November 26. 
1984. 

FOR FURTHER INFORMATION CONTACT: 

John Glynn, Natural Gas Division, Office 
of Fuels Programs, Economic 
Regulatory Administration, Forrestal 
Building, Room GA-007.1000 
Independence Avenue. S.W.. 
Washington, D.C. 20585. (202) 252- 
9482 

Diane Stubbs. Office of the General 
Counsel, Natural Gas and Mineral 
Leasing, U.S. Department of Energy, 
Forrestal Building, Room 6E-042.1000 
Independence Avenue. S.W.. 
Washington, D.C. 20585, (202) 252- 
6667 

SUPPLEMENTARY INFORMATION: 

Northwest Alaskan purchases Canadian 
natural gas from Pan-Alberta pursuant 
to a Gas Sales Contract dated March 9. 
1978, as amended (Eastern Contract). 
The gas is resold to Northern, 

Panhandle, and United under three 
separate Gas Purchase Agreements and 
is transported through the prebuilt 
section of the Eastern Leg of the ANGTS 
for resale and delivery to midwestern 
and eastern markets. Deliveries of gas to 
Northwest Alaskan began on September 
1.1982. 

Current Export/Import Authorizations 

Pan-Alberta has licenses from the 
Canadian National Energy Board (NEB) 
to export natural gas at Monchy, 
Saskatchewan, to Northwest Alaskan 
through October 31,1992. On July 23, 
1984, Pan-Alberta filed an application 
with the NEB to extend its export 
authority through October 31,1996. 
However, the total volume of gas to be 
exported daily during the proposed 


extended term would remain 
unchanged. 

In 1980 the Federal Energy Regulator^' 
Commission (FERC), pursuant to Section 
3 of the NGA and Section 9 of the 
ANGTA, issued two orders authorizing 
Northwest Alaskan to import 800,000 
Mcf per day through October 31.1988. 

On December 15.1983, the FERC 
extended the import authorization 
through October 31,1992, to be 
consistent with the export license 
granted to Pan-Alberta by the NEB. 
However, the FERC conditioned its 
extension by requiring Northwest 
Alaskan to (1) renegotiate its Eastern 
Contract with Pan-Alberta and its 
Purchase Agreements with Northern, 
Panhandle, and United to provide for 
market-responsive prices and volume 
obligations; (2) submit contract 
amendments and necessary tariff 
changes; and (3) obtain regulatory 
approval from the ERA, FERC, and NEB. 

Northwest Alaskan states in its 
application that the first two conditions 
imposed by the FERC in its December 15 
order have been met by its instant filing 
and that regulatory approval by the 
ERA, FERC. and NEB will satisfy the 
third condition. 

Jurisdiction 

On February 15,1984, the Secretary of 
Energy (Secretary), in Delegation Order 
No. 0204-110 (49 FR 6690, February 22, 
1984), rescinded Delegation Order No. 
0204-8 (42 FR 61441, December 5,1977). 
which delegated to the FERC sole 
authority under Section 3 of the NGA to 
approve the importation of Canadian 
natural gas related to the construction 
and operation of the ANGTS. At the ^ 
same time the Secretary, in Delegation 
Order 0204-111 (49 FR 6690, February 22. 
1984). delegated the authority to the 
Administrator of the ERA to regulate the 
importation and exportation of natural 
gas under Section 3 of the NGA, 
including imports through the ANGTS. 

Application 

Northwest Alaskan states in its 
application that it has renegotiated with 
Pan-Alberta and the U.S. purchasers 
three amendments to the Eastern 
Contract and corresponding 
amendments to each of the Northern. 
Panhandle, and United Gas Purchase 
Agreements which together provide for 
market-responsive pricing and volume 
obligations. Although similar in effect, 
the amendments were negotiated 
separately and contain distinct pricing 
and take provisions for Northern, 
Panhandle, and United. In addition, a 
fourth amendment to the Eastern 
Contract allocates the maximum daily 
quantity of 800,000 Mcf among the three 


U.S. purchasers according to their 
volume entitlements under the Gas 
Purchase Agreements. 

Northern 

Specifically, the amendment directed 
to Northern establishes a minimum daily 
volume obligation requiring Northern to 
take-o/7c/-pay for 20 percent of 
Northern's maximum daily quantity in 
the seven months of April through 
October and 40 percent in the five 
winter months of November through 
March. For the 1984-85 contract year, 
the minimum annual take-o/Jc/-pay 
obligation is 50 percent, and for the 
1985-86 contract year, it is 60 percent. In 
addition, there is a 60 percent take-or- 
pay obligation with a $0.32 (U.S.) per 
Mcf settlement to be paid for any 
deficiency below the take-or-pay level. 

The amendment also provides for a 
demand-commodity rate structure for 
the volumes sold to Northern. The 
demand component, which is estimated 
to be $2.8 million monthly, will consist 
of (1) the administrative costs incurred 
by Pan-Alberta in connection with 
securing and arranging for the 
transportation of the gas; (2) the cost of 
transporting Northern’s volumes through 
Zones 6 and 9 of the ANGTS prebuilt 
facilities of Foothills Pipeline (Yukon) 
Ltd. (Foothills); (3) the cost of gathering 
and transporting Northern's volumes 
through the facilities of NOVA, an 
Alberta Corporation (NOVA); and (4) 
the administrative costs ineurred by 
Northwest Alaskan for purchase and 
resale of Canadian gas at the U.S.- 
Canadian border. The demand charge 
will be redetermined every six months 
on January 16 and July 1, provided that 
all Canadian incurred costs have been 
reviewed and found acceptable by the 
NEB. If actual costs differ from those 
used to compute the demand charge, 
any overcharges or undercharges would 
be determined and applied to the next 
six months at the time of the semi¬ 
annual redetermination. The Foothills 
and NOVA charges would be 
renegotiated if they are substantially 
increased for reasons including cost 
allocation, major expansion, or rate 
design. 

The applicant states that the 
commodity component will provide for a 
price at the international border which 
will enable the gas to be competitive in 
Northern’s market area. For the 1984^5 
contract year, the commodity rate will 
be $2.40 (U.S.) per MMBtu for volumes 
up to 85 percent of Northern’s maximum 
daily quantity times the number of days 
in the year. For the 1985-86 contract 
year, the commodity rate will be $2.45 
(U.S.) for such volumes. An incentive 
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rate of $2.30 (U.S.) for volumes 
purchased each year above 85 percent 
will apply for both years. Commencing 
November 1,1980, the commodity 
charge and the minimupi volume 
obligations applicable during each 
contract year will be redetermined 
through renegotiation or failing 
agreement, arbitration. 

Panhandle 

The minimum daily volume obligation 
requires Panhandle to take-oncZ-pay for 
30 percent of Panhandle's maximum 
daily quantity. For the 1984-85 contract 
year, there is a minimum annualtake 
obligation of approximately 37 percent, 
and a minimum annual take-or-pay of 50 
percent, with a $0.32 (U.S.) per Mcf 
settlement to be paid for any deficiency 
below the take-or-pay level. 

The amendment includes a demand- 
commodity rate structure. The demand 
component is estimated to be $2.1 
million monthly. The provisions 
governing the demand component are 
the same as for Northern. 

The commodity component for the 
1904-85 contract year will be $2.14 (U.S.) 
per MMBtu for volumes purchased up to 
Panhandle's armual take obligation (37 
percent), $2.20 (U.S.) per MMBtu for any 
additional volumes purchased up to the 
take-or-pay level of 50 percent, and for 
all volumes over 50 percent, the price 
will be set quarterly by Pan-Alberta 
after consultation with Northwest 
Alaskan and Panhandle concerning the 
anticipated condition of Panhandle's 
market. Commencing November 1,1985, 
Ihe commodity charge and the minimum 
volume obligations applicable during 
aach contract year will be redetermined 
by negotiation, or failing agreement, 
arbitration. 

United 

The United agreement establishes 
t^erent price and take provisions, with 
Ibree tiers. The minimum daily volume 
obligation (Tier I) requires United to 
take^/?d-pay for 33 Va percent of the 
®^imum daily quantity. There is also a 
Jdnimum annual volume obligation of 
percent. There is no take-or-pay 
obligation. 

for Tier I volumes, the initial price 
equal the Alberta Border Price 

®^6ctive August 1,1984), plus 
J) Foothills' transportation charges for 
volumes, and (2) United's share of 
^ cost of fuel and line pack on 
tjolhill’s system. This price is a 
*oinimum floor designed to cover the 
^8l of Canadian prebuilt facilities and 
a price at the Alberta border 
with the price established by 
P ^berta Petroleum Marketing 
^nimission. This price is subject to 


renegotiation each May 1 and November 
1, if either party requests it. If no 
agreement is reached, the matter will be 
resolved by arbitration. 

Additional volumes (Tier II) up to 
United's maximum daily quantity which, 
when added to the Tier I volumes, make 
the weighted average price of United's 
purchases under thia contract equal the 
weighted average price of United's 
domestic gas purchases, may be 
purchased at a price equal to the 
Alberta Border Price plus the cost of fuel 
required to transport the gas through the 
Foothills system. 

United will have an obligation to 
purchase any remaining volumes 
beyond those needed to equal United’s 
weighted average cost of domestic gas 
(Tier III volumes) if the price offered by 
Pan-Alberta is less than that for any of 
the domestic gas supplies purchased by 
United. If the price for such Tier 111 
volumes is equal to that of any of 
United's domestic supplies. United must 
purchase the Tier III volumes on a 
proratable basis with such equally 
priced domestic gas. Each month Pan- 
Alberta will determine the price it 
wishes to offer for Tier III volumes 
based on prevailing conditions in 
United's market. 

In addition to the above. United will 
also pay Northwest Alaskan each month 
for the administrative costs it incurs in 
the purchase and resale of United’s 
volumes at the U.S.-Canadian border. 

Northwest Alaskan states in its 
application that the proposed contract 
amendments are tailored to each of the 
three U.S. purchasers' markets in order 
to make Canadian natural gas 
continually market-sensitive throughout 
the term of the contracts. Under the 
proposed contract amendments and 
based upon the minimum taken-and-pay 
volume obligations of each of the three 
U.S. purchasers, Northwest Alaskan 
estimates that the average unit cost of 
gas purchased under the Eastern 
Contract for the 1985 contract year 
would be $3.35 (U.S.) per MMBtu at the 
border. Northwest Alaskan maintains 
that the per unit cost to its three U.S. 
purchasers would approximate $4.00 
(U.S.) per MMBtu if the proposed 
contract amendments were not 
approved. If each of the three U.S. 
purchasers took 100 percent of their 
contracted volumes under the 
amendment for the 1985 contract year. 
Northwest Alaskan estimates the unit 
cost of the gas would be about $2.71 
(U.S.) per MMBtu for United and 
Panhandle, and about $2.92 (U.S.) per 
MMBtu for Northern. Northwest 
Alaskan further maintains that approval 
of these proposed amendments would 
result in a savings of $617 million (U.S.). 


Northwest Alaskan maintains that the 
proposed contract amendments will 
allow Canadian gas to compete in U.S. 
markets, while still providing an 
enhanced economic benefit to Canada. 
As a result. Northwest Alaskan requests 
that the ERA find its amendments in 
compliance with the ERA'S new policy 
guidelines issued by the Secretary of 
Energy on February 17,1984 (49 FR 6684, 
February 22.1984), remove the 
conditions imposed by the FERC in the 
December 15,1983 order, and 
unconditionally extend its import 
authority for a term to coincide with the 
terms of its Eastern Contract and Gas 
Purchase Agreements with its three U.S. 
purchasers which extend through 
October 31. 2002. Alternatively. 
Northwest Alaskan requests an 
extension through October 31.1996, 
consistent with the export authorization 
sought by Pan-Alberta before the NEB. 

Furthermore, Northwest Alaskan 
contends that approval of this 
application is in the public interest It 
asserts that the amendments ensure that 
the prices are responsive to conditions 
in the indiviudal U.S. markets, and that 
they will remain market-sensitive 
throughout the life of the contracts. 
Northwest Alaskan claims the gas will 
be needed as the present surplus of gas 
dissipates by th^ late 1980s, and that the 
extension will not cause undue reliance 
on Canadian imports. Northwest 
Alaskan also claims that Canadian 
imports represent a more secure and 
dependable energy supply than OPEC 
oil. Northwest Alaskan also asserts that 
since its purchasers and their customers 
have borne the early initial costs of 
transportation of Canadian gas through 
the Eastern Leg of the prebuilt ANGTS 
system, they should also receive the 
benefits that will accrue to them from 
the proposed extension—an additional 
secure and dependable supply of 
Canadian gas through the ANGTS 
system with the attendant lower 
transportation charges resulting from 
declining depreciation and related 
expenses. 

Finally. Northwest Alaskan stresses 
the importance of the import 
authorization extension by asserting 
that it will provide Northern Border 
Pipeline Company, the transporter of the 
Eastern Contract volumes, an 
opportunity to lower its cost of service 
on a long-term basis and thus make the 
transportation of these volumes more 
economical. 

The decision on this application will 
be made consistent with the Secretary 
of Energy’s gas import policy guidelines, 
under which the competitiveness of an 
import arrangement in the markets 
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served is the primary consideration in 
determining whether it is in the public 
interest The applicant has asserted that 
this import arrangement is competitive. 
Parties that may oppose this application 
should address their comments to the 
issue of competitiveness as set forth in 
the policy guidelines, parties opposing 
the arrangement bear the burden of 
overcoming this assertion. 

Other InformatioD 

In response to this notice, any person 
may file a protest motion to intervene 
or notice of intervention, as applicable, 
and written comments. Any person 
wishing to become a party to the 
proceeding and to have the written 
comments considered as the basis for 
any decision on the application must, 
however, file a motion to intervene or 
notice of intervention, as applicable. 

The filing of a protest with respect to 
this application will not serve to make 
the protestant a party to the proceeding, 
although protests and comments 
received by persons who are not parties 
will be considered in determining the 
appropriate procedural action to be • 
taken on the application. All protests, 
motions to intervene, notices of 
intervention, and written comments 
must meet the requirements that are 
specified by the regulations in 10 CFR 
Part 590. They shodd be filed with the 
Natural Gas Division, Office of Fuels 
Programs, Economic Regulatory 
Administration, Room GA-033-B, RG- 
43, Forrestal Building, 1000 
Independence Avenue, S.W., 
Washington, D.C. 20585. They must be 
filed no later than 4:30 p.m., November 
26,1984. 

A.decisional record on the application 
will be developed through responses to 
this notice by parties, including the 
parties* written comments and replies 
thereto. Additional procedures will be 
used as necessary to achieve a complete 
understanding of the facts and issues. A 
party seeking intervention may request 
that additional procedures be provided, 
such as additional written comments, an 
oral presentation, a conference, or a 
trial'type hearing. Any request to file 
additional written comments should 
explain why they are necessary. Any 
request for an oral presentation should 
identify the substantial question of fact, 
law, or policy at issue, show that it is 
material and relevent to a decision in 
the proceeding, and demonstrate why an 
oral presentation is needed. Any request 
for a conference should demonstrate 
why the conference would materially 
advance the proceeding. Any request for 
a trial'type hearing must show that there 
are factual issues genuinely in dispute 
that are relevant and material to a 


decision and that a triahtype hearing is 
necessary for a full and true disclosure 
of the facts. 

If an additional procedure is 
scheduled, the ERA will provide notice 
to all parties. If no party requests 
additional procedures, a final opinion 
and order may be issued based on the 
official record, including the application 
and responses filed by parties pursuant 
to this notice, in accordance with 10 
CFR § 590318. 

A copy of Northwest Alaskan’s 
application is available for inspection 
and copying in the Natural Gas Division 
Docket Room, Room GA-033-B, at the 
above address. The docket room is open 
between the hours of 8:00 a.m. and 4:30 
p.m., Monday through Friday, except 
Federal holidays. 

Issued in Washington. D.C., on October 23, 
1984. 

fames W. Workman, 

Director, Office of Fuels Programs Economic 
Regulatory Administration. 

(FR Doc. 5^-25428 l^tJed 10-25^ •m) 

BILUNO COOE S4S0-ai-M 


(ERA Docket No. S4-15-NG] 

Northwest Alaskan Pipeline Co.; 
Application To Amend Authorization 
To Import Natural Gas From Canada 

agency: Department of Energy. 
Economic Regulatory Administration. 
action: Notice of Application to Amend 
and Extend Authorization to Import 
Natural Gas from Canada through the 
Western Leg of the Alaska Natural Gas 
Transportation System. 

SUMMARY: The Economic Regulatory 
Administration (ERA) gives notice of 
receipt on October 16,1984, of an 
application by Northwest Alaskan 
Pipeline Company (Northwest Alaskan). 
In light of a renegotiated contract with 
its Canadian natural gas supplier. Pan- 
Alberta Gas Ltd. (Pan-Alberta). 
Northwest Alaskan requests removal of 
conditions imposed on its current 
authorization to import on an average 
annual daily basis op to 240.000 Mcf per 
day of Canadian natural gas to the 
United States for transportation through 
the Western Leg of the Alaska Natural 
Gas Transportation System (ANGTS). 
Northwest Alaskan also requests an 
extension of its authorization to October 
31. 2001. The natural gas imported by 
Northwest Alaskan is received at the 
international boundary near Kingsgate. 
British Columbia, where it is sold to 
Pacific Interstate Transmission 
Company (PIT) for further transmission 
over the Western Leg of the ANGTS and 
then over other pipelines for sale to 


Southern California Gas Company 
(SoCal). Northwest Alaskan and Pan- 
Alberta also renegotiated a demand- 
commodity rate structure, and a 
reduction in daily and annual take-and- 
pay provisions to 60 percent of contract 
quantity. The revised contract also 
provides for revision of the components 
of the rate structure every six months. 
Northwest Alaskan requests the ERA 
act on its application by December 15, 
1984, and that the contract amendment 
be made effective on November 1,1984. 

The application was filed with the 
ERA pursuant to Section 3 of the Natural 
Gas Act (NGA), Section 9 of the Alaska 
Natural Gas Transportation Act 
(ANGTA), and DOE Delegation Order 
No. 0204-111. Protests, motions to 
intervene, notices of interventions, and 
written comments are invited. 

DATE: Protests, motions to intervene or 
notices of intervention, as applicable, 
and written comments are to be filed no 
later than 4:30 p.m., on November 28, 
1984. 

FOR FURTHER INFORMATION CONTACT. 

Chuck Boehl. Natural Gas Division. 
Office of Fuels Programs. Economic 
Regulatory Administration, Forrestal 
Building, Room GA-007,1000 
Independence Avenue, S.W., 
Washington. D.C. 20585, (202) 252- 
8050 

Diane Stubbs, Office of General 
Counsel, Natural Gas and Mineral 
Leasing, U.S. Department of Energy. 
Forrestal Building, Room 6E-042.1000 
Independence Avenue. S.W., 
Washington. D.C. 20585. (202) 252- 
6867 

SUPPLEMENTARY INFORMATION: 

Northwest Alaskan purchases Canadian 
natural gas from Pan-Alberta pursuant 
to a sales contract dated March 9,19178, 
as amended (Western Contract). The 
gas is resold to PIT under a Purchase 
Agreement and is transported through 
the prebuilt section of the Western Leg 
of the ANGTS for resale to SoCal and 
resale and delivery to Southern 
California markets. Deliveries at 
Kingsgate began on October 1,1981. 

Current Export/Import Authorizations 

Pan-Alberta has licenses from the 
Canadian National Energy Board (NEB) 
lb export natural gas at Kingsgate. 
British Columbia, to Northwest Alaska 
through October 31,1992. On July 23. 
1984, Pan-Alberta filed an application 
with the NEB to extend its import 
authority through October 31.1996. 
However, the total volume of gas to be 
exported daily during the proposed 
extended term would remain 
unchanged. 
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In orders issued January 11,1900, and 
|une 13.1980, pursuant to Section 3 of 
the NGA and Section 9 of the ANGTA, 
the Federal Energy Regulatory 
Commission (FERC) authorized 
Northwest Alaskan to import natural 
gas from Pan-Alberta at Kingsgate. 

British Columbia, through October 31, 
1988. On December 15,1983. the FERC 
extended the import authorization 
through October 31,1992, to correspond 
to an export authorization to Pan- 
Alberta by the NEB. However, the FERC 
conditioned is extension by requiring 
Northwest Alaskan to (1) renegotiate its 
Western Contract with Pan-Alberta and 
its Purchase Agreement with PIT to 
provide for market-responsive prices 
and volume obligations, (2) submit 
contract amendments and necessary 
tariff changes, and (3) obtain regulatory 
approval from the ERA. the FERC, and 
the NEB. 

Northwest Alaskan states in its 
application that the first two conditions 
have been met by its instant filing and 
that regulatory approval by the ERA, 
FERC, and the NEB will satisfy the third 
condition. 


jurisdiction 

On February 15,1984, the Secretary of 
Energy (Secretary), in Delegation Order 
No. 0204-110 (49 F.R. 6690, February 22, 
1984), rescinded Delegation Order No. 
0204-^ (42 F.R. 61441, December 5,1977) 
which delegated to the FERC sole 
authority under Section 3 of the NGA to 
approve the importation of Canadian 
natural gas related to the construction 
and operation of the ANGTS. At the 
same time the Secretary, in Delegation 
Order 0204-111 (49 F.R. 6690, February 
22,1^), delegated the authority to the 
Administrator of the ERA to regulate the 
importation and exportation of natural 
under Section 3 of the NGA, 
including imports through the ANGTS. 


Application 

Northwest Alaska states in its 
application that it has negotiated an 
amendment to its Western Contract 
with Pan-Alberta to respond to the 
needs of PITs market, thus assuring PIT 
a aecure, market-responsive long-term 
supply of natural gas. The amendment 
Provides for a rate structure comprised 
af a demand and a commodity 
®^ponent. The demand component 
^nsists of a combination of (1) 
aj^niatiative costs incurred by Pan- 
oerta in connection with securing the 
^8 and arranging transportation and 
AIK from the Province of 

erta; (2) the cost of transporting the 
through Zones 7 

Fftnu.*?/ ANGTS prebuilt facilities of 
hills Pipe Lines (Yukon) Ltd. 


(Foothills); (3) the cost of gathering and 
transporting PITs volumes through the 
facilities of NOVA, AN ALBERTA 
COI^ORATION (NOVA); and (4) the 
administrative costs incurred by 
Northwest Alaskan for purchase and 
resale of the gas at the U.S.-Canadian 
border. The demand charge is currently 
projected to be $4 million a month. The 
contract specifies that approval of these 
provisions, including the time extension, 
by all parties would prevent the 
immediate increase in transportation 
charges related to accelerated 
depreciation of the Foothills pipeline. 

The demand charge would be 
redetermined every six months on 
january 1 and July 1. provided that all 
Canadian incurred costs have been 
reviewed and found acceptable by the 
NEB. If actual costs differ from those 
used to compute the demand charge, 
any overcharges or undercharges would 
be determined and applied to the next 
six months at the time of the six-month 
redetermination. PIT would have the 
right to audit the charges. The Foothills 
and NOVA charges would be subject to 
renegotiation if they are substantially 
increased for reasons including cost 
allocation, major expansion or rate 
design. 

The commodity charge, also subject to 
recalculation every six months, would 
be a price at the U.S.-Canadian border 
based on a formula which takes into 
consideration changes in the recent cost 
of all other gas supplies purchased by 
SoCal or its affiliates for resale in the 
Southern California gas market. Pan- 
Alberta would have the right to verify 
this calculation. This would be. in effect, 
the price the Alberta producers receive 
for the gas, to which transportation 
charges to the border and then to the 
PIT’s system would be added as the 
demand charge. 

The commodity charge will initially be 
established at $2.40 (U.S.) per MMBtu, 
The amendment also establishes an 
incentive price of $2.30 (U.S.) per 
MMBtu for volumes purchased per year 
in excess of 85 percent of the contract 
volumes. If purchases exceed 100 
percent of contract volume, the price 
reverts to the basic commodity charge. 
The incentive rate will be renegotiated 
at the same time the base commodity 
rate is redetermined. 

The amendment further provides for a 
reduction in the minimum daily and 
annual volume purchase obligations 
from 85 percent of contract volume to a 
60 percent take-a/7(/-pay requirement. 
There is no take-or-pay requirement. 

Northwest Alaskan has asked the 
ERA to remove the conditions imposed 
by the FERC on the four-year 


authorization extension to 1992. In 
addition, the applicant requests the ERA 
to extend the authorization to October 
31. 2001. to correspond to the term of its 
purchase contract with Pan-Alberta. 
Alternatively, Northwest Alaskan 
requests the ERA to extend the 
authorization through October 31.1996. 
to correspond to the export 
authorization currently being sought by 
Pan-Alberta from the NEB. 

Northwest Alaskan states that the 
amendment establishes market- 
responsive, flexible pricing terms for 
importing Canadian gas. and that the 
amendment is consistent with the new 
policy guidelines issued by the Secretary 
of Energy on February 17,1984 (49 FR 
6684, February 22,1984). The applicant 
contends that use of a dem6md- 
commodity rate structure will enable 
Canadian gas to compete with alternate 
fuels in the Southern California area. 
Because the commodity price will be the 
price the Alberta producers receive for 
the gas, price signals in the marketplace 
will be directly relayed back to the 
producers. The applicant claims that 
since the commodity price will increase 
or decrease in relationship to other gas 
supplies delivered into the Southern 
California market, the Canadian gas will 
continue to be responsive to the market 
throughout the life of the contract. 

Northwest Alaskan states that the 
amendment to its contract with Pan- 
Alberta and the corresponding change to 
its Purchase Agreement with PIT will 
result in significant cost reductions. 
Under the amendments, using the 
proposed demand-commodity rate and 
the minimum take requirement of 60 
percent. Northwest Alaskan estimates 
that the total cost of gas purchased at 
the border during the contract year 
ending October 31.1985, would be $173 
million—a savings of $124 million 
compared with the estimated $297 
million cost under the existing contract 
with a higher minimum take requirement 
at the present border price. On a unit 
basis. Northwest Alaskan calculates the 
present border price of $4.40 (U.S.) 
coupled with the Volume Related 
Incentive Price (VRIP) of $3.40 (U.S.), to 
result in a price at the border for 
Northwest Alaskan of $4.00 per MMBtu. 
Under the amendments, the unit cost at 
the border would be $3.29 (U.S.) per 
MMBtu at the minimum 80 percent take 
and pay level, would decrease to $3.00 
(U.S.) per MMBtu at an 85 percent take 
level, and would decrease further to 
$2.92 (U.S.) per MMBtu if the full 1985 
contract volume were taken. 

The applicant asserts that the 
Canadian gas proposed to be imported 
under this amendment will provide the 
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Southern California market with a 
secure and reliable long-term supply of 
gas. The applicant contends that supply 
deficiencies are anticipated in PITs 
market areas in the late 1980’s. and that 
PIT will need Canadian imports in the 
late 1980*8 and 1990*s. although the 
proposed import extension will not 
cause undue reliance on Canadian 
imports. Northwest Alaskan also claims 
that Canadian imports represent a more 
secure and dependable energy supply 
than OPEC oil. Finally. Northwest 
Alaskan claims that since PIT and its 
customers have borne the early initial 
costs of transportation of Canadian gas 
through the Western Leg of the prebuilt 
ANGTS system, they should also receive 
the benefits that will accrue to them 
from the proposed extension—an 
additional secure and dependable 
supply of Canadian gas through the 
ANGTS system with the attendant 
lower transportation charges resulting 
from declining depreciation and related 
expenses. 

The decision on this application will 
be made consistent with the Secretary 
of Energy’s gas import policy guidelines, 
under which the competitiveness of an 
import arrangement in the markets 
served is the primary consideration in 
determining whether it is in the public 
interest The applicant has asserted that 
this import arrangement is competitive. 
Parties that may oppose this application 
should address their comments to the 
issue of competitiveness as set forth in 
the policy guidelines. Parties opposing 
the arrangement bear the burden of 
overcoming this assertion. 

Other Information 

In response to this notice, any person 
may file a protest, motion to intervene, 
or notice of intervention, as applicable, 
and written comments. Any person 
wishing to become a party to the 
proceeding and to have the written 
comments considered as the basis for 
any decision on the application must, 
however, file a motion to intervene or 
notice of intervention, as applicable. 

The filing of a protest with respect to 
this application will not serve to make 
the protestant a party to the proceeding, 
although protests and comments 
received by persons who are not parties 
will be considered in determining the 
appropriate procedual action to be taken 
on the application. All protests, motions 
to intervene, notices of intervention, and 
written comments must meet the 
requirements that are specified by the 
regulations in 10 CFR Part 590. They 


should be filed with the Natural Gas 
Division. Office of Fuels Program, 
Economic Regulatory Administration. 
Room GA-033-B. Forrestal Building. 

1000 Independence Avenue, S.W., 
Washington, D.C. 20585. They must be 
filed no later than 4:30 p.m.. November 
26,1984. 

A decisional record on the application 
will be developed through response to 
this notice by parties, including the 
parties’ written comments and replies 
thereto. Additional procedures will be 
used as necessary to achieve a complete 
understanding of the facts and issues. A 
party seeking intervention may request 
that additional procedures be provided, 
such as additional written comments, an 
oral presentation, a conference, or a 
trial-type hearing. Any request to file 
additional written comments should 
explain why they are necessary. Any 
request for an oral presentation should 
identify the substantial question of fact, 
law, or policy at issue, show that it is 
material and relevant to a decision in 
the proceeding, and demonstrate why an 
oral presentation is needed. Any request 
for a conference should demonstrate 
why the conference would materially 
advance the proceeding. Any request for 
a trial-type hearing must show that there 
are factual issues genuinely in dispute 
that are relevant and material to a 
decision and that a trial-type hearing is 
necessary for a full and true disclosure 
of the facts. 

If an additional procedure is 
scheduled, the ERA will provide notice 
to all parties. If no party requests 
additional procedures, a final opinion 
and order may be issued based on the 
official record, including the application 
and responses filed by parties pursuant 
to this notice, in accordance with 10 
CFR § 59a316. 

A copy of Northwest Alaskan’s 
application is available for inspection 
and copying in the Natural Gas Division 
Docket Room. Room GA-033-B. at the 
above address. The docket room is open 
between the hours of 8:00 ami. and 4:30 
p.m.. Monday through Friday, except 
Federal holidays. 

Issued in Washington. D.C.. on October 23. 
1984. 

fames W. Woikroan, 

Director, Office of Fuels Program, Economic 
Regulatory Administration. 

IFR Doc S4-2SC7 Filed lO-ZS-84: 8:45 am) 

BILLING CODE MSO-OI-M 


Federal Energy Regulatory 
Commission 

IDocket No. CP85-5-0001 

Arkansas Louisiana Gas Co., a Division 
of Arkla, Inc.; Request Under Blanket 
Authorization 

October 23,1984. 

Take notice that on October 3,1984. 
Arkansas Louisiana Gas Company, a 
division of Arkla, Inc. (Arkla), P.O. Box 
21734, Shreveport, Louisiana 71151. filed 
in Docket No. CP85-5-000 a request 
pursuant to § 157.205 of the 
Commission’s Regulations under the 
Natural Gas Act (18 CFR 157.205) for 
authorization to construct and operate 
sales taps on two iurisdictional lines to 
permit direct retail sales of gas to end- 
users under the certificate issued in 
Docket Nos. CP82-384-000 and CP82- 
384-000 pursuant to section 7 of the 
Natural Gas Act. all as more fully set 
forth in the request on file with the 
Commission and open to public 
inspection. 

Arkla proposes to construct and 
operate one sales tap in Pope County. 
Arkansas, to enable Arkla to serve the 
River Oaks Subdivision near 
Russellville. Arkansas, and one sales 
tap in Conway County. Arkansas, to 
enable Arkla to serve various 
residential and small commercial 
customers in a small rural 
unincorporated community known as 
Jerusalem, Arkansas. Arkla estimates 
total peak day deliveries of 619 Mcf of 
gas and total annual deliveries of 29,368 
Mcf. 

Arkla states that these would all be 
retail sales of gas for use and 
consumption in the ordinary course of 
its retail gas businesfii in the area, which 
is subject to the jurisdiction of the 
Arkansas Public Service Commission. 
The gas would be delivered from Arkla’s 
general system supply, which, it is 
stated, is adequate to provide the 
service. 

Any person or the Commission's stall 
may. within 45 days after issuance of 
the instant notice by the Commission, 
file pursuant to Rule 214 of the 
Commission’s Procedural Rules (18 CFR 
385.214) a motion to intervene or notice 
of intervention and pursuant to § 157.205 
of the Regulations under the Natural 
Gas Act (18 CFR 157.205) a protest to the 
request. If no protest is filed within the 
time allowed therefor, the proposed 
activity shall be deemed to be 
authorized effective the day after the 
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time allowed for filing a protest. If a 
protest is filed and not withdrawn 
within 30 days after the time allowed for 
filing a protest, the instant request shall 
be treated as an application for 
authorization pursuant to section 7 of 
the Natural Gas Act 
Kenneth F. numb. 

Secretary. 

|FR Doc Rkd 10 - 25 - 44 : 8:45 mi) 

BIUJNG CODE 6717 - 01 -y 


(Docket Nos, ER83-297-003 and ER81-577- 
012 ] 

Arkansas Power & Light C 04 Refund 
Compliance Report 

October 23.1964. 

Take notice that on September 4,1984, 
Arkansas Power and Light Company 
(AP&L) submitted for filing its refund 
compliance report pursuant to the 
Commission’s order issued July 20,1984. 

AP&L states that this report shows 
monthly billing determinants; revenue 
receipt dates: revenues under the prior, 
present and compliance rates; the 
monthly revenue refund; computation of 
interest and a summary of such 
information for each refund period in the 
above dockets. 

Any person desiring to be heard or to 
protest this filing should file comments 
with the Federal Energy Regulatory 
Commisfflon, 825 North Capitol Street, 
NE., Washington, DC 20426, on or before 
November 1,1984. Comments will be 
considered by the Commission in 
determining the appropriate action to be 
taken. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Plumb, 

Secretary, 

IFR Doc. M-28362 Filed 10-2,5-54. 8:45 «m| 

WXIHO CODE 8717 - 01 -M 


(Docket No. CP84-735-0001 

Columbia Gas Transmission Corp.; 
Request Under Blanket Authorization 

October 23.1984. 

Take notice that on September 25, 
1984, Columbia Gas Transmission 
Corporation (Columbia), 1700 
MacCorkle Avenue. SE., Charleston, 
West Virginia 25314. filed in Docket No. 
P^S4-735-000 8 request pursuant to 
5157.205 of the Commission's 
Keguiations under the Natural Gas Act 
(18 CFR 157.205) for authorization to 
transport natural gas on behalf of Union 
Camp Corporation (Union) under the 
^rtificale issued in Docket No. CP83- 
Moo pursuant to section 7 of the 
J^atural Gas Act, all as more fully set 


forth in the request which is on file with 
the Commission and open to public 
inspection. 

Columbia proposes to transport up to 
290 million Btu equivalent of natural gas 
per day for Union through June 30.1985. 
Columbia states that the gas to be 
transported would be puj^ased from 
Liberty Oil & Gas Corp. (Liberty) and 
would be used as boiler fuel in Union's 
Eighty-Four. Pennsylvania, plant 

It is indicated that Columbia has 
released certain gas supplies of liberty 
and that these suppbes are subject to 
the ceiling price provisions of sections 
103,107, and 108 of the Natural Gas 
Policy Act of 1978. It is further indicated 
that Union has made arrangements to 
purchase this released gas from Liberty. 
Columbia states that it would receive 
the gas from Liberty and redebver the 
gas to Columbia Gas of Pennsylvania, 
Inc. (CPA), the distribution company 
serving Union, near Eighty-Four, 
Pennsylvania. Further. Columbia states 
that depending upon whether its 
gathering facilities are involved, it 
would charge either (1) 40.11 cents per 
dt equivalent for storage and 
transmission, exclusive of company-use 
and unaccounted-for gas, as set forth in 
Columbia's Rate Schedule TS-1. 
Columbia states that it would retain 2.85 
percent of the total quantity of gas 
delivered into its system for company- 
use and unaccounted-for gas, as set 
forth in Columbia’s Rate Schedule TS-1. 

Any person or the Commission's staff 
may, within 45 days after issuance of 
the instant notice by the Commission, 
file pursuant to Rule 214 of the 
Commission's Procedural Rules (18 CFR 
385.214) a motion to intervene or notice 
of intervention and pursuant to { 157.205 
of the regulations under the Natural Gas 
Act (18 CFR 157.205) a protest to the 
request. If no protest is filed within the 
time allowed therefor, the proposed 
activity shall be deemed to be 
authorized effective the day after the 
time allow*ed for filing a protest If a 
protest is filed and not withdrawn 
within 30 days after the time allowed for 
filing a protest the instant request shall 
be treated as an application for 
authorization pursuant to section 7 of 
the Natural Gas Act. 

Kenneth F. Plumb. 

Secretary. 

(lit Dck:. 54-^830 PUwl te-Z8-ei 8.*4S 
BIUING CODE 67t7-0t-«l 


[Docket No. CP84-741-OOOJ 

Columbia Gas Transmission Corp.; 
Request Under Blanket Authorization 

October 23.1984. 

Take notice that on September 26, 


1984. Columbia Gas Transmission 
Corporation (Columbia). 1700 
MacCorkle Avenue. SE, Charleston. 
West Virginia 25314, filed in Docket No. 
CP84-741-000 a request pursuant to 
§ 157.205 of the Commission's 
Regulations under the Natural Gas Act 
(18 CFR 157.205) for authorization to 
transport naturd gas on behalf of Tru 
Fit Products Corporation (Tru Fit) under 
the certificate issued in Docket No. 
CP83-76-000 pursuant to section 7 of the 
Natural Gas Act all as more fully set 
forth in the request which is on file with 
the Commission and open to public 
inspection. 

Coliunbia proposes to transport up to 
136 million Btu equivalent of natural gas 
per day for Tru Fit through June 30.1985. 
Columbia states that the gas to be 
transported for Tru Fit is Tru Fit's own 
production and would be used as boiler 
fuel in Tru Fit's Medina. Ohio, plant. 

Columbia states that it would receive 
the gas from Tru Fit and deliver the gas 
to Columbia Gas of Ohio, Inc. (COHJ, 
the distributian company serving Tni 
Fit, near Medina, Ohio. Further. 
Columbia states that depending upon 
whether its gathering facilities are 
involved, it would charge either (1) 40.11 
cents per dt equivalent for storage and 
transmission, exclusive of company-use 
and unaccounted-for gas, as set forth in 
Columbia's Rate Schedule TS-1. 
Columbia states that it would retain 2.85 
percent of the total quantity of gas 
delivered into its system for compiany- 
use and unaccounted-for gas, as set 
forth in Columbia's Rate Schedule TS-1. 

Any person or the Commission's staff 
may, within 45 days after issuance of 
the instant notice by the Commission, 
file pursuant to Rule 214 of the 
Commission's Procedural Rules (18 CFR 
385.214) a motion to intervene or notice 
of intervention and pursuant to 5 157.205 
of the regulations under the Natural Gas 
Act (18 CFR 157.205) a protest to the 
request If no protest is filed within the 
time allowed therefor, the proposed 
activity shall be deemed to be 
authorized effective the day after the 
time allowed for filing a protest. If a 
protest is filed and not withdrawn 
within 30 days after the time allowed for 
filing a protest the instant request shall 
be treated as an application for 
authorization pursuant to section 7 of 
the Natural Gas Act. 

Kenneth F. Plumb, 

Secretary. 

(FS Doc M-^8M4 Piled 10-23-44; M Mi| 

BILUNO CODE f 717 -ei-« 
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[Docket No. CP84-743-0001 

Columbia Gas Transmission Corp.; 
Request Under Blanket Authorization 

October 23.1984. 

Take notice that on September 26. 

1984, Columbia Gas Transmission 
Corporation (Columbia], 1700 
MacCorkle Avenue, SE., Charleston, 
West Virginia 25314, filed in Docket No. 
CP84-743-000 a request pursuant to 

§ 157.205 of the Commission's 
Regulations under the Natural Gas Act 
(18 CFR 157.205} authorization to 
transport natural gas on behalf of W.R. 
Grace 8c Co., Davison Chemical Division 
(W.R. Grace], under the certificate 
issued in Docket No. CP83-76-000 
pursuant to section 7 of the Natural Gas 
Act, all as more fully set forth in the 
request which is on file with the 
Commission and open to public 
inspection. 

Columbia proposes to transport up to 
2 billion Btu equivalent of natural gas 
per day for W.R. Grace through June 30. 

1985. Columbia states that the gas to be 
transported would be purchased from 
Ohio Gas Marketing, Inc. (OGM], and 
Oxford Oil Company (Oxford] and 
would be used as boiler fuel and process 
gas in W.R. Grace's Cincinnati, Ohio 
plant. 

It is indicated that Columbia has 
released certain gas supplies of Oxford 
and that these supplies are subject to 
the ceiling price provisions of sections 
103,107 and 108 of the Natural Gas 
Policy Act of 1978. It is further indicated 
that W.R. Grace has made arrangements 
to purchase the released gas from 
Oxford and other gas from OGM. 
Columbia states that it would receive 
the gas from Oxford and OGM and 
redeliver the gas to Cincinnati Gas & 
Electric Company, the distribution 
company service W.R. Grace, near 
Cincinnati, Ohio. Further, Columbia 
states that depending upon whether its 
gathering facilities are involved, it 
would charge either (1) 40.11 cents per 
dt equivalent for storage and 
transmission, exclusive of company-use 
and unaccounted-for gas, or (2] 44.93 
cents per dt equivalent for storage, 
transmission and gathering, exclusive of 
company-use and unaccounted-for gas, 
as set forth in Columbia's Rate Schedule 
TS-1. Columbia states that it would 
retain 2.85 percent of the total quantity 
of gas delivered into its system for 
company-use and unaccounted-for gas, 
as set forth in Columbia's Rate Schedule 
TS-1. 

Any person or the Commission’s staff 
may, within 45 days after issuance of 
the instant notice by the Commission, 
file pursuant to Rule 214 of the 


Commission's Procedural Rules (18 CFR 
385.214] a motion to intervene or notice 
of intervention and pursuant to § 157.205 
of the regulations under the Natural Gas 
Act (18 CFR 157.205] a protest to the 
request. If no protest is filed within the 
time allowed therefor, the proposed 
activity shall be deemed to be 
authorized effective the day after the 
time allowed for filing a protest. If a 
protest is filed and not withdrawn 
within 30 days after the time allowed for 
filing a protest, the instant request shall 
be treated as an application for 
authorization pursuant to section 7 of 
the Natural Gas Act. 

Kenneth F. Plumb, 

Secretary. 

|FR Doc 84-28305 Filed 10-25-84:8:45 am] 

BILUNQ C00£ 6717-01-M 


[Docket No. CP84-724-4)001 

National Fuel Gas Supply Corp.; 
Application 

October 23,1984. 

Take notice that on September 19, 
1984, National Fuel Gas Supply 
Corporation (Applicant), Ten Lafayette 
Square. Buffalo, New York 14203, filed in 
Docket No. CP84-724-000 an application 
pursuant to section 7(c) of the Natural 
Gas Act for a certificate of public 
convenience and necessity authorizing 
Applicant to sell natural gas for resale 
to Hizabethtown Gas Company 
(Elizabethtown), all as more fully set 
forth in the application which is on file 
with the Commission and open to public 
inspection. 

Applicant proposes to sell 
Elizabethtown a maximum daily 
quantity of 10.000 dt equivalent of gas 
and a maximum annual quantity of 
3.000,000 dt equivalent of gas. It is 
explained that this ser\ice would be 
provided on a firm basis and for a ten- 
year period of time. Applicant states 
that it would sell these volumes under 
Rate Schedule RQ, in Applicant’s FERC 
Gas Tariff, plus applicable adjustments 
and surcharges. 

It is explained that Elizabethtown has 
experienced a substantial increase in 
the temperature sensitive, firm, high 
priority requirements on its system since 
1978. Applicant states that this proposal 
is designed to meet that winter heating 
demand by permitting Elizabethtown to 
inject gas into storage during the 
summer and also to aid Elizabethtown 
in providing winter service. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before 
November 9,1984, file with the Federal 
Energy Regulatory Commission, 


Washington, D.C. 20426. a motion to 
intervene or a protest in accordance 
with the requirements of the 
Commission's Rules of Practice and 
Procedure (18 CFR 385.214 or 385.211] 
and the Regulations under the Natur^ 
Gas Act (18 CFR 157.10). All protests 
filed with the Commission will be 
considered by it in determining the 
appropriate action to be taken but will 
not serve to make the protcstants 
parties to the proceeding. Any person 
wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a motion to 
intervene in accordance with the 
Commission’s Rules. 

Take further notice that, pursuant to 
the authority contained in and subject to 
jurisdiction conferred upon the Federal 
Energy Regulatory Commission by 
sections 7 and 15 of the Natural Gas Act 
and the Commission’s Rules of Practice 
and Procedure, a hearing will be held 
without further notice before the 
Commission or its designee on this 
application if no motion to intervene is 
filed within the time required herein, if 
the Commission on its own review of the 
matter finds that a grant of the 
certificate is required by the public 
convenience and nece^ity. If a motion 
for leave to intervene is timely filed, or if 
the Commission on its own motion 
believes that a formal hearing is 
required, further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for. unless otherwise advised, it will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Kenneth F. Plumb, 

Secretary. 

(FR Doc. 84-28306 Filed 18-2S-84:8:45 eml 
BILUNO CODE 6717-01-M 


[Docket No. ER85-37-0001 

Northern Indiana Public Service Co.; 
Fiiing 

October 23.1984. 

The filing Company submits the 
following: 

Take notice that on October 10,1984. 
Northern Indiana Public Service 
Company (NIPSCO) tendered for filing 
Second Revised Volume No. 3 to its 
FERC Electric Service Tariff-Fourth 
Revised Volume No. 1 which has been 
revised to include an additional delivery 
point for the Town of Bremen #2 69 Kv). 
NIPSCO also tendered for filing the 
following: 

Exhibit B. Sheet B-2. a supplement to the 
Service Agreement between NIPSCO and the 
Town of Bremen, which covers the supply of 
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electric energy for resale at the delivery point 
located on the south side of second Street in 
the Industrial Addition to the Town of 
Bremen, 

NIPSCO requests an effective date of 
August 1.1984, and therefore requests 
waiver of the Commission's notice 
requirements. 

Copies of this filing were served upon 
all customers receiving electric service 
under NIPSCO's FERC Electric Service 
Tariff-Fourth Revised Volume No. 1 and 
the Public Service Commission of 
Indiana. 

Any person desiring to be heard or to 
protest said filing shoud file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street NE.. Washington. 
D,C. 20426, in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211, 
385.214). All such motions or protests 
should be filed on or before November 2, 
1984. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
Intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Plumb, 

Secretary, 

int Doc. W-283«7 Filed 10-25-84:8:45 ami 
WJJMQ code 6717-OI-y 


(Docket No. CP84-729-000] 

Northern Natural Gas Co., Division of 
InterNorth, Inc.; Application 

October 23,1984. 

Take notice that on September 21. 

1^, Northern Natural Gas Company, 
Division of InterNorth, Inc. (Northern). 
2223 Dodge Street, Omaha, Nebraska 
68102, filed in Docket No. CP84-729-000 
w application pursuant to section 7(c) 
of the Natural Gas Act for a certificate 
of public convenience and necessity 
outhorizing the construction and 
operation of facilities which would 
ollow Northern to deliver natural gas to 
Bnewgas distribution company, 

Bo^dary Natural Gas Company (BNG), 
wd authorizing the sale of natural gas 
Jo BNG for resale, all as more fully set 
(orA in the application which is on file 
J^lh the Commission and open to public 
“wpection. 

Northern proposes to construct and 
operat^e approximately 61 miles of 
j nchline from a point of 
^lerconnection with Northern Border 
JJpeline System at valve no. 41 in Deuel 
^unty, South Dakota, to a delivery 


point with BNG near Ortonville. Big 
Stone County, Minnesota. Northern 
states that nine town border stations 
would be established along the 
proposed branchline as delivery points 
to BNG. Northern estimates the total 
cost of the facilities at $5,016,213 which 
cost would be financed out of cash on 
hand. 

Northern also requests authorization 
to sell natural gas to BNG under 
Northern's Rate Schedules CD-I and 
SS-1. Northern estimates that its sales 
to BNG would grow from 558,924 Mcf of 
gas during the first year of service, with 
2,122 Mcf in sales on a peak day, to 
1,192,865 Mcf during the fifth year of 
service, with peak day sales at 4,855 
Mcf. According to Northern, BNG would 
use these volumes to serve residential 
and industrial customers in South 
Dakota and Minnesota. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before 
November 9.1984, file with the Federal 
Energy Regulatory Commission, 
Washington. D.C. 20426, a motion to 
intervene or a protest in accordance 
with the requirements of the 
Commission's Rules of Practice and 
Procedure (18 CFR 385.214 or 385.211) 
and the Regulations under the Natural 
Gas Act (18 CFR 157.10). All protests 
filed with the Commission will be 
considered by it in determining the 
appropriate action to be taken but will 
not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a 
proceeding or to participate as a party in 
any hearu^ therein must file a motion to 
intervene in accordance with the 
Commission's Rules. 

Take further notice that, pursuant to 
the authority contained in and subject to 
jurisdiction conferred upon the Federal 
Ene^ Regulatory Commission by 
sections 7 and 15 of the Natural Gas Act 
and the Commission's Rules of Practice 
and Procedure, a hearing will be held 
without further notice before the 
Commission or its designee on this 
application if no motion to intervene is 
filed within the time required herein, if 
the Commission on its own review of the 
matter finds that a grant of the 
certificate is required by the public 
convenience and necessity. If a motion 
for leave to intervene is timely filed, or if 
the Commission on its own motion 
believes that a formal hearing is 
required, fiu’ther notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 


unnecessary for Northern to appear or 
be represented at the hearing. 

Kenneth F. Plumb, 

Secretary. 

(FR Doc. 84-28366 Filed 10-25-84: 8:45 «m) 

BtujNQ CODE erir-oi-w 


(Docket No. CPS4-73S-000] 

Northern Natural Gas Co., Division of 
InterNorth, Inc.; Application 

October 23,1984. 

Take notice that on September 25. 
1984, Northern Natural Gas Company, 
Division of InterNorth, Inc. (Northern), 
2223 Dodge Street, Omaha, Nebraska 
68102, filed in Docket No. CP84-738-000 
an application pursuant to section 7(b) 
of the Natural Gas Act for permission 
and approval to abandon by sale certain 
facilities in Weld County, Colorado, to 
Pantera Energy Company (Pantera). all 
as more fully set forth in the application 
which is on file with the Commission 
and open to public inspection. 

Northern requests that it be permitted 
to abandon by sale to Pantera 
approximately 4 miles of 8-inch pipeline 
for $120,000. The pipeline is located in 
Weld County, Colorado. Northern states 
that it would not experience any 
interruption of service nor increased 
costs as a result of the abandonment of 
the proposed sale. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before 
November 9,1984, file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20428, a motion to 
intervene or a protest in accordance 
with the requirements of the 
Commission's Rules of Practice and 
Procedure (18 CFR 385.214 or 385.211) 
and the Regulations under the Natural 
Gas Act (18 CFR 157.10). All protests 
filed with the Commission will be 
considered by it in determining the 
appropriate action to be taken but will 
not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a motion to 
Intervene in accordance with the 
Commission's Rules. 

Take further notice that, pursuant to 
the authority contained in and subject to 
jurisdiction conferred upon the Federal 
Enei^ Regulatory Commission by 
sections 7 and 15 of the Natural Gas Act 
and the Commission's Rules of Practice 
and Procedure, a hearing will be held 
without further notice before the 
Commission or its designee on this 
application if no motion to intervene is 
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filed within the time required herein, if 
the Commission on its own review of the 
matter finds that permission and 
approval for the proposed abandonment 
are required by the public convenience 
and necessity. If a motion for leave to 
intervene is timely filed, or if the 
Commission on its own motion believes 
that a formal hearing is required, further 
notice of such hearing will be duly 
given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Northern to appear or 
be represented at the hearing. 

KenDeth F. Plumb. 

Secretary, 

PK Doc. 84-28300 Filed 10-25-^ 8:45 am) 

WLUNQ CODE 8717-01-M 


(Docket No. CP64-754*000] 

Northwest Pipeline Corp^ Request 
Under Blanket Authorization 

October 23.1954. 

Take notice that on September 28, 

1984, Northwest Pipeline Corporation 
(Northwest), 295 Chipeta Way, Salt Lake 
City. Utah 84110, filed in docket No. 
CPB4-754-000 a request pursuant to 
§ 157.205(b) of the Regulations under the 
Natural Gas Act (18 CFR 157.205) for 
authorization to construct and operate 
certain natural gas facilities and the 
reallocation of natural gas service for 
Cascade Natural Gas Company 
(Cascade), an existing customer of 
Northwest, under the certificate issued 
in Docket No. CP82-433-000 pursuant to 
section 7 of the Natural Gas Act, all as 
more fully set forth in the request on file 
with the Commission and open to public 
inspection. 

Northwest proposes to construct and 
operate the Selah meter station in 
Yakima County. Washington, to provide 
natural gas service to Cascade. 
Northwest states that the additional 
volumes of natural gas for resale to 
Cascade would be within the 
certificated volumes which Northwest is 
authorized to sell and deliver to 
Cascade pursuant to Northwest's 
presently effective Rate Schedule ODL- 
1. No increase in the total daily contract 
demand, which Northwest is authorized 
to sell and deliver, is proposed nor 
would any such increase result from the 
authorizations sought herein, it is 
submitted. Cascade would reimburse 
Northwest for all actual costs, estimated 
to be $138,500, it is stated. 

Northwest states that the volumes of 
natural gas to be sold through the Selah 
meter station would be reallocated from 
the existing Longview-Kelso delivery 
point. It is explained that Cascade has 


requested a transfer of 20.000 therms per 
day to provide for the sales at the 
proposed meter station. 

Any person or the Commission’s staff 
may. within 45 days after issuance of 
the instant notice by the Commission, 
file pursuant to Rule 214 of the 
Commission’s Procedural Rules (18 CFR 
385.214) a motion to intervene or notice 
of intervention and pursuant to § 157.205 
of the Regulations under the Natural 
Gas Act (18 CFR 157.205) a protest to the 
request. If no protest is filed within the 
time allowed therefor, the proposed 
activity shall be deemed to be 
authorized effective the day after the 
time allowed for filing a protest. If a 
protest is filed and not withdrawn 
within 30 days after the time allowed for 
filing a protest, the instant request shall 
be treated as an application for 
authorization pursuant to section 7 of 
the Natural Gas Act. 

Kenneth F. Plumb, 

Secretary. 

(FK Doc. 84-28870 Filed U>-28-«4: M5 am) 

BILUNQ CODE 8717-01-11 


(Docket No. CP84-735-0001 

Ozark Gas Transmission System; 
Application 

October 23.1984. 

Take notice that on September 28, 

1984, Ozark Gas Transmission System 
(Ozark), First City Center, 1700 Pacific 
Avenue. Dallas, Texas, filed in Docket 
No. CP84-753--000 an application 
pursuant to section 7(c) of the Natural 
Gas Act for a certificate of public 
convenience and necessity authorizing 
the construction and operation of tap 
and measurement facilities along with 
approximately 60 feet of twelve-inch 
pipeline located in White County, 
Arkansas, all as more fully set forth in 
the application which is on file with the 
Commission and open to public 
inspectioa. 

Ozark states that it proposes to 
construct and operate the subject 
facilities to attach facilities of Ozark in 
White County, Arkansas, to facilities to 
be constructed by Tennessee Gas 
Pipeline Company, a Division of 
Tenneco Inc. (Tennessee), which would 
intersect with facilities of Texas Eastern 
Transmission Corporation. Ozark, which 
indicates that it transports gas for 
Columbia Gas Transmission 
Corporation and Tennessee, states that 
currently all gas transported through its 
system is delivered into the facilities of 
Natural Gas Pipeline Company of 
America (Natural) which then redelivers 
or exchanges gas with the shippers. 
Ozark states ^at the ability to receive 


shippers’ gas into the new pipeline 
would relieve dependence on Natural's 
facilities, promote lower costs and help 
assure operational flexibility. Ozark 
also states that Tennessee would 
reimburse Ozark for the cost of the 
facilities. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before 
November 9,1984, file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20426, a motion to 
intervene or a protest in accordance 
with the requirements of the 
Commission's Rules of Practice and 
Procedure (18 CFR 385.214 or 385.211) 
and the Regulations under the Natural 
Gas Act (18 CFR 157.10). All protests 
filed with the Commission will be 
considered by it in determining the 
appropriate action to be taken but will 
not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a motion to 
intervene in accordance with the 
Commission’s Rules. 

Take further notice that, pursuant to 
the authority contained In and subject to 
jurisdiction conferred upon the Federal 
Energy Regulatory Commission by 
sections 7 and 15 of the Natural Gas Act 
and the Commission’s Rules of Practice 
and Procedure, a hearing will be held 
without further notice before the 
Commission or its designee on this 
application if not motion to Intervene is 
filed within the time required herein, if 
the Commission on its own review of the 
matter finds that a grant of the 
certificate is required by the public 
convenience and necessity. If a motion 
for leave to intervene is timely filed, or if 
the Commission on its own motion 
believes that a formal hearing is 
required, further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Ozark to appear or be 
represented at the hearing. 

Kenneth F. Plumb, 

Secretary. 

{FR Doc 84-28372 Flt«d 10-25-81:8:45 am) 

BILUNQ CODE 6717-01-41 


(Docket No. CP84-472-001] 

Panhandle Eastern Pipe Line Co.; 
Request Under Blanket Authorization 

October 23,1984. 

Take notice that on October 2.1984. 
Panhandle Eastern Pipe Line Company 
(Applicant), P.O. Box 1642. Houston 
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Texas 77001, filed in Docket No. CP84- 
472-001 a request pursuant to S 157.205 
of the Commission's Regulations under 
the Natural Gas Act (18 CFR 157.205) for 
flexible authority to add or delete 
sources of supply or receipt/delivery 
points under the certificate issued in 
Docket No. CP83-83-000 pursuant to 
section 7 of the Natural Gas Act. all as 
more fully set forth in the request which 
is on file with the Commission and open 
to public inspection. 

Applicant states that it made its prior 
notice filing on June 8,1984, in Docket 
No. CP84-472-000 and no protests were 
received during the 45-day prior notice 
period ending July 29.1984, and 
accordingly, authority was granted 
pursuant to § 157.205 of the 
Commission's Regulations effective on 
|iily 30.1984. Applicant indicates that 
under that authority it receives gas at 
the tailgate of Union Texas Petroleum 
Corporation Chaney Dell plant in Major 
County. Oklahoma, and then transports 
and redelivers the subject gas to Central 
Illinois Li^t Company which in turn 
makes ultimate redelivery to Midwest 
Solvents Company for its end-use at its 
facility in Pekin, Illinois. 

By this petition to amend the existing 
authorization. Applicant requests 
flexible authority to add or delete 
so^es of supply or receipt/delivery 
points, if such altered service is on 
behalf of the same end-user, at the same 
end-user location, within the maximum 
daily and annual volumes authorized in 
this docket and under the same terms 
and conditions authorized for the basic 
service. Within 30 days of the addition 
or deletion of any gas suppliers and/or 
receipt/delivery points, Applicant states 
that it would file the following 
Information in this docket, where 
applicable to the changes in service: 

(i) Copy of the gas purchase contract 
between the seller and the end-usen 

(ii) Statement as to whether the 
supply is attributable to gas under 
wntract and released by a pipeline or 
distributor and if so, identification of the 
parties, and specification of the current 
contract price; 

(iii) Statement of the Natural Gas 
Policy Act of 1978 (NGPA) pricing 
categories of the added supply, if 
faleased gas, and the volumes 
atWbutable to each category; 

(iv) Statemjent that the gas is not 
committed or dedicated within the 
meaning of the NGPA Section 2(18); 

(v) Location of the receipt/delivery 
points being added or deleted, and the 
uame of the producer/supplier; 

(vi) Where an intermediary 
P^icipates in the transaction between 
me seller and the end-user, the 


information required by 
§ 157.209(c)(l)(ix) of the Commission's 
Regulations; 

(vii) Identity of any other pipeline 
involved in the transport. 

Other than its request for flexible 
authority. Applicant proposes no other 
change to the activity as previously 
granted in this proceeding. 

Any person or the Commission's staff 
may, within 45 days after issuance of 
the instant notice by the Commission, 
file pursuant to Rule 214 of the 
Commission's Procedural Rules (18 CFR 
385.214) a motion to intervene or notice 
of intervention and pursuant to § 157.205 
of the Regulations under the Natural 
Gas Act (18 CFR 157.205) a protest to the 
request. If no protest is filed within the 
time allowed therefor, the proposed 
activity shall be deemed to be 
authorized effective the day after the 
time allowed for filing a protest. If a 
protest is filed and not withdrawn 
within 30 days after the time allowed for 
filing a protest, the instant request shall 
be treated as an application for 
authorization pursuant to section 7 of 
the Natural Gas Act. 

Kenneth F. Plumb. 

Secretary. 

(FR Ooc. 84>28373 Piled ia-25-4M: a.‘45 am) 

BILUNQ CODE 6717-01-M 


[Docket No. CP84-757-000) 

Panhandle Eastern Pipe Line Co.; 
Application 

October 23.1984. 

Take notice that on September 28. 
1984, Panhandle Eastern Pipe Line 
Company (Applicant), P.O. Box 1642, 
Houston. Texas 77001, filed in Docket 
No. CP84-757-000 an application 
pursuant to section 7(c) of the Natural 
Gas Act for a certificate of public 
convenience and necessity authorizing 
the transportation of natural gas for 
Kansas Industrial Energy Supply 
Company (Kansas Industrial), all as 
more fully set forth in the application 
which is on file with the Conunission 
and open to public inspection. 

Applicant proposes, pursuant to a 
transportation agreement dated August 
20,1984. to transport, on an interruptible 
basis, up to 3,000 Mcf of natural gas per 
day for Kansas Industrial which gas is 
being purchased by Kansas Industrial 
from Hoppy Toad Production Company 
(Hoppy Toad) pursuant to a gas 
purchase contract dated December 14, 
1983. Applicant states that it would 
receive the gas from Oklahoma Natural 
Gas Company (ONG) for Kansas 
Industrial's account in Dewey County, 


Oklahoma, and would redeliver 
equivalent volumes, less 1 percent for 
fuel and unaccounted-for line loss, to 
Getty Gas Gathering (Getty) for Kansas 
Industrial's account in Harper County. 
Kansas. Applicant asserts that Kansas 
Industrial has made separate 
arrangements with ONG and Getty, 
respectively, to deliver the gas to and 
receive the gas from Applicant. 

It is asserted that Kansas Industrial 
would pay Applicant a rate of 3.90 cents 
per Mcf plus 1.25 cents per Mcf for the 
GRI Funding Unit. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before 
November 9.1984, file with the Federal 
Energy Regulatory Commission, 
Washington. DC 20426, a motion to 
intervene or a protest in accordance 
with the requirements of the 
Commission's Rules of Practice and 
Procedure (18 CFR 385.214 or 385.211) 
and the Regulations under the Natural 
Gas Act (18 CFR 157.10). All protests 
filed with the Commission will be 
considered by it in determining the 
appropriate action to be taken but will 
not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a motion to 
intervene in accordance with the 
Commission's Rules. 

Take further notice that, pursuant to 
the authority contained in and subject to 
jurisdiction conferred upon the Federal 
Energy Regulatory Commission by 
sections 7 and 15 of the Natural Gas Act 
and the Commission's Rules of Practice 
and Procedure, a hearing will be held 
without further notice before the 
Commission or its designee on this 
application if no motion to intervene is 
filed within the time required herein, if 
the Commission on its own review of the 
matter finds that a grant of the 
certificate is required by the public 
convenience and necessity. If a motion 
for leave to intervene is timely filed, or if 
the Commission on its own motion 
believes that a formal hearing is 
required, further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicant to appear to 
be represented at the hearing. 

Kenneth F. Plumb, 

Secretary. 

[FR Ooc M-28374 Filed 8:45 am) 

WLUMQ COOC •717-01-M 
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[Docket No. CP84«758-OOOJ 

Panhandle Eastern Pipe Line Co.; 
Application 

October 23.1904. 

Take notice that on September 28, 

1984, Panhandle Eastern Pipe Line 
Company (Panhandle), P.O. Box 1642, 
Houston, Texas 77001. filed in Docket 
No. CP84-758-000 an application 
pursuant to section 7(c) of the Natural 
Gas Act for a certificate of public 
convenience and necessity authorizing 
the transportation of natural gas on 
behalf of UGI Corporation (UGl), all as 
more fully set forth in the application 
which is on file with the Commission 
and open to public inspection. 

It is asserted that pursuant to a 
transportation agreement dated June 30, 

1984, Panhandle has agreed to transport, 
on an interruptible basis, up to 40.000 
Mcf of natural gas per day on behalf of 
UGI. Panhandle states it would receive 
the gas for UGl's account in Dewey and 
Major Counties. Oklahoma. Panhandle 
explains that it would redeliver the gas 
for UGl's account to Columbia Gas 
Transmission Corporation in Drake, 
Paulding and Lucas Counties, Ohio. It is 
submitted that UGI would pay 
Panhandle 39.0 cents per Mcf for this 
service and that the term of the 
proposed service would be until June 30, 

1985, and for successive terms of three 
months, unless cancelled by either party 
giving three-months written notice. 

Panhandle states that the subject gas 
is purchased by UGI for its system 
supply from Delhi Gas Pipeline 
Corporation. 

Any person desiring to be heard or to 
make any protest with reference to sTiid 
application should on or before 
November 9,1984, file with the Federal 
Energy Regulatory Commission. 
Washington, D.C. 20426, a motion to 
intervene or a protest in accordance 
with the requirements of the 
Commission's Rules of Practice and 
Procedure (18 CFR 385.214 or 385.211) 
and the Regulations under the Natural 
Gas Act (18 CFR 157.10). All protests 
filed with the Commission will be 
considered by it in determining the 
appropriate action to be taken but will 
not serve to make the protestants 
parties to the proceedhag. Any person 
wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a motion to 
intervene in accordance with the 
Commission's Rules. 

Take fiirther notice that, pursuant to 
the authority contained in and subject to 
jurisdiction conferred upon the Federal 
Energy Regulatory Commission by 
^ sections 7 and 15 of the Natural Gas Act 


and the Commission's Rules of Practice 
and Procedure, a hearing will be held 
without further notice before the 
Commission or its designee on this 
application if no motion to intervene is 
filed within the time required herein, if 
the Commission on its own review of the 
matter finds that a grant of the 
certificate is required by the public 
convenience and necessity. If a motion 
for leave to intervene is timely filed, or if 
the Commission on its own motion 
believes th^t a formal hearing is 
required, further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Panhandle to appear to 
be represented at the hearing. 

Kenneth F. Plumb, 

Secretary, 

(FR Doc. 84-28375 Filod 10-25-84: 8:45 «m] 

BILUNQ CODE 6717-01-11 


[Docket No. CPS4-732-000] 

Texas Eastern Transmission Corp.; 
Request Under Blanket Authorization 

October 23.1984. 

Take notice that on September 24. 

1984, Texas Eastern Transmission 
Corporation (Texas Eastern), Post Office 
Box 2521, Houston. Texas 77252, filed in 
Docket No. CP84-732-000 a request 
pursuant to § 157.205 of the Regulations 
under the Natural Gas Act (18 CFR 
157.205) for authorization to construct a 
new sales delivery point to Mississippi 
Valley Gas Company (Mississippi 
Valley), an existing customer, under the 
certificate issued in Docket No. CP82- 
535-000 pursuant to section 7 of the 
Natural Gas Act all as more fully set 
forth in the request on file with the 
Commission and open to public 
inspection. 

Texas Eastern states that the 
proposed sales tap would be located in 
Hinds County. Mississippi. Texas 
Eastern states that the maximum daily 
delivery obligation would be 6.000 dt 
equivalent of gas which would be within 
the volume Texas Eastern is presently 
authorized to sell and deliver to 
Missis^ppi Valley. Texas Eastern 
asserts ^at it would be reimbursed by 
Mississippi Valley for the estimated 
$140,600 cost of constructing the 
metering and regulating facilities. 

Any person or the Commission's staff 
may, within 45 days after issuance of 
the instant notice by the Commission, 
file pursuant to Rule 214 of the 
Commission's Procedural Rules (18 CFR 
385.214) a motion to intervene or notice 
of intervention and pursuant to S 157.205 
of the Regulations under the Natural 


Gas Act (18 CFR 157.205) a protest to the 
request. If no protest is filed within the 
time allowed therefor, the proposed 
activity shall be deemed to be 
authorized effective the day after the 
time allowed for filing a protest. If a 
protest is filed and not withdrawn 
within 30 days after the time allowed for 
filing a protest, the instant request shall 
be treated as an application for 
authorization pursuant to section 7 of 
the Natural Gas Act. 

Kenneth F. Plumb. 

Secretary. 

(FR Doc. 84-28378 Filed 10-25-81: 8:45 am] 

BILUNO CODE 6717-01-M 


(Docket No. CP84-759-000] 

Trunkline Gas Co.; Application 
October 23.1984. 

Take notice that on September 28. 
1984, Trunkline Gas Company 
(Applicant), P.O. Box 1642, Houston. 
Texas 77001. filed in Docket No. CP04- 
759-000 an application pursuant to 
section 7(c) of the Natural Gas Act for a 
certificate of public convenience and 
necessity authorizing the transportation 
of public natural gas for Louisiana 
Industrial Gas Supply System (UGS), all 
as more fully set forth in the application 
which is on file with the Commission 
and open to public inspection. 

It is stated that Applicant and UGS 
have entered into a transportation 
agreement dated April 17,1984. wherein 
Applicant has agreed to transport up to 
75,000 Mcf of natural gas per day for 
LIGS. It is indicated that Applicant 
would receive transportation quantities 
for UGS' account at a point on its 
system in Jefferson Davis Parish. 
Louisiana, and would redeliver 
equivalent quantities to Southern 
Natural Gas Company for UGS’ accent 
in West Carroll Parish, Louisiana. It is 
explained that the gas to be transported 
is gas which UGS has available from 
Tennessee Gas Pipeline Company, a 
Division of Tenneco Inc. 

Applicant further indicates that the 
transportation service for LIGS was 
initiated pursuant to Subpart B of Part 
284 of the Commission's Regulations as 
reported in Docket No, ST84-762-0(W. 
For-the transportation service Applicant 
proposes to (^arge UGS 7.58 cents per 
Mcf, plus 1.25 cents per Mcf representing 
the Gas Research Institute sur^arge. 
The terra of the proposed service would 
be two years with the provision for 
successive terms of 6 months. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before 
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November 9,1984. file with the Federal 
Energy Regulatory Commission. 
Washington. D.C. 20426. a motion to 
intervene or a protest in accordance 
with the requirements of the 
Commission's Rules of Practice and 
Procedure (18 CFR 385.214 or 385.211) 
and the Regulations under the Natural 
Gas Act (18 CFR 157.10). All protests 
filed with the Commission will be 
considered by it in determining the 
appropriate action to be taken but will 
not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a motion to 
intervene in accordance with the 
Commission's Rules. 

Take further notice that, pursuant to 
the authority contained in and subject to 
jurisdiction conferred upon the Federal 
Enei^ Regulatory Commission by 
sections 7 and 15 of the Natural Gas Act 
and the Conunission's Rules of Practice 
and Procedure, a hearing will be held 
without further notice before the 
Commission or its designee on this 
application if no motion to intervene is 
filed within the time required herein, if 
the Commission on its own review of the 
matter finds that a grant of the 
certificate is required by the public 
convenience and necessity. If a motion 
for leave to intervene is timely filed, or if 
the Commission on its own motion 
believes that a formal hearing is 
required, further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Applicant to appear or 
be represented at the hearing. 

Kenneth F. Plumb. 

Secretary. 

(FK Doc. B4-28377: Piled 10>25-a4: a-45 «nl 
WLUNQ COOC 6717-4)1-M 


IDocket No. CP81-212-002) 

United Gas Pipe Line Co.; Petition To 
Amend 

October 23.1984. 

Take notice that on October 1.1984. 
United Gas Pipe Line Company 
(Petitioner), P.O. Box 1478. Houston. 
Texas 77001. filed in Docket No. CP81- 
212-002 a petition to amend the order 
issued December 2.1981. in Docket No. 
^1-212-000 pursuant to section 7(c) of 
ihe Natural Gas Act so as to authorize 
ihe transportation of natural gas to an 
additional delivery point for Shell Oil 
Company (Shell), all as more fully set 
forth in the petition to amend. 

It is stated that by order issued 
December 2.1981. in Docket No. CP81- 


212-000, Petitioner was authorized to 
transport natural gas for Shell from a 
mutually agreeable p>omt in 
Natchitoches Parish. Louisiana, to points 
of redelivery in St. Charles and 
Assumption Parishes. Louisiana, and 
Rankin County. Mississippi, under a gas 
transportation agreement between 
Petitioner and Shell dated October 28. 
1980. Petitioner states that May It, 1984, 
amendment to the transportation 
agreement provides for an additional 
point of redelivery at the outlet side of 
several measuring and regulating 
stations where Petitioner presently 
delivers gas to Mobile Gas Service 
Corporation in Mobile County. 

Alabama. Petitioner proposes to deliver 
gas to Shell at the proposed point in 
Mobile County, Alabama. 

Any person desiring to be heard or to 
make any protest with reference to said 
petition to amend on or before 
November 9,1984. file with the Federal 
Energy Regulatory Commission, 
Washington. D.C. 20426, a motion to 
inter\'ene or a protest in accordance 
with the requirements of the 
Commission's Rules of Practice and 
Procedure (18 CFR 385.214 or 385.211) 
and the Regulations under the Natural 
Gas Act (10 CFR 157.10). All protests 
filed with the Commission will be 
considered by it in determining the 
appropriate action to be taken but will 
not serve to make the protestants 
parlies to the proceeding. Any person 
wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a motion to 
intervene in accordance with the 
Commission’s Rules. 

Kenneth F. Plumb. 

Secretary. 

{FR Doc 64-289m Pled 10-26~B4; e-4S ami 
BILUNO CODE C717-«1-M 


[Docket No. CP84-424-001] 

United Gas Pipe Line Co.; Petition To 
Amend 

October 22.1984. 

Take notice that on October 10.1984, 
United Gas Pipe Line Company (United), 
Post Office Box 1478, Houston. Texas 
77001. filed in Docket No. CP84-424-001 
a petition pursuant to section 7(c) of the 
Natural Gas Act to amend the order 
issued September 19,1984, in Docket No. 
CP84-424-000, so as to authorize a new 
location for the construction and 
operation of certain facilities necessary 
to initiate gas service to the Town of 
Amaudville. Louisiana (Amaudville), all 
as more fully set forth in the petition to 
amend which is on file with the 


Commission and open to public 
inspection. 

United states that the order of 
September 19.1984, authorized it to 
construct a sales meter station and 
appurtenant facilities on its 36-inch 
pipeline located south of the 
Amaudville compressor station in St. 
Martin Parish. Louisiana. United now 
proposes to make its deliveries and 
construct the authorized facilities on its 
30-inch loop line located north of the 
Amaudville compressor station in St. 
Landry Parish, Louisiana. United also 
submitted revised Exhibits F. F-1. and 
G-1, in Docket No. CP84-424-001. The 
requested change in location is to 
comply with Amaudville's desire for a 
new location as Amaudville would 
construct the necessary lateral of its 
distribution system to connect to 
United's proposed facilities, it is 
asserted. 

Any person desiring to be heard or to 
make any protest with reference to said 
petition to amend on or before Nov. 9, 
1984, file with the Federal Energy 
Regulatory Commission. Washington. 
D.C. 20426. a motion to inten'ene or a 
protest in accordance with the 
requirements of the Commission’s Rules 
of Practice and Procedure (18 CFR 
385.214 or 385.211) and the Regulations 
under the Natural Gas Act (18 CFR 
157.10). All protests filed with the 
Commission will be considered by it ih 
determining the appropriate action to be 
taken but will not serve to make the 
protestants parties to the proceeding. 
Any person wishing to become a party 
to a proceeding or to participate as a 
party in any hearing therein must file a 
motion to intervene in accordance with 
the Commission's Rules. 

Kenneth F. Plumb, 

Secretary. 

(FK Doc. 64-28380 FUed 10-25-84: 8;45 Mm\ 

BILUNO CODE S717-01-M 


[Docket No. CP84-749-000] 

United Gas Pipe Line Co.; Request 
Under Blanket Authorization 

October 23.1984. 

Take notice that on September 27, 
1984, United Gas Pipe Line Company 
(United), P.O. Box 1478. Houston, Texas 
77001. filed in Docket No. CP84-749~000 
a request pursuant to S 157.205 of the 
Regulations under the Natural Gas Act 
(18 CFR 9 157.205) for authorization to 
construct and operate a sales tap for the 
delivery of gas to Entex, Inc., in St. Mary 
Parish. Louisiana, under the certificate 
issued in Docket No. CP82-430-000 
pursuant to section 7 of the Natural Gas 
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Act, all as nore fully set forth in the 
request on Hie with the Commission and 
open to public inspection. 

United states that its proposed 8-inch 
tap would be installed on United’s 30- 
inch Bayou Sale Junction line in St. 

Mary Parish, Louisiana. It is indicated 
United would use the tap to supply up to 
25.000 Mcf of natural gas per day to 
Entex, Inc., for resale to the Central 
Louisiana Electric Company for use as 
boiler fuel in an electric power 
generation station. It is further indicated 
that the service would be provided 
under United’s Rate Schedule DG-S. 
United avers that the sale volumes 
would be within Entex. Inc.’s existing 
entitlement and that sufficient capacity 
exists on United’s system to render the 
service without detriment or 
disadvantage to its existing customers. 

Any person or the Commission’s staff 
may, within 45 days after issuance of 
the instant notice by the Commission, 
file pursuant to Rule 214 of the 
Commission’s Procedural Rules (18 CFR 
385.214) a motion to intervene or notice 
of intervention and pursuant to § 157.205 
of the Regulations under the Natural 
Gas Act (18 CFR 157.205) a protest to the 
request. If no protest is filed within the 
time allowed therefor, the proposed 
activity shall be deemed to be 
authorized effective the day after the 
time allowed for filing a protest If a 
protest is filed and not withdrawn 
within 30 days after the time allowed for 
filing a protest, the instant request shall 
be treated as an application for 
authorization pursuant to section 7 of 
the Natural Gas Act. 

Kenneth F. Plumb. 

Secretary. 

|FR Ooc 84>2a361 Filed 10-2S-M: 8:45 am] 

BILUNQ CODE 6717-01-M 


[Docket No. CP84-623-000) 

Western Gas Interstate Co.; 

Application 

October 23.1984. 

Take notice that on July 30,1984, 
Western Gas Interstate Company 
(Western), 400 West 15th Street, Suite 
900, Austin, Texas 78701, filed in Docket 
No. CP84-623-000 an application 
pursuant to section 7(b) of the Natural 
Gas Act for permission and approval to 
abandon certain facilities and 
associated services rendered in 
connection with Western’s sales to and 
transportation for Gas Company of New 
Mexico (GCNM) within the State of New 
Mexico, and the abandonment of certain 
facilities and associated services 
rendered in the tranportation of gas for 
Southern Union Exploration Company 


(SX) within the State of New Mexico, all 
as more fully set forth in the application 
which is on file with the Commission 
and open to public inspection. 

Western proposes to abandon the 
transportation and sale of gas to GCNM 
under Western’s Rate Schedule G-R. 
Further, Western seeks to abandon 
facilities used to transport gas 
purchased from Shell Western E&P, Inc. 
(Shell) and Continental Oil Company 
(Conoco) from the outlet of the Shell 
Antelope Ridge processing plant to 
Transwestem Pipeline Company’s 
pipeline facilities, all in Lea County, 

New Mexico. It is stated that the 
contract with Shell and Conoco under 
which Western purchased gas for resale 
to GCNM under Rate Schedule G-R 
expired on July 12,1983, and has not 
been renewed. Western asserts that 
GCNM has acquired supplies from other 
sources to meet requirements previously 
furnished by Western so that no 
diminution of service to GCNM’s 
customers would occur as a result of the 
proposed abandoment. 

Western also seeks Commission 
authorization to abandon transportation 
services provided for SX in Lea and San 
Juan Coimties, New Mexico, under 
Western’s Rate Schedules T-2 and T-3, 
and to abandon the facilities used to 
perform such services. Currently, it is 
indicated, under the Rate Schedule T-2 
arrangement. Western transports SX’s 
production from three wells in Lea 
County, New Mexico, through 
approximately 10 miles of 4-inch 
transmission line for delivery to El Paso 
Natural Gas Company (EPNG) and then 
EPNG transports the gas to GCNM and 
Southern Union Company (SUG). It is 
explained that the Lea County 
production is sold to GCNM and SUG. 
Western asserts that CGNM and SUG 
do not want to continue purchasing the 
gas from SX under the current 
arrangements. Western’s transmission 
line is not used for service other than 
the one provided for SX, it is asserted; 
and Western requests authorization to 
abandon the line in place. 

Finally, Western requests 
authorization to abandon a 
transportation service and the facilities 
used in performing the service for SX in 
San Juan County, New Mexico, under 
Rate Schedule T-3. Western states that 
it transports gas to EPNG’s facilities for 
SX through approximately 1.5 miles of 
transmission line and that the gas is sold 
by SX by GCNM. Upon abandonment 
authorization. Western proposes to 
transfer the line of SX for use by SX as a 
gathering line. 

Any person desiring to be heard or to 
make any protest with reference to said 
application should on or before 


November 9,1984, file with Federal 
Energy Regulatory Commission. 
Washington, D.C. 20426, a motion to 
intervene or a protest in accordance 
with the requirements of the 
Commission’s Rules of Practice and 
Procedure (18 CFR 385.214 or 385.211) 
and the Regulations under the Natural 
Gas Act (18 CFR 157.10). All protests 
filed with the Commission will be 
considered by it in determining the 
appropriate action to be taken but will 
not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a 
proceeding or to participate as a party in 
any hearing therein must file a motion to 
intervene in accordance with the 
Commission’s Rules. 

Take further notice that, pursuant to 
the authority contained in and subject to 
the jurisdiction conferred upon the 
Federal Energy Regulatory Commission 
by sections 7 and 15 of the Natural Gas 
Act and the Commission’s Rules of 
Practice and Procedure, a hearing will 
be held without further notice before the 
Commission or its designee on this 
application if no motion to intervene is 
filed within the time required herein, if 
the Commission on its own review of the 
matter finds that permission and 
approval for the proposed abandonment 
are required by the public convenience 
and necessity. If a motion for leave to 
intervene is timely filed, or if the 
Commission on its own motion believes 
that a formal hearing is required, further 
notice of such hearing will be duly 
given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for Western to appear or 
be represented at the hearing. 

Kenneth F. Plumb, 

Secretary. 

[FR Doc 84-28382 Filed 10-25-64:8:45 am) 

BILUNO CODE 8717-01-11 


[Docket No. OF85-9-000] 

OLS Energy-Agnews; Application for 
Commission Certification of Qualifying 
Status of a Cogeneration Facility 

October 23,1984. 

On October 5.1984, OLS Energy- 
Agnews (Applicant) of 450 Sansonie- 
Suite 210, San Francjsco, California 
94111, submitted for filing an application 
for certification of a facility as a 
qualifying cogeneration facility pursuant 
to § 292.207 of the Commission’s 
regulations. No determination has been 
made that the submittal constitutes a 
complete filing. 
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The topping-cycle cogeneration 
facility will be located at the Agnews 
State Hospital, San Jose. California. The 
primary energy source will be natural 
gas. The facility will consist of a 
combustion turbine generator unit rated 
20.600 kilowatts, and a heat recovery 
steam generator supplying an extraction 
turbine generator unit rated 6.600 
kilowatts. The extracted steam will be 
used to supply the hospital’s process 
heating load. The facility is s^eduled to 
be installed by the end of 1986. 

Any person desiring to be heard or 
objecting to the granting of qualifying 
status should file a petition to intervene 
or protest with the Federal Energy 
Regulatory Commission, 825 North 
Capitol Street NE., Washington, D.C. 
20426, in accordance with rules 211 and 
214 of the Commission's Rules of 
Practice and Procedure. All such 
petitions or protests must be filed within 
30 days after the date of publication of 
this notice and must be served on the 
applicant. Protests will be considered by 
the Commission in determining the 
appropriate action to be taken but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Plumb. 

Secretary, 

|FR Doc ft4-2887l Filed 10-26-e4; 8:45 am} 

StUJHO COOC S717-01-M 


(Docket No. QF84-442-000] 

Turbin# Tech., Inc.; Application for 
Commission Certification of Qualifying 
Status of a Small Power Production 
Facility 

October 23.1984, 

On October 4,1984, Turbine Tech., 

Inc.. (Applicant) of 9000 Eucalyptus 
Street, Bakersfield. California 93306, 
submitted for filing a revised application 
for certification of a facility as a 
qualifying small power production 
facility pursuant to 8 292.207 of the 
Commission’s regulations. On August 8, 
1984. the Applicant initially submitted 
for filing an application for certification 
of the same facility as a qualifying 
cogeneration facility. No determination 
nas been made that the submittal 
constitutes a complete filing. 

The demonstration facility is located 
fit Singling, Oklahoma in Jefferson 
County. Tlie primary energy resource is 
claimed to be waste inertia as a result of 
Imbalance between the upstroke and 
uownstroke in oil well pump jack 
operations. The applicant states that the 


facility has a power production capacity 
of 15 kilowatts. 

Any person desiring to be heard or to 
objecting to the granting of qualifying 
status should file a petition to intervene 
or protest with the Federal Energy 
Regulatory Commission, 825 North 
Capitol Street NE., W'ashington, D.C. 
20426, in accordance with rules 211 and 
214 of the Commission’s Rules of 
Practice and Procedure. All such 
petitions or protests must be filed within 
30 days after the date of publication of 
this notice and must be served on the 
applicant. Protests will be considered by 
the Commission in determining the 
appropriate action to be taken but will 
not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party must file a 
motion to interx ene. Copies of this filing 
are on file with the Commission and are 
available for public inspection. 

Kenneth F. Plumb, 

Secretary. 

pTt Doc 84>28378 Filed 10-25-^4; 8:45 am) 

BtUJNO COOC t717-01-M 


ENVIRONMENTAL PROTECTION 
AGENCY 

lOPTS-51542; BH-fRL 2703-3] 

Certain Chemicals; Premanufacture 
Notices 

agency: Environmental Protection 
Agency (EPA). 
action: Notice. 

summary: Section 5(a)(1) of the Toxic 
Substances Control Act (TSCA) requires 
any person who intends to manufacture 
or import a new chemical substance to 
submit a premanufacture notice (PMN) 
to EPA at least 90 days before 
manufacture or import commences. 
Statutory requirements for section 
5(a)(1) premanufacture notices are 
discussed in EPA statements of the final 
rule published in the Federal Register of 
May 13.1983 (48 FR 21722). This notice 
announces receipt of twenty-six PMNs 
and provides a summary of each. 

OATES: Close of Review Period: 

PMN 85-28, 85-29, 85-30 and 85-31; 

January 9,1985. 

PMN 85-32; January 12,1985. 

PMN 85-33. 85-34, 85-35. 85-36, 85-37, 
8S-^8. 85-39, 85-40, 85-41, 85-42, 85- 
43, 85-44 and 85-45; January 13,1985. 
PMN 85-48, 85-47, 85-48. 85-49 and 85- 
50; January 14,1985. 

PMN 85-51. 85-52 and 85-53: January 15, 
1985. 

Written comments by; 

PMN 85-28. 85-29, 85-30 and 05-31; 
December 10.1984. 


PMN 85-3Z- December 13.1984. 

PMN 85-33. 05-34, 85-35, 85-36, 85-37, 
85-38, 85-39, 85^. 85-41, 85-42, 85- 
43. 85-44 and 85-45; December 14. 
1984. 

PMN 85-46, 85-47, 85-48. 85-49 and 85- 
50; December 15.1984. 

PMN 85-51. 85-52 and 85-53; December 
16,1984. 

ADDRESS: Written comments, identified 
by the document control number 
**(OPTS-51542j” and the specific PMN 
number should be sent to: Document 
Chemical Officer (TS-793), Chemical 
Information Branch. Information 
Management Division, Office of Toxic 
Substances, Environmental Protection 
Agency. Rm. E-201,401 M St., SW., 
Washington. DC 20460, (202-382-3532). 
FOR FURTHER INFORMATION CONTACT: 
Wendy Cleland-Hamnett, 
Premanufacture Notice Management 
Branch. Chemical Control Division (TS- 
794), Office of Toxic Substances. 
Environmental Protection Agency. Rm. 
E-611. 401 M St.. SW., Washington, DC 
20460. (202-382-3729). 

SUPPLEMENTARY INFORMATION: The 
following notice contains information 
extracted from the non-confidential 
version of the submission provided by 
the manufacturer on the PMNs received 
by EPA. The complete non-confidential 
document is available in the Public 
Reading Room E-107 at the above 
address. 

PMN 85-28 

Importer. Confidential. 

Chemical. (G) Trisubstiluted benzene. 
Use/Import. (S) Site-limited and 
industrial intermediate for pesticide. 
Import range: Confidential. 

Toxicity Data. Acute oral: Male— 
>5,000 mg/kg. female—3,299 mg/kg; 
Acute dermal: >5,000 mg/kg: Irritation; 
Skin—Not an irritant. Eye—Not an 
irritant; LCs© inhalation: > 2,100 mg/m’ 
Exposure: Use: Dermal, a total of 1 
workeiN up to .2 hr/da, up to .04 da/yr. 

Environmental Releose/Disposal .35 
kg/day released to air with 10 kg/batch 
to land. 

PMN 85-29 

Importer. Confidential. 

Chemical. (G) Trisubstituted benzene. 
Use/ImporL (S) Site-limited and 
industrial intermediate for pesticide. 
Import range: Confidential. 

Toxicity Data. Acute oral: Male—266 
mg/kg. Female—114 mg/kg; dermal: 
Male—2,073 ul/kg, Female—3,439 ul/kg: 
Irritation: Skin—Moderate. Eye—Slight: 
LCso inhalation: Severe irritation. 

Exposure. Use: Dermal, a total of 1 
worker, up to .2 hr/da, up to .04 da/yr. 
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Environmental Release/Disposal 
Less than 10 ^ kg/batch released to air. 

PMNe&^O 

Manufacturer. Confidential. 

Chemical. (G) Carbopolycycle 
sulfonate of substituted phenyl azo 
substituted heteromonocycle. 

Use/Production. (G) Open, non- 
dispersive use. Prod, range: 

Confidential. 

Toxicity Data. Acute oral: 21 g/kg. 
Exposure. Confidential. 

Environmental Release/Disposal 
Confidential. Disposal by navigable 
waterway. 

PMN 85-31 

Manufacturer. Confidential. 

Chemical (G) Carbopolycycle 
sulfonate of substituted heteropolycycle. 

Use/Production. (G) Open, non- 
dispersive use. Prod, range: 

Confidential. 

Toxicity Data, Irritation: Eye— 
Negative. 

Exposure. Confidential. 

Environmental Release/Disposal 
Confidential. Disposal by navigable 
waterway. 

PMN 85-32 

Manufacturer. Confidential. 

Chemical (G) Alkyl 
mercaptothiadiazole. 

Use/Production. (G) Contained and 
destructive use. Prod, range: 
Confidential. 

Toxicity Data. No data on the PMN 
substance submitted. 

Exposure. Manufacturer: Dermal. 
Environmental Release/Disposal 
Confidential. 

PMN 85-33 

Manufacturer. Confidential. 

Chemical (G) Polymonocyclic 
urethane. 

Use/Production. (G) Industrial coating 
having a non-dispersive use. Prod, 
range: 250,000-1,000,000 kg/yr. 

Toxicity Data. No data submitted. 
Exposure. Manufacture and 
processing: Dermal, a total of 27 
workers, up to 4 hrs/da, up to 260 da/yr. 

Environmental Release/Disposal 10 
to 150 kg/batch released to land. 
Disposal by incineration and landfill. 

PMN 85-34 

Manufacturer. Monsanto Company. 
Chemical (G) Polyoxypropylene 
polyoxyethylene block copolymer ester 
acyl lactam. 

Use/Production. (S) Industrial 
reaction injection molded plastics parts. 
Prod, range: Confidential. 

Toxicity Data. Acute oral: > 5,000 
mg/kg; Acute dermal: > 5,000 mg/kg; 
Irritation: Skin—Slight. Eye—Slight 


Exposure. Manufacture: Dermal, a 
total of 6 workers, up to 0.04 hr/da, up to 
40 da/yr. 

Environmental Release/Disposal 0.25 
to 2 kg/batch released. Disposal by 
incineration. 

PMN 85-35 

Manufacturer. Monsanto Company. 
Chemical (G) Polybutadiene ester 
acyl lactam. 

Use/Production. (S) Industrial 
reaction injection molded plastics part. 
Prod, range: Confidential. 

Toxicity Data. Acute oral: > 5,000 
mg/kg; Acute dermal: > 5.000 mg/kg; 
Irritation: Skin-Slight, Eye—Slight 
Exposure. ManiSacture: Dermal, a 
total of 6 workers, up to 0.25 hr/da. up to 
160 da/yr. 

Environmental Release/Disposal No 
release. Disposal by incineration. 

PMN 85-36 

Manufacturer. The Dow Chemical 
Company. 

Chemical (G) Substituted pyridine. 
Use/Production. (G) Site-limited 
chemical intermediate. Prod, range: 
Confidential. 

Toxicity Data. Acute oral: Between 
130 and 250 mg/kg: Acute dermal: 
Between 100 and 200 mg/kg; Irritation: 
Skin—Slight/moderate, Eye—Slight 
Exposure. Confidential. 

Environmental Release/Disposal 
Release to air. Disposal by incineration. 

PMN 85-37 

Manufacturer. Confidential. 

Chemical (G) Isocyanate-terminated 
polyurethane. 

Use/Production. (S) Used internally 
as an intermediate in the production of 
an adhesive. Prod, range: Confidential. 
Toxicity Data. No data submitted. 
Exposure. Manufacture: Dermal a 
total of 5 workers, up to 1 hr/da, up to 70 
da/yr. 

Environmental Release/Disposal. 5 to 
200 gm released. Disposal by 
incineration. 

PMN 85-38 

Manufacturer. Confidential. 

Chemical. (G) Hydroxyl-terminated 
polyurethane. 

Use/Production. (S) Industrial 
laminating adhesive in ethyl alcohol 
solution. 6t)d. range: Confidential. 
Toxicity Data. No data submitted. 
Exposure. Manufacture: Dermal, a 
total of 2 workers, up to 2 hrs/da, up to 
42 da/yr. 

Environmental Release/Disposal. 5 
kg/batch released to land. Disposal by 
landfill. 

PMN 85-39 

Importer. Confidential. 


Chemical (G) Benzoquinolinyl- 
sulfoindendione. substituted ammonium 
salt. 

Use/Import. (S) Industrial paper dye. 
Import range: 5,500-16,000 kg/yr. 

Toxicity Data. No data oh the PMN 
substance submitted. 

Exposure. Processing: Dermal. 

Environmental Release/Disposal. No 
release. 

PMN 85^ 

Importer. Confidential. 

Chemical (G) Aliphatic ketone. 

Use/Import. (G) Highly dispersive use. 
Import range: Confidential. 

Toxicity Data. Acute oral: > 8,000 
mg/kg; Acute dermal; 8.000 mg/kg; 
Irritation: Eye—Moderate: Skin 
sensitization: Weak/moderate 
sensitizer; Phototoxicity test: No 
phototoxic potential; Photosensitization 
test: No photosensitizing potential; 
Repeated insult patch test: Non-irritant/ 
non-sensitizer. Open epicutaneous test: 
Negative. 

Exposure. Confidential. 

Environmental Release/Disposal. 
Confidential. Disposal by publicly 
owned treatment works (POTW). 

PMN 85-41 

Manufacturer. Emery Industries. 

Chemical, (s) Carboxylic acids. Ce-Cn 
mono and Cs-Cis di-, polymers with 
adipic acid, 1.4-butanediol and 
propylene glycols. 

Use/Production. (S) Industrial 
plasticizers for polyvinyl chloride resin. 
Prod, range: 100,000-150,000 kg/yr. 

Toxicity Data. No data submitted. 

Exposure. Manufacture: Dermal, a 
total of 3-5 workers, up to 4 hrs/da, up 
to 4-8 da/yr. 

Environmental Release/Disposal. 75 
per 10,000 charge released to water with 
185 per 10,000 charge to land. Disposal 
by POTW and approved landfill. 

PMN 85-42 

Manufacturer. Emery Industries. 

Chemical. (S) Carboxylic acids, Ce- 
Ci8 mono and Cs-Cis di-. polymers with 
adipic acid, 1.4-butanediol, propylene 
glycols and acetic anhydride. 

Use/Production. (S) Industrial 
plasticizer for polyvinyl chloride resin. 
Prod, range: 100,000-150,000 kg/yr. 

Toxicity Data. No data submitted. 

Exposure. Manufacture: Dermal, a 
total of 3-5 workers, up to 4 hrs/da, up 
to 4-8 da/yr. 

Environmental Release/Disposal 75 
per 10,000 charge released to water with 
185 per 10,000 charge to land. Disposal 
by POTW and approved landfill. 
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PMNd5^3 

Manufacturer, Confidential. 

Chemical (S) Polymer of phenol, 
triphenyl ehtyl phosphoniiim iodide, 
trimellilic anhydride and EPON 828. 

Use/Production, (S) Industrial expoxy 
resin curative agent for powdered 
coating formulations. Prod, range: 6.806- 
20.000 kg/yr. 

Toxicity Data. No data submitted. 

Exposure, Manufacture and 
processing: Dermal, a total of 33 
workers, up to 8 hrs/da. up to 12 da/yr. 

Environmental Release/Disposal. Less 
than 0.68 to less than 136 kg/batch 
released with 16.25 kg/da to land. 
Disposal by incineration and landfill. 

PMN 85-44 

Manufacturer, The Minnesota Mining 
and Manufacturing Company. 

Chemical (G) Substituted 
benzocyazoleydine ethylidine. 

Use/Production, (G) Dye in coated 
ailicle. Prod, range: Confidential. 

Toxicity Data. No data submitted. 

Exposure, Manufacture and 
processing: Dermal, a total of 21 
workers, up to 8 hrs/da, up to 5 da/yr. 

En vironmental Release/Disposal. 

Less than 0.002 to less than 0.03 kg/ 
batch released with less than 0.008 kg/ 
batch to land. Disposal by incineration 
and landfill. 

PMN 85-45 

Manufacturer, Confidential. 

Chemical, (G) 3-substituted propanoic 
add. glycol ester. 

Use/Production. (G) Open-non 
dispersive. Prod, range: Confidential. 

Toxicity Data. No data on the PMN 
substance submitted. 

Exposure, Manufacture and use: 

Dermal, a total of 8 workers, up to 2 hrs/ 
da, up to 177 day/yr. 

Environmental Release/Disposal 0.5 
ifg/batch released to water. Disposal by 
biological treatment system. 

PMN 85-46 

Manufacturer, The Dow Chemical 
Company. 

Chemical (G) Sulfonated polycyclic 
aromatics. 

Cse/Production, (G) Site-limited 
chemical intermediate. Prod, range: 
Confidential. 

Toxicity Data, No data on the PMN 
substance submitted. 

Exposure, Confidential. 

Environmental Release/Disposal. 
please to air, water and land. Disposal 
oy incineration and navigable waterway 
treatment. 

PMN 85-47 

Manufacturer. The Dow Chemical 
^mpany. 


Chemical (G) Sulfonated polycyclic 
aromatics, sodium salt. 

Use/Production. (G) Water reducer 
and dispersant. Prod, range: 
Confidential. 

Toxicity Data, Acute oral: > 5,000 
mg/kg; Irritation: Skin—Essentially no 
irritation. Eye—Slight; Ames test: 
Negative; LC«> 48 hr (Daphnia magna): 
T40 mg/U LCso 96 hr (Fathead minnow): 
220 mg/L. 

Exposure, Confidential. 
Environmental Release/Disposal 
Release to air and land. Disposal by 
incineration. 

PMN 85-48 

Manufacturer, The Dow Chemical 
Company. 

Chemical. (G) Sulfonated polycyclic 
aromatics, ammonium salt. 

Use/Production, (G) Water reducer 
and dispersant. Prod, range: 
Confidential. 

Toxicity Data, No data submitted. 
Exposure, Confidential. 
Environmental Release/Disposal 
Release to air and land. Disposal by 
incineration. 

PMN 85-49 

Manufacturer. The Dow Chemical 
Company. 

Chemical (G) Sulfonated polycyclic 
aromatics, calcium salt. 

Use/Production. (G) Water reducer 
and dispersant. Prod, range: 
Confidential. 

Toxicity Data, No data submitted. 
Exposure. Confidential. 
Environmental Release/Disposal 
Release to air and land. Disposal by 
incineration. 

PMN 85-50 

Manufacturer. The Dow Chemical 
Company. 

Chemical (G) Sulfonated polycyclic 
aromatics, zinc salt. 

Use/Production, (G) Water reducer 
and dispersant. Prod, range: 

Confidential. 

Toxicity Data. No data submitted. 
Exposure, Confidential. 

En vironmental Release/Disposal. 
Release to air and land. Disposal by 
incineration. 

PMN 85-51 

Manufacturer. Westvaco Corporation. 
Chemical (C) Monoethanolamine salt 
of lignin. 

Use/Production. (G) Carrier and 
binder for coatings, use as colorant or 
pigment and dispersant/emulsifier. Prod, 
range: Confidential. 

Manufacturer. Confidential. 

Toxicity Data. Acute oral: > 15 g/kg; 
Irritation: Skin—Non-irritant Eye—Non- 
irritant. 


Exposure. Confidential. 
Environmental Release/Disposal 
Confidential. Disposal by navigable 
waterway. 

PMN 85-52 

Manufacturer, Confidential. 

Chemical (G) Modified fatly acid 
polyamine condensate. 

Use/Production. (G) An additive used 
in the energy production industry. Prod, 
range: Confidential. 

Toxicity Data. No data submitted. 
Exposure. Manufacture: Dermal, a 
total of 1 worker, up to 4 hrs/da, up to 8 
da/yr. 

Environmental Release/Disposal 25 
kg/batch released by washout method. 

PMN 85-53 

Manufacturer. Confidential. 

Chemical. (G) Crosslinked acrylic 
copolymer. 

Use/Production, (G) For use writh 
aqueous solutions in a contained use. 
Prod, range: Confidential, 

Toxicity Data. No data submitted. 
Exposure. Manufacture: Dermal, a 
total of 16 workers, up to 4 hrs/da, up to 
25 da/yr. 

Environmental Release/Disposal. 20 
to 45 kg/batch released to water. 
Disposal by publicly POTW. 

Dated: October 22.1984. 

Linda A. Travers, 

Acting Director, Information Management 
Division. 

fFR Doc 84-28203 Hied 10-25-84:8:45 am) 

BILUNQ CODE 6580-50-M 


IA-9-FRL-2704-51 

Approval of Prevention of Significant 
Air Quality Deterioration (PSD) Permit 
to Valley Power Associates (EPA 
Project Number SJ 84-02) 

agency: Environmental Protection 
Agency (EPA), Region 9. 
action: Notice. 

summary: Notice is hereby given that on 
September 24,1984 the Environmental 
Protection Agency issued a PSD permit 
to the applicant named above granting 
approval to construct a 49.9-megawatt 
biomass-fired electrical generating 
facility to be located near the city of 
Delano, Kern County, California. This 
permit has been issued under EPA’s PSD 
regulations (40 CFR 52.21) and is subject 
to certain conditions, including all 
allowable emission rale as follows: SO 2 
at 70 Ibs/hr, NO, at 191 Ibs/hr, and CO 
at 260 Ibs/hr. 

FOR FURTHER INFORMATION CONTACT. 

Copies of the permit are available for 
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public inspection upon request: address 
request to: Rhonda Rothschild 
U.S. Environmenta] Protection Agency. 
Region 9, 215 Fremont Street. San 
Francisco, CA 94105, (415) 974-7413. FTS 
454-7413. 

SUPPLEMENT ARY INFORMATION: Best 
Available Cmitrol Technology (BACT) 
requirements include the use of 
limestone injectioii and combustion 
controls. Air Quality Impact modeling 
was required for SOt. NOt and CO. 
Continuous monitoring is required and 
the source is not subfect to New Source 
Performance Standards. 

DATE; The PSD permit is reviewable 
under Section 307(bKl) of the Clean Air 
Act only in the Ninth Circuit Court of 
Appeals. A petition for review must be 
filed by December 26.1984. 

Dated: October 18.1984. 

Robert 

Air Management Division, Region 9. 

(FR Ooc. e»>anor Fikd 6:4S am) 

BILUNQ oooc — m m 


[A-6-FRL-2794-11 

Extension of the Expiration Date of a 
PSD Permit 

Notice is hereby gi v en that the 
Environmental Protectkifi Agency (£PA), 
Region 6. has extended the expiration 
date of the following Prevention of 
Significant Determination (PSD) permit: 

1. PSO-TX-365—Central Power and 
Light; this permit authorized the addition 
of a 781 MM Btu/hr coaLfired boOer to 
the existing Coleto Creek Power Plant 
located near U.S. Highway 59, 
approximately 3 miles northeast of 
Fannin. Goliad County, Texas; 
construction has not commenced 
because changes in land growth 
projection and financial considerations 
have resulted in several schedule 
modifications; the permit was extended 
to a new expiratian dale of November 
26.1984. 

A notice of EPA’s proposed action to 
extend this PSD permit was published in 
a newspaper in ^ affected area of the 
facility. No comments were reoetved 
regarding the proposed exten^on. 
Documents relevant to the extension 
request are available for public 
inspection during narmal business hours 
at the Air and Waste Management 
Division, US. Environmoital Protectioo 
Agency, Region 6.1201 Elm Street. 
Dallas. Texas 7S27Q. 

This extension is a final acticMi 
reviewable under Section 3Q7(b)(l) of 
the Clean Air Act only in the Fif& 
Circuit Court of Appeals. Any petitioa 
for review must be filed on or before 
December 28,1984. 


This notice will have no effect on the 
National Ambient Air Quality 
Standards. 

The Office of Management and Budget 
has exempted this information notice 
from the requirements of Section 3 ci 
Executive Ord«-12291. 

Dated: October 17.1984. 

Dick Whittington, 

Regional Administrator, Region 6. 

(FR Doc. 111-28901 Piled 10-2S-84:8:48 un) 

MLUHO CODE tMO-SO-U 


[ER-FRL-2703-8] 

Environmental Impact Statements; 
Availability of Weekly Statements 

Responsible agency: Office of Federal 
Activities, General Information (202) 
382-5073 or (202) 382-5075. 

Availability of Environmental Impact 
Statements filed October 15,1984 
through October 19,1984 Pursuant to 40 
CFR 1506.9. 

EIS No. 840485. Draft, COE, AL, 
Coffeevflle Lock and Dam Hydropower 
Facility, Construction. Black Warrior- 
Tombigbee Rivers, Clarke and Choctaw 
Cos., Due: December 10,1984. Contact: 
Ingrid Nester (205) 690-2726. 

EiS No. 840469, Draft FHW. OR. SJE. 
Hubbard Road Extension. 122nd Avenue 
to US 212, Clackamas County, Due: 
December 10.1984, Contact Dale 
Wilken (503) 399-5749. 

EIS No. 840471. Final, CDB. CA, 
Oakland Hotel Two/Parking Garage, 
Developmcmt UDAG, Alameda County, 
Due: Nofvember 28,1964, Contact 
Charles Bryant (415) 273-3941. 

EIS No. 840472, Final, COE, SC. South 
Carolina Oil Refinery/Underwater 
Pipeline Installation, Permit Sasipit 
River, Georgetown County: Due: 
Noi^emben* 26,1964, Contact: )ohn 
Carothers (003) 724-4258. 

EIS No. 840473. Draft, BLM, NV. 
Walker Planning Area Resource 
Management Plan, Mineral, Lyon, and 
Douglas Counties. Due: December 10, 
1984, Contact Dave Harmon (702) 470- 
5740. 

EIS No. 840474, Final. FHW, MN. 

West River Parkway Construction, 
Franklin Avenue to Plymouth Avenue, 
Hennepin County. Due: November 26. 
1964, Contact: Steven Bahler (812) 725- 
7001. 

EIS No. 640475. Draft, FHW, IN, Lynch 
Road Extension. Oak Hill Road to IN-62 
Intersection, Vanderburgh and Warrick 
Counties, Due: DecerabCT 10, 
1984.Contact: Lawrence Tucker 1 (317) 
269-7402. 

EIS No. 640476. Final COE. OH. Reno 
Beach Howard Farms Flood Control 


Lucas County, Due: November 30. 1984, 
Contact: William Butler (716) 876-5654. 

EIS No, 840477. Draft, UMT, CA, Son 
Jose Multimodel TraxugKXlation 
Terminal. Construction and 
Development Santa Clara County, Dae: 
December 12.1984. Contact Brigid 
Hynes-Cherin (415) 556-9988, 

EIS No. 840478, Draft. USN, NY, MA, 
Rl. Battleship Surface ActioD Group 
Homeporl Construction and Opeiatian, 
Stapleton-Fort Wadswmlh GcHnpiex. 
Staten Island, Ridimond County. New 
York; Boston Army Base, 
Massachusetts: Qaooset Point/ 

Da visville l^er One. Rhode tslau d and 
DavisviUe/Landfiil Bulkhead. Rhode 
Island, Due: December 10,1984, Contact: 
Commander T.W. Boone (215) 897-6270. 

EIS No. 84047a DRevised, BLM. WY. 
North Fork Ofl and Gas 
Exploration. Permil Sbortione Natians! 
Forest. Park County^ Due: Deoeniber 17. 
1984. Contact fekn Thoizqison (907) 317- 
9871. 

Amended Noticea: 

EIS No. 800783, Draft NFS. DE. PA 
Delaware Water Gap Natkmal • 
Recreation Area, Land Management 
Plan. Published FR 10-14-80 OfficiaOy 
withdrawn. 

Dated: October 22.1984. 

David G. Davit, 

Acting Director, Office of Federal Activities 
(FR Doc Filed 10-25-616:45 aro) 

■tLUNO CODE 6SM-MI 


IER-FRL-2705-H . 

Environmtntal Impact Stataments; 
Availability of ERA Conmiants 

AvaHahility of EPA comments 
prepared October 9.1984 through 
October 12,1984 pursuant to the 
Environmental Review Process (ERP): 
under Section 309 of the Dean Air Act 
and Section 102(2Kc) of the National 
Environmental Policy Act. as amended. 
Requests for copies of EPA comments 
can be directed to the Office of Federal 
Activities at (202) 382-5075/76. 
Explanation of the ratings assigned to 
draft enviroomental impact ftatements 
(EISs) was published in FR dated 
October 19.1984 (49 FR 41108). 

Draft EISs 

ERP No. D-COE-B32008-00. Rating 
E02. Narrows of Lake Champlain 
Federal Channel Navigation, 
Maintenanoe Dredging, VT .NY. 
Summary: EPA finds the document vay 
general and lacking clear and useful 
environmental data necessary to fully 
evaluate maintenanoe drecteing* 
requests additional basic information 
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and will participate in the review of 
specific environmental assessments 
prepared for each particular dredging 
operation. EPA would oppose any 
selection of wetlands as disposal sites, 
since the EIS clearly does not 
demonstrate the use of wetlands is 
unavoidable. 

ERP No. D-COE-C36055-PR. Rating 
EC2. Rio Puerto Nuevo Basin, Flood 
Control Study, PR. Summary: EPA 
requests that additional information be 
submitted concerning any ocean 
dumping permits, method by which 
dredged spoils will be contained, 
potential impacts to groundwater, and 
compensation for loss of mangrove 
swamps. EPA also requests testing of 
dredged materials be conducted and ^ 
clearer maps be provided. 

ERP No. DA/COE-E32022-NC. Rating 
EC2. Manteo (Shallowbag) Bay, 
Navigation Improvement, NC. Summary: 
EPA remains concerned about the long¬ 
term environmental consequences of die 
project as well as its practical feasibility 
over its proposed lifetime. The selected" 
alternative does not appear to be 
evaluated using the more recent insights 
regarding the inadvisability of modifying 
natural shoreline processes. 

ERPNo. D-FAA-B51010-MA. Rating 
LO, Barnstable Municipal Airport 
Runway 15-33 Extension and 
Navigation Aid Installation. MA. 
Summary: The DEIS adequately 
assesses the environmental impact of 
the proposed airport extension and 
improvement and has proposed the 
necessary mitigation measures to reduce 
potential impacts. The FAA needs to 
commit to implementing those mitigation 
measures identified in the DEIS. 

ERP No. D-FHW-E40657-FL, Rating 
EC2, FL-44 Upgrading, CR-581 to 
Eastern Intersection of FL-44/45 (US 41). 
FL Summary: EPA has suggested that 
Ae noise section and related proposed 
mitigation measures of this projet need 
additional analysis and development. 
Particular emphasis should be given to 
Ihe reconsideration of using mitigation 
methods that deal with reduced truck 
traffic, speed limits, and noise barrier 
use. Other environmental issues were 
adequately dealt with. 

ERP No. D-MMS-A02207-00. Rating 
(Sale 94: EC2. Sale 98 and 102: E02). 

1985 Eastern (No. 94), Central (No. 98), 

Bnd Western (No. 102) Gulf of Mexico 
Oil and Gas Lease Sales. 

Summary: Environmental concerns 
^garding adequate buffer around the 
Florida Middle Grounds in Eastern Gulf: 
^ovironmental objections regarding 
JJ^stricted leasing near banks in the 
Central and Western Gulf. 


Final EISs 

ERP No. F-n-IW-j40068-CO, South 
Platte River Crossing, Construction, 
Canyon Rd. to Santa Fe Dr., CO. 
Summary: EPA made no formal 
comments. EPA's recommendations for 
minor improvements to the draft EIS 
were adapted in the final. 

Dated: October 23.1984. 

Daivd G. Davis. 

Acting Director, Office of Federal Activities. 

|PR Doc M-28357 Filed lO-ZS-M; 8:45 eml 
WUJMQ CODE S6S0-5(Hyi 


FEDERAL MARITIME COMMISSION 
Agreementfs) Filed 

The Federal Maritime Commission 
hereby gives notice of the filing of the 
following agreements] pursuant to 
section 5 of the Shipping Act of 1984. 

Interested parties may inspect and 
obtain a copy of each agreement at the 
Washington. D.C. Office of the Federal 
Maritime Commission, 1100 L Street. 
NW., Room 10325. Interested parties 
may submit comments on each 
agreement to the Secretary, Federal 
Maritime Commission, Washington, D.C. 
20573, within 10 days after the date of 
the Federal Register in which this notice 
appears. The requirements for 
comments are found in $ 572.603 of Title 
46 of the Code of Federal Regulations. 
Interested persons should consult this 
section before communicating with the 
Commission regarding a pen^ng 
agreement. 

Agreement No.: 202-008770-014. 

Title: U.K./U.S.A. Gulf Westbound 
Rate Agreement. 

Parties: Atlantic Cargo Services. AB, 
Compagnie Generale Maritime, Hapag- 
Uoyd AG, Intercontinental Transport 
(ICT) BV, Lykes Bros. Steamship Co.. 

Inc., Sea-Land Service, lnc„ Trans 
Freight Lines. Inc. 

Synopsis: The proposed amendment 
would terminate the agreement 60 days 
after the North Europe-U.S. Gulf Frei^t 
Association (Agreement No. 202-010656} 
becomes effective. 

Agreement No.: 207-009882-002. 

Title: Pacific Australia Direct Line 
Joint Service Agreement. 

Parties: Associated Container 
Transportation (Australia) Ltd., PAD 
Shipping Australia PTY. Ltd.. 
Rederiaktiebolaget Transatlantic. 

Synopsis: The proposed amendment 
would modify the provisions governing 
notice of termination. 

Agreement No.: 202-009988-016. 

Title: Continental/U.S. Gulf Freight 
Association. 


Parties: Atlantic Cargo Services. AB, 
Compagnie Generale Maritime, Hapag- 
Lloyd AG, Intercontinental Transport 
(ICT) BV, Lykes Bros. Steamship Co., 
Inc., Sea-Land Service, Inc., Trans 
Freight Lines. Inc. 

Synopsis: The proposed amendment 
would terminate the agreement 60 days 
after the North Europe-U.S. Gulf Freight 
Association (Agreement No. 202-010656) 
becomes effective. 

By order of the Federal Maritime 
CommisBion. 

Dated: October 23.1964. 

FrancU C. Humey, 

Secretary. 

(FR Doc 84-28354 Filed 10-2S-84: 8:45 «m] 

BILUNO CODE fTSO-OI-M 


Controlled Carriers Under the Shipping 
Act of 1984 

agency: Federal Maritime Commission. 
action: Listing of controlled carriers. 

SUMMARY: The Federal Maritime 
Commission is adding Flota Bananera 
Ecuatoriana S.A. to the list of controlled 
carriers subject to the advanced tariff 
filing and other regulatory requirements 
of section 9 of the Shipping Act of 1964. 
date: None. 

FOR FURTHER INFORMATION CONTACT. 

Robert G. Drew. Director, Bureau of 
Tariffs. Federal Maritime Commission. 
Washington, D.C. 20573. 

8UPPUEMENTARY INFORMATION: Section 
3(8] and 9 of the Shipping Act of 1984 (46 
U.S.C. 1702.1708) provide for the 
regulation of rates or charges by certain 
state-owned or so-called “controlled 
carriers" in the foreign commerce of the 
United States. Based on informatioB 
submitted by Flota Bananera 
Ecuatoriana S.A. (Flota), the 
Commission determined that Flota 
meets the definition of a controHed 
carrier as set forth in section 3(8] of the 
Act Flota was so notified by letter 
dated August 24,1984 and did not 
contest this determination. The 
Commission is therefore adding Flota to 
the list of controlled ceirriers published 
in the Federal Register on July 11.1983 
on July 11.1983 [48 FR 31733). 

The process of identification and 
classification of controlled carriers is 
continnous. The controlled carrier list is 
therefore amended as such carriers 
enter and leave the United States trades 
or become exempt from the regulatory 
requirements of section 9. 
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By the Commission. October 18,1984. 
Francis C. Humey, 

Secretary. 

(FR Doc Si-2BS49 RIed 10-2S-64: &45 am) 

BtLLING CODE traO-OI-M 


FEDERAL RESERVE SYSTEM 

Central Banc Holding, Inc., et al.; 
Formations of; Acquisitions by; and 
Mergers of Bank Holding Companies 

The companies listed in this notice 
have applied for the Board’s approval 
under section 3 of the Bank Holding 
Company Act (12 U.S.C. 1842) and 
§ 225.14 of the Board’s Regulation (12 
CFR 225.14) to become a bank holding 
company or to acquire a bank or bank 
holding company. The factors that are 
considered in acting on the applications 
are set forth in section 3(c) of the Act (12 
U.S.C. 1842(c)). 

Each application is available for 
immediate inspection at the Federal 
Reserve Bank indicated. Once the 
application has been accepted for 
processing, it will also be available for 
inspection at the offices of the Board of 
Governors. Interested persons may 
express their views in writing to the 
Reserve Bank or to the offices of the 
Board of Governors. Any comment on 
an application that requests a hearing 
must include a statement of why a 
written presentation would not suffice in 
lieu of a hearing, identifying specifically 
any questions of fact that are in dispute 
and summarizing the evidence that 
would be presented at a hearing. 

Unless otherwise noted, comments 
regarding each of these applications 
must be received not later than 
November 16.1984. 

A. Federal Reserve Bank of Dallas 
(Anthony J. Montelaro, Vice President) 
400 South Akard Street, Dallas. Texas 
75222: 

1. Central Banc Holding, Inc,, Balch 
Springs. Texas; to become a bank 
holding company by acquiring 95 
percent of the voting shares of Central 
Banc Corporation. Balch Springs. Texas, 
thereby indirectly acquiring First Bank, 
Balch Springs, Texas, and Central 
National Bank. Dallas. Texas. 

B. Federal Reserve Bank of San 
Francisco (Harry W. Green, Vice 
President) 101 Market Street, San 
Francisco. California 94105: 

1. Firs iBank Holding Company of 
California, Lakewood, California; to 
become a bank holding company by 
acquiring 100 percent of the voting 
shares of First National Bank. Palm 
Desert, California (in organization). 


Board of Governors of the Federal Reserve 
System. October 23,1984. 
lames McAfee, 

Associate Secretary of the Board 

(FK Doc 64>28341 Rled 1(V25^ 6:45 am) 

BILUNQ CODE 6210-01-41 


Mansura Banshares, Inc., et al.; 
Applications To Engage de Novo in 
Permissible Nonbanking Activities 

The companies listed in this notice 
have filed an application under 
§ 225.23(a)(1) of the Board’s Regulation 

Y (12 ere 225.23(a)(1)) for the Board’s 
approval under section 4(c)(8) of the 
Bank Holding Company Act (12 U.S.C. 
1843(c)(8)) and § 225.21(a) of Regulation 

Y (12 CFR 225.21(a)) to commence or to 
engage de novo, either directly or 
through a subsidiary, in a nonbanking 
activity that is listed in § 225.25 of 
Regulation Y as closely related to 
banking and permissible for bank 
holding companies. Unless otherwise 
noted, such activities will be conducted 
throughout the United States. 

Each application is available for* 
immediate inspection at the Federal 
Reserve Bank indicated. Once the 
application has been accepted for 
processing, it will also be available for 
inspection at the offices of the Board of 
Governors. Interested persons may 
express their views in writing on the 
question whether consummation of the 
proposal can ’’reasonably be expected 
to produce benefits to the public, such 
as greater convenience, increased 
competition, or gains in efficiency, that 
outweigh possible adverse effects, such 
as undue concentration of resources, 
decreased or unfair competition, 
conflicts of interests, or unsound 
banking practices.” Any request for a 
hearing on this question must be 
accompanied by a statement of the 
reasons a written presentation would 
not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute, summarizing the 
evidence that would be presented at a 
hearing, and indicating how the party 
commenting would be aggrieved by 
approval of the proposal. 

Unless otherwise noted, comments 
regarding the applications must be 
received at the Reserve Bank indicated 
or the offices of the Board of Governors 
not later than November 15,1984. 

A. Federal Reserve Bank of Atlanta 
(Robert E. Heck, Vice President) 104 
Marietta Street, N.W., Atlanta, Georgia 
30303: 

1. Mansura Baneshores, Inc., 

Mansura. Louisiana; to engage de novo 
through its subsidiary, Mansura 
Insurance Agency. Inc., Mansura, 


Louisiana, in selling all types of general 
insurance in a town with a population 
not exceeding 5,000. These activities 
would be conducted in central 
Louisiana. 

B. Federal Reserve Bank of Dallas 
(Anthony J. Montelaro, Vice President) 
400 South Arkard Street, Dallas. Texas 
75222: 

1. Independent Community Financial 
Corp., Dallas. Texas; to engage de novo, 
directly in making, acquiring or revising, 
for its own account or the account of its 
subsidiary banks, commercial loans, 
such as would be made, for example, by 
any commercial, mortgage or consumer 
finance company; real estate loans, or 
consumer loans. 

2. Texana Baneshares, Inc., Austin, 
Texas; to engage de novo through a 
division of the corporation, in lease 
brokerage activities, including serving 
as a-broker for leases of personal 
property. 

Board of Governors of the Federal Reserv e 
System. October 23.1984. 
lames McAfee, 

Associate Secretary of the Board. 

(FR Doc. 64-28342 Pile 10-25-84: 8:45 am) 

BILUNG CODE 6210-01-41 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Office of the Secretary 

Agency Forms Submitted to the Office 
of Management and Budget for 
Clearance 

Each Friday the Department of Health 
and Human Services (HHS) publishes a 
list of information collection packages it 
has submitted to the Office of 
Management and Budget (OMB) for 
clearance in compliance with the 
Paperwork Reduction Act (44 U.S.C. 
Chapter 35). The following are those 
packages submitted to OMB since the 
last list was published on October 19. 

Public Health Service 

National Institutes of Health 

Subject: National Library of Medicine 
Reader Service Document Form- 
Reinstatement—(0925-0169) 
Respondents: Individuals Using the 
NLM Reading Room 
Subject: Assessment of Leukemia and 
Thyroid Disease in Relation to Fallout 
in Utah. Estimation of the 
Radieiodiner in Milk—New 
Respondents: Individuals. Farms. 
Businesses, or Other for Profit; Small 
Businesses or Organizations 
OMB Desk Officer: Fay S. ludicello 
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Subject Application for Child's 
Insurance Benetits—^Revision—(SSA- 
4BK) (0960-0010) 

Respondents: Individuals 
Subject Supplemental Security Income 
Referral Notice—Extension—No 
Change (SSA-lr-8050-U3)-(0960— 
0324) 

Respondents: Individuals 
Subject Transitional Employment 
Training Demonstration Data 
(conceptual clearance)—New 
Respondents: Supplemental Security 
IncQOie Recipients and Demonstration 
Program Staff 

0MB Desk Officer: Robert J. Fishman 
Office of Human Development Services 

Subject: Program Performance Report 
for Title 111 of the Older Americans 
Act— Reinstatement (0960-0004) 
Respondents: States 
0MB Desk Officer Robert J. Fishman 

Health Care Financing Administration 

Subject Evaluation of Medicare 
Competition Demonstration—New 
Collection—HCFA-403 
Respondents: Medicare Beneficiaries 
ON^ Desk Officer Fay S. ludicello 

Social Security Administration 

Subject Reporting Events—SSI— 
Extension—No Change (SSA 8150) 
(0960-0128) 

Respondents: Individuals 
Subject Health Insurance Information 
Request—Revision—(SSA-8019-U2) 
(0960-B323) 

Respondents: Individuals 
Subject: Application for Parent's 
Insurance Benefits—Revision—(SSA- 
7) (0960-0012} 

Respondents: Individuals 

Office of Human Development Services 

Subject: Programs Performance Report 
for Title HI of the Older Americans 
Act— Reinstatement (0980-0004) 
Respondents: States 
0MB Desk Officer: Robert J. Fishman 
Copies of the above information 
collection clearance packages can be 
obtained by calling the HHS Reports 
Clearance Officer on 202-245-651L 
Written comments and 
[^mmendalions for the proposed 
information collections should be sent 
^ctly to the appropriate OMB Desk 
Officer designated above at the 
following address: OMB Reports 
"Jnnagement Branch. New Executive 
Wice Building. Room 3208. Washington, 
D C. 20503. ATTN: (name of OMB Desk 
Officer.) 


Dated: October 22.1984. 
iosoph F. Costs. 

Acting Deputy Assistant Secretary for 
Management Analysis and Systems, 

(FR Doc Plltd 10-2S-S4; 8:45 mm] 

84UJNO COOC 4150-04-41 


Food and Drug Administration 
(Dockat No. •4F-0345) 

Eastman Chamical Division, Eastman 
Kodak qo4 Filing of Food Additive 
Petition 

AQENCY: Food and Drug Administration. 
action: Notice. 

summary: The Food and Dnig 
Administration (FDA) is announcing 
that Eastman Kodak Co. has filed a 
petition proposing that the food additive 
regulations be amended to provide for 
the safe use of poly (2-vinylpyridinc-co- 
styrene) as a coating in the preparation 
of rumen-stable, abomasum-dispersible 
nutrient products for ruminants. 

FOR FURTHER INFORMATION CONTACT: 
William D. Price. Center for Veterinary 
Mecficine (HFV-221), Food and Drug 
Administration, 5000 Fishers Lane, 
Rockville. MD 20857, 301^3-5362, 
SUPPLEMENTARY INFORMATION: Under 
the Federal Food, Drug, and Cosmetic 
Act (sec. 409(b)(5). 72 Stat. 1786 (21 
U.S.C. 348(b)(5))), notice is given that a 
petition (FAP 2197) has been filed by 
Eastman Chemicals Division, Eastman 
Kodak Co.. Kingsport TN 37662. 
proposing that the food additive 
reg^ations be amended to provide for 
the safe use of poly (2-vinyIpyridine-co- 
styrene) as a coating in the preparation 
of rumen-stable, abomasum-dispersible 
nutrient products for ruminants. 

The potential environmental impact of 
this action is being reviewed. If the 
agency finds that an environmental 
impact statement is not required and 
this petition results in a regulation, the 
notice of availability of the agency's 
finding of no significant impact and the 
evidence supporting that finding will be 
published with the regulation in the 
Federal Re^ster in accordance with 21 
CFR 25.40fc) (proposed December 11, 
1979: 44 FR 71742). 

Dated: October 19.1984. 

Lester M. Crawford, 

Director, Center for Veterinary Medicine. 

(FR Doc 84-282M PIM 10-25-81: 4:46 uni 
MUJNa coot 4150-0t-M 


(Docket No. e4F-0330] 

ICl Americas, Inc.; Filing of Food 
Additive Petition 

AGENCY: Food and Drug Administration. 


action: Notice. 


summary: The Food and Drug 
Admiaistration (FDA) is announcing 
that ICl Americas, Inc., has filed a 
petition proposing that the food additive 
regulations be amended to provide for 
the safe use of a copolymer of ethyl 
acrylate, methyl methacrylate, and 
methacrylamide in combination with 
melamine-formaldehyde resin as 
components of coatings for polyethylene 
phthalate films intended for use in 
contact with food. 

FOR FURTHER INFORMATION CONTACr. 

James H. Maryanski, Center Food Safety 
and Applied Nutrition (HFF-334), Food 
and Drug Administration, 200 C St. SW., 
Washington. DC 20204, 202-472-5740. 
SUPPLEMENTARY INFORMATION: Under 
the Federal Food, Drug, and Cosmetic 
Act (sec. 409(b)(5), 72 Stat 1786 (21 
U.S.C. 348(b)(5))), notice is given that a 
petition (FAP 4B3786) has been filed by 
ICl Americas, Inc., Wilmington, DE 
19897, proposing that S 177.1630 
PoIyethJenephthalate polymers (21 CFR 
177.1630) be amended to provide for the 
safe use of a copolymer of ethyl 
acrylate, methyl methacrylate, and 
methacrylamide in combination with 
melamine^forroaldehyde resin for use in 
contact with food in coatings for 
polyethylene phthalate films as defined 
by 21 CFR 177.1630(a). 

The potential environmental impact of 
this action is being reviewed. If the 
agency finds that an environmental 
impact statement is not required and 
this petition results in a regulation, the 
notice of availability of the agency's 
finding of no significant impact and the 
evidence supporting that finding will be 
published with the regulation in the 
Federal Register in accordance with 21 
CFR 25.40(c) (proposed December 11. 
1979; 44 FR 71742). 

Dated: October 17.1984. 

Richard |. Ronk, 

Acting Director. Center for Food Safety and 
Applied Nutrition. 

(FR Doc. 84-28285 Filed TO-Z5-M: 8:45 am) 

•ICUNQ CODE 4180-01-11 


Public Health Service 

National Center for Health Services 
Research; Assesament of Medical 
Technology 

The Public Health Service (PHS), 
through the Office of Health Technology 
Assessment (OHTA), announces that it 
is coordinating an assessment of what is 
known of the safety, clinical 
effectiveness, appropriateness, and use 
of cardiokymography. Specifically, we 
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are interested in the clinical utility of 
cardiokymography as it is used in 
diagnosing coronary artery disease and 
its sensitivity and specificity when 
compared with other methods of cardiac 
screening and diagnosis. 

The PHS assessment consists of a 
synthesis of information obtained from 
appropriate organizations in the private 
sector and from PHS agencies and 
others in the Federal Government. PHS 
assessments are based on (he most 
current knowledge concerning the safety 
and clinical effectiveness of a 
technology. Based on this assessment, a 
PHS recommendation will be formulated 
to assist the Health Care Financing 
Administration in establishing Medicare 
coverage policy. Any person or group 
wishing to provide OHTA with 
information relevant to this assessment 
should do so in writing no later than 
January 15,1985, or within 90 days from 
the date of publication of this notice. 

The information being sought is a 
review and assessment of past, current, 
and planned research related to this 
technology, a bibliography of published, 
controlled clinical trials and other w'ell- 
designed clinical studies. Information 
related to the characterization of the 
patient population most likely to benefit, 
the clinical acceptability, and the 
effectiveness of this technology is also 
being sought. 

Written material should be submitted 
to: National Center for Health Services 
Research. Office of Health Technology 
Assessment, Park Building, Room 3-10, 
5000 Fishers Lane, Rockville, Maryland 
20857. 

Dated: October 18,1884. 

Enrique D. Carter, 

Director^ Office of Health Technology 
Assessment National Center for Health 
Services Research. 

(FR Doc. 64-28206 FUed 10-25-ei: 8:45 am] 

BtLLINQ CODE 41iO-17-«i 


Announcement of Availability of 
Grants for Adolescent Family Life 
Demonstration Projects 

agency: Office of Adolescent Pregnancy 
Programs. PHS. HHS. 
action: Notice. 

summary: This is to announce the 
availability of grant funds for the 
Adolescent Family Life Demonstration 
Grants Program for the states and 
territories listed below. These grants are 
for demonstration projects which test 
new approaches to providing care 
services for pregnant adolescents and 
adolescent parents or prevention 
services to encourage the postponement 
of premarital adolescent sexual activity. 


as authorized by Title XX of the Public 
Health Service Act (42 U.S.C. 300z, et 
seq.). 

address: Application kits may be 
obtained from and applications must be 
submitted to: Grants Management 
Office, Office of Adolescent Pregnancy 
Programs, OPA, Room 1351, HHS North 
Building, 330 Independence Avenue 
SW., Washington, D.C. 20201. 

DATE: Applications must be postmarked 
or received at the above address no 
later than January 31,1985. 

FOR FURTHER INFORMATION CONTACT: 
Donald Underwood, Grants 
Management Officer, at (202) 245-0146, 
he is available to answer questions and 
provide limited technical assistance in 
the preparation of grant applications. 

Technical Assistance Workshop: On 
November 19 and 20,1984 in Denver, 
Colorado, a workshop will be conducted 
for potential applicants from the States 
and territories listed in the eligible 
applicant section which follows. At this 
workshop emphasis will be placed on 
understanding the AFL legislation, the 
grant process and the application. 
Organizations interested in attending 
this workshop will notify Mr. Donald 
Underwood of the above address of 
their intent to attend. Space is limited 
and will be allocated on a first come 
first served basis. 

SUPPLEMENTARY INFORMATION: Title XX 
of the Public Health Service Act, 42 
U.S.C. 300z. et seq. authorizes the 
Secretary of Health and Human Services 
to award grants for AFL demonstration 
projects (Catalog of Federal Domestic 
Assistance Number 13.995). This notice 
announces the availability of 
approximately $400,000 in funding for 
such projects, which will be made 
available for care and prevention 
projects in certain designated states and 
areas as set forth below. It is anticipated 
that 4 to 6 projects will be funded 
pursuant to tliis announcement ranging 
between $50,000 and $100,000. Grants 
may be approved for project periods of 
up to 5 years but funded in annual 
Increments (budget periods). 

Funding for all approved budget 
periods beyond the first year of the 
grant is contingent upon satisfactory 
progress of the project, adequate 
stewardship of Federal funds and 
availability of funds. A grant award may 
not exceed 70% of the costs of the 
project for the first and second years, 
60% of the costs for the third year, 50% 
for the fourth year and 40% for the fifth 
year. Non-Federal contributions may be 
in cash or in kind, fairly evaluated, 
including plant, equipment, or services. 
Summarized below is the statutory 
background of the grant program and 


description of the procedures for 
applying for grants pursuant to this 
notice. 

Statutory Background 

Title XX authorizes grants for three 
types of demonstration projects: (1) 
Projects which provide ‘*care services*’ 
only (2) projects which provide 
“prevention services’* only and (3) 
projects which provide a combination of 
care and prevention services. 

However, in this program notice we 
do not propose to consider or fund any 
combination projects. The specific 
services (termed “necessary services*') 
which may be funded under Title XX are 
the following: 

(1) Pregnancy testing and maternity 
counseling; 

(2) Adoption counseling and referral 
services which present adoption as an 
option for pregnant adolescents, 
including referral to licensed adoption 
agencies in the community if the eligible 
grant recipient is not a licensed 
adoption agency; 

(3) Primary and preventive health 
services including prenatal and 
postnatal care; 

(4) Nutrition information and 
counseling; 

(5) Referral for screening and 
treatment of venereal disease; 

(6) Referral to appropriate pediatric 
care: 

(7) Educational services relating to 
family life and problems associated with 
adolescent premarital sexual relations, 
including: 

(a) Information about adoption; 

(b) Education on the responsibilities 
of sexuality and parenting; 

(c) The development of material to 
support the role of parents as the 
provider of sex education; and 

(d) Assistance to parents, schools, 
youth agencies, and health providers to 
educate adolescents and preadolescents 
concerning self-discipline and 
responsibility in human sexuality; 

(8) Appropriate educational and 
vocational services; 

(9) Referral to licensed residential 
care or maternity home services; 

(10) Mental health services and 
referral to mental health services and to 
other appropriate physical health 
services; 

(11) Child care sufficient to enable the 
adolescent parent to continue education 
or to enter into employment: 

(12) Consumer education and 
homemaking; 

(13) Counseling for the immediate and 
extended family members of the eligible 
person; 

(14) Transportation; 
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(15) Outreach services to families of 
adolescents to discourage sexual 
relations among unemancipated minors; 
(and) 

(16) Family planning services • * * 
(Sec. 2002(a)(4))' 

Under the statute, the services 
described in subparagraphs (1). (4), (5), 
(7), (8), (13), (14). and (15) above are 
yevention services.” (Sec. 2002(a)(8)). 
Grantees which provide "care services” 
must provide those "necessary services” 
which are "core services.” (Sec. 
2002(a)(5)), In accordance with sec. 
2002(b). the regulations promulgated 
under Title VI of the Health Services 
and Centers Amendments of 1978 must 
presently be used to determine which of 
the above services are core services. 
Accordingly, the services described in 
subparagraphs (1). (2). (3). (4). (5). (6). 
and (7) above are core services. In 
addition, the referrals described by 
subparagraphs (8) and (10) are also core 
services. Hie tenth core service is 
counseling and referral for family 
planning services. 

Eligible Applicants 

Any public or private nonprofit 
organization or agency is eligible to 
apply for a grant if the organization or 
agency demonstrates "in the case of an 
organization which will provide care 
services, the capability of providing all 
core services in a single setting or die 
capability of creating a network through 
which all core services would be 
provided; or * * * in the case of an 
organization which will provide 
prevention services, the capability of" 
providing such services” (Sec. 

2002(a)(3)). 

As this is a demonstration program. 
OAH^ is interested in testing a variety of 
ways to deliver services and various 
combinations of services in order to 
achieve the objectives of the legislation. 

Id order to complement existing models, 
theOAPp encourages the submission of 
applications from volunteer 
wganizations. i,e., those organizations 
ihat provide services primarily by 
vo^teers rather than by paid staff. The 
Uffice also welcomes applications from 
organizations, volunteer or otherwise, 
lhat provide alternate living 
arrangements, such as maternity homes. 
™ily settings for an individual or a 
amall group, or other types of temporary 
welters for pregnant adolescents and/or 
Wolescent parents and their children. 
^Iher innovative proposals which test 
tDelhods of service delivery or 
specialized services are also welcome. 

o' citations are to Title XX of the Public 

Service Act 


The July 21,1981 report of the Senate 
Committee on Labor and Human 
Resources, which accompanied the 
Senate Bill (S. 1090) proposing the 
Adolescent Family life Demonstration 
Grants Program, stated that one of the 
reasons the new legislation was 
necessary was to provide the states with 
workable models of comprehensive 
programs. The report further states that 
"without a functioning demonstration 
project operating within a state, public 
ofRcials will not have the opportunity to 
examine this innovative approach to a 
serious problem confronting State and 
local governments." S. Rep. No. 97-161 
at 9. Accordingly, only entities from 
those states which have never had an 
Adolescent Family Life Demonstration 
project, will be eligible to apply under 
this annoimcement. The states are 
Alaska. Delaware. Nevada, North 
Dakota. South Dakota, and Wyoming. 
Organizations from the U.S. Virgin 
Islands, American Samoa, and the Trust 
Territory of the Pacific Islands are also 
eligible to apply under this 
announcement. It is our intention to 
issue a subsequent program 
announcement later this fiscal year 
which will afford an opportunity to 
apply for AFL funding to States which 
have had an AFL project but will not 
have one as of October 1,1985. 

Application Requirements 

Applications must be submitted on the 
forms supplied in the application kits 
available from the Office of Adolescent 
Pregnancy Programs (OAPP). Applicants 
are required to submit an application 
signed by an individual authorized to 
act for the applicant agency or 
organization and to assume for that 
organization the obligations imposed by 
the terms and conditions of the grant 
award. Applicants are required to 
submit an original application and two 
copies. 

A copy of the legislation governing 
this program and proposed rules will be 
sent to applicants as part of the 
application kit package. Applicants will 
be expected to revise their applications 
to comply with any regulations issued. 

In the interim, applicants should use the 
legislation, and the proposed regulations 
to guide them in developing their 
applications. All applicants should 
review and must comply with the 
requirements for applications in 2006(a). 
Awards will be made only to those 
applicants who have met all applicable 
statutory requirements. 

In an attempt to encourage the 
development and submission of 
applications to complement those 
program models currently being tested, 
OAPP will consider applications 


providing care or prevention services 
only, but not a combination of care and 
prevention services. 

Applicants should in particular 
provide the following: 

(1) A description of the objectives, 
models and strategies for delivering 
services and expected results. (Care 
programs should described services to 
be delivered before and after the baby’s 
birth and should delineate the length of 
time after the baby's birth that clients 
will participate in program services.) 

(2) A description of innovative 
approaches, as appropriate, for 
encouraging and supporting the 
involvement of families, and private and 
public organizations and voluntary 
associations in the provision of services. 

(3) A description of the target groups 
to be served, client recruitment methods, 
selection criteria, case management and 
follow-up methods, selection criteria, 
case management and follow-up 
procedures. 

(4) The numbers and types of clients 
expected to be served. 

(5) Provision for the statutory 
evaluation requirements. 

Core Programs—Under the statute the 
purpose of care programs is to establish 
innovative, comprehensive, and 
integrated approaches to the delivery of 
care services for pregnant adolescents, 
with primary emphasis on unmarried 
adolescents who are seventeen years of 
age or under, and for adolescent 
parents, which shall be based upon an 
assessment of existing programs and. 
where appropriate, upon efforts to 
establish better coor^nation, 
integration, and linkages among such 
existing programs in order to: 

(A) Enable pregnant adolescents to 
obtain proper care and assist pregnant 
adolescents and adolescent parents to 
become productive independent 
contributors to family and community 
life; and 

(B) Assist families of adolescents to 
understand €ind resolve the societal 
causes which are associated with 
adolescent pregnancy. 

Within the context of providing the 
required core plus necessary 
supplemental services and developing 
evaluation strategies, care applicants 
should pay particular attention to these 
aspects of Title XX: 

(1) The promotion of adoption as an 
alternative to early parenting 

(2) involvement of the families of 
pregnant adolescents and adolescent 
parents, including the adolescent father, 
and 

(3) provision of services after delivery. 
(This is the continuation of necessary 
services to clients until adolescent 
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parents have become or are well on 
their way to becoming **productive 
independent contributors to family and 
community life" and their duidren are 
developing normally physicaily, 
intelledu^y. and emotionally. 

Proposals should specify the services to 
be provided, the means of identifying 
clients' need for services, and the 
system for tracking clients for a period 
of at least two years following d^very.) 

(4) core services are statutorily 
required. Applicants should identify the 
provider of each core service, ff the 
provider is an organization other than 
the applicant, the applicant should 
include in the propo^ letters and/or 
signed agreements indicating the other 
organizations* willingness to provide the 
services. 

Prevention Programs —^Tbe purpose of 
prevention programs is to find an 
effective means, within the context of 
the family, of reaching adolescents 
before they become sexually active in 
order to maximize the guidance and 
support available to adolescents from 
parents and other family members, and 
to promote self-discipline and other 
prudent approadies to die problem of 
adolescent premarital sexual T^ations, 
including adolescent pregnancy. 

In ordm to complement existing 
program models, OAFP will cons^r 
only those prevention programs which 
prepare parents to support and educate 
their children to postpone sexual 
activity. Only applicatioiis which are 
limited to providing services to parents 
regarding encouraging postponement to 
their own children wUi be considered. 

All proposed prevenbon sendees must 
be clearly relat^ to the obfective of 
encouraging the postponeznent of 
premarital adolescent sexual acb\i^. 
Applicants proposing activities whidi 
require a curric^um must provide a 
copy with the applicabon. If the 
curriculum is not yet developed, a 
topical outline of the proposed 
curriculum must be provided. Apf^icants 
should explain the theoretiGal balds bx 
how the proposed prevention sendees 
will result in postponement of sexual 
acbvity and include any existing 
research findings in support of this 
explanation. 

Evaluation 

Each grantee receiving funds for a 
services demonstration project is 
required to expend between one and 
five percent of the grant award on 
program evaluation. (See sec. 2006(b]). 
While the statute allows waiver of 
5% limit on evaluation (see Section 
2006(b)(1)). waivers are rarely granted. 
Therefore, applicants who anticipate 
evaluation costs in excess of the limit 


should exhaust all possible alternative 
sources of funds before oonsideriz^g 
requesting a waiver for an evaluation 
amount in excess of $%. Applicants 
should provide a plan for meeting the 
evaluatkm requiranent describing in 
detail measures of program 
performance, data collection methods, 
and a plan for analyzing the data. 
Applicants should provide evidence of 
consultation or oth^ arrangements with 
a college or university located in the 
applicant's State. The ind^>eiident 
entity responsible for the evaluatioo 
should also be identified. Resumes 
should be provided for the University 
consultant and the independent 
evaluator (if different from consultant}. 

Additional Requirements 

In addition to die above, applicants 
for grants must meet the following 
requirements: 

(1) Requirements iw Review of an 
A{q>licat}on by tize Governor 

Section 2006(e) of tiie Pui^ Health 
Service Act requires that— 

"Each applk^t shall provide the 
Governor of the State in which the 
applicant is located a copy of each 
application submitted to die Secretaiy 
for a grant for a demonstration project 
for services under diis Tide, The 
Governor shall submit to the applicant 
comments on any such application 
within the period of sixty days 
beghming on the day when the Governor 
receives such copy. The applicant shall 
include the comments of the Governor 
with such application." 

An applicant may comply with this 
requirement by submittii:^ a copy of the 
application to the Governor of State 
in which the application is located at the 
same time the application is submitted 
to OAPP. To inform the Governor's 
office of the reason for the submission, a 
copy of this notice should be attached to 
the application. The Govmnar has sixty 
days in which to provide comments to 
the applicant. 

The applicant must provide a copy of 
the commmits or verification that there 
were no comments to the above address 
by April 30,1985. 

(2) Review Under Executive Order 12372 

Applications under this 
announoement are subject to the review 
requirements of Executive Order 12372, 
State Review of Applications for Federal 
Finandal Assistance, as implemented 
by 45CFR100. As soon as posable, 
applicants should discuss their project/s 
with the State Single Point of Contact 
(SPOC) for each State in the area to be 
served. The application kit contains dte 
currently available listing of the STOCs 


which have elected to be isfonned of the 
submission of applications. For diose 
States not represented on the listing, 
further inquiries should be made by die 
applicant regarding the sttlmiiBsioD to 
the relevant SPOC. The SPOCs 
commeat/s should be forwarded to the 
Grants Management Office, Office of 
Population Affiurs, Room 1351, HHS 
North Building. 330 Independence 
Avenue, SW„ Washington. D.C 2020L 
Such comments nuist ^ received by the 
Office of Population Affairs by April 30, 
1985 to be considered. In the event that 
an application is submitted to the Office 
of Population Affairs wrdunit 
notification to the SPOC, the SPOC will 
be notified of the submission. 

(3) Health Systems Agency (HSA) 
Review, 

In order to comply with the HSA 
review requirements under aeclion 
1513(e) of the Public Health Service Act. 
42 U.S.C. 30(n-2(e}, as amended, 
applicants must contact the HSA 
responsible for the area to be served by 
the proposed project to determine 
whether or not the HSA desires to 
review the application. If so, a copy of 
the application must be submitted to die 
HSA for review no later than famiary 31 
1965. Applicants are advised to oontsd 
the local HSA as soon aa a dedsion it 
made to a|q>ly for a grant for detailed 
information on meeting this review 
requirement 

Application Consideration and 
Assessment 

Applications which are judged to be 
late or whidi do not conform to the 
requirements of this program 
announcement will not be accepted for 
review. Applicants will be so notified, 
and the applications will be ratumed. 

All oth^ applications will be 
subjected to a competitive review and 
assessment Tlic results of this review 
will assist the Director of the Office of 
Adolescent Pregnai^ Progrems in 
considering competing applications and 
in making the final fund^ decisions. 

Eligible competing grant applications 
%vill be reviewed and assessed against 
the following criteria: 

1. The applicant's provision for the 
requirements set forth in sec. 2006 (a) of 
Title XX of tiie Public Health Service 
Act 

2. The capacity of the proposed 
applicant organization and staff to 
provide the appropriate services and to 
evaluate the reaults. 

3. The applicant's presentation of the 
project's objectives, the methods for 
achieving project objectives, the 
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workplan and the results or benefits 
expectecL 

4. The applicant's documentation of 
the innovativeness of the program 
approache its worth for testing and 
replication, and its suitability to 
measurement and evaluation. 

5. The estimated cost of the project to 
the government is reasonable 
considering the anticipated results. 

6. The applicant's detailed evaluation 
plan indicates an understanding of 
program evaluation methods and 
reflects a practical, technically sound 
approach to assessing the project's 
achievement of program objectives. A 
workplan should be included to indicate 
the extent and nature of the involvement 
of a local State college or university in 
this effort 

In making grant award decisions the 
Director of OAPP will take into account 
the extent to which grants approved for 
funding will provide an appropriate 
distributioD of resources throughout the 
country taking into consideration such 
things as the following factors: 

1. The priorities in sec. 2005(a) of Title 
XX of the Public Health Service Act 

2. The geographic area to be served. 

3. The community commitment to and 
involvement in the planning and 
implementation of the demonstration 
project 

4. The nature of the organization 
applying. 

5. The population to be served. 

6. The organizational models for 
delivery of service. 

7. The usefulness for policy makers 
and service providers of the proposed 
project and its potential for 
complementing existing AFL 
demonstratioii models. 

When Hnal funding decisions have 
been made, all applicants will be 
notified by letter of the outcome of their 
applications. The ofncial document 
notifying an applicant that a project 
application has been approved for 
funding is the Notice of Grant Award, 
which specifies to the grantee the 
amount of money awarded, the purpose 
of the grant the terms and conditions of 
the grant award, the budget period for 
which support is being given, and the 
amount of funding to be contributed by 
Ibe grantee to project costa. 

Dated: October 23,1984. 

^jority E. Mecklenburg, 

^puty Assistant Secretary forPopulcUon 
•Affairs, 

W Doc. 64-28310 Rled lO-26-«4:8:45 Bin) 

COO€ 4100-17-M 


National Canter for Health Services 
Research; Assessment of Medical 
Technology 

The Public Health Service (PHS), 
through the Office fo Health Technology 
Assessment (OHTA). announces that it 
is coordinating an assessmeent of what 
is known of the safety, clinical 
effectiveness, and appropriateness of 24 
hour ambulatory esophageal pH 
monitoring, and selective criteria for 
patients who might benefit from the use 
of this diagnostic procedure. 

The PHS assessment consists of a 
synthesis of information obtained from 
appropriate organizations in the private 
sector and from PHS agencies and 
others in the Federal Government. PHS 
assessments are based on the most 
current knowledge concerning the safety 
and clinical effectiveness of a 
technology. Based on this assessment, a 
PHS report will be formulated to assist 
the Health Care Financing 
Administration (HCFA) in establishing 
Medicare coverage policy. Any person 
or group wishing to provide OHTA with 
information relevant to this assessment 
should do so in writing no later than 
January 30,1965, or within 90 days from 
the date of publication of this notice. 

The information being sought is a 
review and assessment of past, current, 
and planned research related to this 
technology, a bibliography of published, 
controlled clim'cal trials and other well- 
designed clinical studies. Information 
related to the characterization of the 
patient population most Hkely to benefit 
from, the clinical acceptability, and the 
effectiveness of this technology is also 
being sought 

Written material should be submitted 
to: National Center for Health Services 
Research. Office of Health Technology 
Assessment. Park Building. Room 3-10. 
5600 Fishers Lane. Rockville, Maryland 
20857. 

Date: October 17,1984. 

Harry KandaUman. D.O., 

Acting Director, Office of Health Technology 
Assessment National Center for Health 
Services Research. 

(FR Doc M-28aaa Fdtd 10-26-84: 8:45 ami 
BtLLINQ COOC 410a-t7-M 


National Center for Healtti Services 
Research; Assessment of Medical 
Technology 

The Public Health Service (PHS). 
through the Office of Health Technology 
Assessment (OHTA), announces that it 
is coordinating an assessment of what is 
known of the safety, clinical 
effectiveness, appropriateness, and use 
of bone mineral density studies. 


Included in the assessment are bone 
biopsy, single photon absorptiometry, 
dual photon absorptiometry, 
radiographic absorptiometry and 
computed tomography, as well as any 
other established study used to 
determine bone miner^ content We are 
interested in the clinical effectiveness 
and appropriate use of these devices in 
the determination of bone mineral 
content for patients with end-stage renal 
disease and in other conditions where 
disease affecting bone mineralization is 
suspected (i.e., osteoporosis, 
osteomalacia, metabolic disorder^ of 
bone, etc). We also wish to determine 
what constitutes a reasonable and 
necessary frequency for performing 
these procedures in patients with end- 
stage renal disease and other 
conditions. Specifically, we are 
interested in data that address the 
efficacy of these technologies as 
methods of: (1) Diagnosing metabolic 
bone diseases. (2) determining 
therapeutic regimens. (3) assessing 
therapeutic responses. (4) discriminating 
between diseased and normal 
populations (screening), (5) identifying 
individuals at risk (i.e., postmenopausal 
osteoporosis and likelihood of 
developii^ fractures). (6) determining 
the severity of disease. 

This assessment seeks to determine 
where bone mineral content evaluation 
fits into the overall scheme of bone 
disease prevention, diagnosis and 
treatment. Moreover, it seeks to identify 
specific and unique applications of any 
of the methods used to measure bone 
mineral content in order to determine 
the optimal uses and ultimate benefit of 
this technology. 

The PHS assessment consists of a 
synthesis of information obtained from 
appropriate organizations in the private 
sector and from PHS agencies and 
others in the Federal Government PHS 
assessments are based on the most 
current knowledge concerning the safety 
and clinical effectiveness of a 
technology. Based on this assessment a 
PHS recommendation will be formulated 
to assist the Health Care Financing 
Administration in establishing Mefficare 
coverage policy. Any person or group 
wishing to provide OKFA with 
information relevant to this assessment 
should do so in writing no later than 
January 15.1985. or within 90 days from 
the date of publication of this notice. 

The information being sought is a 
review and assessment of past, current, 
and planned research related to this 
technology, a bibliography of published, 
controlled clinical trials and other well- 
designed clinical studies. Information 
related to the characterization of the 
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patient population most likely to benefit, 
the clinical acceptability, and the 
effectiveness of this technology is also 
being sought. 

Written material should be submitted 
to: National Center for Health Services 
Research, Office of Health Technology 
Assessment. Park Building, Room 3-10, 
5600 Fishers Lane. Rockville. Maryland 
20857. 

Dated: October 17.1984. 

Hany Handelsman. D.O., 

Acting Director, Office of Health Technology 
Assessment, National Center for Health 
Services^Research. 

(FR Doc. M-2S387 Filed 10-25-M: 8:4S em) 

BILUNG COOe 41€0-17>ll 


DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

[INT DRMP/EIS 84-56] 

Availability of the Draft Resource 
Management Plan Environmental 
Impact Statement for the Walker 
Resource Area, NV 

agency: Bureau of Land Management. 
Interior. 

action: Notice of Availability of and 
Public Hearings on the Draft Resource 
Management Plan/Environmental 
Impact Statement for the Walker 
Resource Area, Carson City District, 
Nevada. 


summary: Pursuant to section 102(2)(c) 
of the National Environmental Policy 
Act of 1969 and section 202 of the 
Federal Land Policy and Management 
Act of 1976, the BLM, Carson City 
District has prepared a combined 
Resource Management Plan/ 
Environmental Impact Statement for the 
Walker Resource Area. Carson City 
District, Nevada. 

SUPPLEMENTARY INFORMATION: The 
Walker Resource Management Plan/ 
Environmental Impact Statement is a 
comprehensive land use planning 
document which establishes 
management actions and objectives for 
resource condition and use levels, the 
standards for monitoring and evaluating 
the plan's effectiveness, and the need 
for more detailed management plan(s) 
and support actions. It also is an 
environmental impact statement which 
analyzes the effects of implementing a 
multiple use resource management plan 
on 1.9 million acres of public land in the 
southern third of the Carson City 
District in Nevada. Four alternatives are 
being considered along with the 
Preferred Alternative. The Preferred 
Alternative includes a proposal to 


designate 16,000 acres of the Stewart 
Valley Fossil Area an Area of Critical 
Environmental Concern, withdrawing 
1280 acres of that area from mineral 
entry, and limiting off-road vehicle use 
in the 16.000 acres to existing roads, 
trails, and washes. The Preferred 
Alternative proposes that none of the 
92,995 acres in two wilderness study 
areas is suitable for wilderness 
designation. The affected environment is 
discussed, and the environmental 
consequences occurring from each 
alternative are documented. 

FOR FURTHER INFORMATION CONTACT: 
Tom Owen. District Manager, Attn: 
RMP/EIS Team Leader. Carson City 
District Office, 1050 E. William St., Ste. 
335, Carson City. NV 89701 (702) 882- 
1631. 

Copies of the draft document are 
available for review at the following 
locations: 

Office of Public Affairs, Bureau of Land 
Management. 18th and C Streets. 
Washington. D.C. 20240 
Bureau of Land Management, Nevada State 
Office. 300 Booth Street. P.O. Box 12000. 
Reno. Nevada 09520. (702) 784-5448 
Bureau of Land Management. Las Vegas 
District Office, 4765 West Vegas Drive. Las 
Vegas, Nevada 89102. (702) 385-6403 
Bureau of Land Management. Winnemucca 
District Office. 705 East 4th Street, 
Winnemucca. Nevada 89445, (702) 623-3676 
Bureau of Land Management. Elko District 
Office. 2002 Idaho Street, Elko. Nevada 
69801 

Bureau of Land Management. Ely District 
Office, Star Route 5. Box 1, Ely. Nevada 
89301. (702) 289-4965 

Bureau of Land Management. Carson City 
District Office, 1050 E. William Street. 
Carson City. Nevada 89701, (702) 635-5181 
Bureau of Land Management, Battle 
Mountain District Office. North 2nd and 
Scott Streets, Battle Mountain. Nevada 
89820, (702) 635-5181 

Also, copies are available for review 
at the following public libraries: 

Carson City Libraiy’, 900 N. Roop St., Carson 
City. Nevada 89701 

Churchill County Library. 553 South Maine 
Street. Fallon. Nevada 89406 
Government Publications Dept., University of 
Nevada, Reno. Reno Library, Reno. Nevada 
89557 

Nevada State Library. Library Building. 

Carson City, Nevada 89710 
Lyon County Library. 20 Nevin Way. 

Yerington, Nevada 89447 
University of Nevada, Reno. Getchell Library. 

Reno. Nevada 89507 
SUPPLEMENTARY INFORMATION: 

University of Nevada. Las Vegas, lames R. 
Dickinson Library. 4505 Maryland 
Parkway. Las Vegas. Nevada 89154 
Mineral County Library. Ist and D Streets. 

Hawthorne. Nevada 89415 
Nye County Library, Tonopah, Nevada 89049 
Washoe County Library, 1301 South Center 
Street. Reno. Nevada 89505 


A copy of the Draft RMP/EIS or 
summary will be sent to all individuals, 
agencies, and groups who have 
expressed interest in the Walker 
Resource Area planning process, and a 
limited number of copies are available 
upon request to the District Manager at 
the above address. 

Dates: 

Written comments concerning issues 
pertinent to the Walker Resource Area 
RMP/EIS will be accepted until January 
25.1985. Public hearings have been 
scheduled for December 4,1984, 7:30 
p.m. at the El Dorado Hotel, 345 No. 
Virginia in Reno. Nevada, and 
December 5,1984, 7:30 p.m. at El Capitan 
Club in Hawthorne, Nevada. Testimony 
concerning the issues will be accepted 
at these hearings. Interested individuals, 
representatives of organizations, and 
public officials wishing to testify are 
requested to contact the District 
Manager for advance registration by 
4:15 p.m., November 30,1984. Oral 
testimony will be limited to 10 minutes. 

Dated: October 15.1984. 

Edward F. Spang, 

State Director, Nevada, 

(PR Doc. 84-27640 Hied 10-25-84; 8:45 am) 

BILLHM CODE 4510-HC-ll 


Availability of the Public Summary and 
Rangeland Program Summary for the 
South Sierra Foothllla Planning Area, 
Bakersfield District CA 

agency: Bureau of Land Management. 
Interior. 

ACTION: Notice of availability. 

SUMMARY: Notice is hereby given of the 
availability of the Public Summary/ 
Rangeland Program Summary for 
463.000 acres of BLM-administered 
public land within the South Sierra 
Foothills Planning Area, encompassing 
portions of Kern and Tulare counties in 
California. 

SUPPLEMENTARY INFORMATION: The 

Public Summary includes the 
Management Framework Plan (MFP) 
land use decisions which will guide 
future management actions for public 
land in the ^uth Sierra Foothills 
Planning Area of the Caliente Resource 
Area. Decisions presented in the 
document are the culmination of several 
years of intensive resource Inventory, 
evaluation, public involvement, planning 
and Environmental Impact Statement 
efforts. 

The rangeland management decisions 
covered in the land use plan include 
forage allocation and season of use by 
allotment for livestock. These decisions. 













Federal Register / Vol. 49« No. 209 / Friday, October 26. 1984 / Notices 


43117 


including forage utilization standards 
and proposed grazing systems, are 
described in the Rangeland Program 
Summary (RPS) atta^ed as an 
appendix to the document. 

The management decisions in the 
South Sierra Foothills land use plan are 
now in effect. The plan will be 
monitored on a regular basis to assess 
its effectiveness and continued 
applicability. Any amendment to the 
plan that may occur will be based on the 
information obtained from monitoring 
the plan. The public will be given many 
opportunities for participation in any 
aignihcant amendment. 

Copies of the Public Summary/RPS 
are available for review at the following 
DLM offices and libraries: 

U.S. Bureau of Land Management, 
Caliente Resource Area. 520 Butte St.. 
Bakersfield, CA 93305. (805) 861-^236 
U.S. Bureau of Land Management, 
Bakersfield District Office, 800 
Truxtun Ave., Rm. 311. Bakersfield. 

CA 93301. (005) 861-4191 
Beale Memorial Library. 1315 Truxtun 
Ave., Bakersfield. CA 93301, (805) 861- 
2135 

Visalia County Library. 200 W. Oak St.. 

Visalia, CA 93291. (209) 733-8440 
dates: Individuals or other interested 
groups not scheduled to receive 
allotment specific grazing decisions may 
protest specific portions of the RPS to 
the Caliente Resource Area Manager 
within 15 days of publication of this 
notice (November 12,1984). If no protest 
is received within this time frame, the 
proposed decision will become final 
without further notice. If a protest is 
received, the points of the protest will 
be considered by the Area Manager and 
a final decision issued. 

A period of 30 days after receipt of the 
final decision is provided for filing an 
appeal with the Area Manager for the 
purpose of a hearing before an 
administrative law judge. 
for further information contact: 
Glenn Carpenter. Area Manager, Bureau 
of Land Management. Caliente Resource 
Area. 520 Butte Street, Bakersfield. 
California. 93305. (805) 861-4236. 

Dated October la 1984. 

Robert D. Rbeiner. Jr, 

District Manager, 

|FR Doc «-275ae Filed 10-2S^; 8:45 «in| 

•UJNO CODE 4910-40-41 


Platte River Resource Area, Casper 
District. WY; AvaiiablHty of Final 
Resource Management Plan (RMP) and 
Environmental Impact Statement (EIS) 

agency: Bureau of Land Management. 
Interior. 


action: Public notice that the proposed 
Resource Management Plan and final 
Environmental Impact Statement for the 
Platte River Resource Area. Casper 
District. Wyoming is available for public 
review. 


SUMMARY: The proposed Resource 
Management Plan (RMP) and final 
Environmental Impact Statement (EIS) 
presents a management plan and the 
consequences of implementing the plan 
for the 1.4 million acres of public land in 
the Platte River Resource Area (PRRA). 

Loc.ation of Doounents 

Source material for the proposed RMP 
and the final EIS is available for public 
review at the PRRA office at the address 
noted below. 

Additional information or requests to 
be placed on the mailing list should be 
addressed to: ]im Melton. Area 
Manager. Platte River Resource Area, 
Bureau of Land Management, 111 South 
Wolcott. Casper, Wyoming 82601. 

Phone: (307) 261-5191. 

Public Participation 

There will be a 30-day protest period 
on the proposed RMP and final EIS. Any 
person who participated in the planning 
process and has an interest which is or 
may be adversely affected by the 
approval of the proposed plan may 
protest the approval. A protest may 
raise only those issues which were 
submitted to the record during the 
planning process. 

Protests should be sent to the Director 
(202), Bureau of Land Management, 1800 
C Street, NW., Washington. D.C., 20240 
before December 14,1984 (end of thfe 30- 
day protest period). A protest must 
contain: 

1. The name, mailing address, 
telephone nximber and interest of the 
person filing the protest. 

2. A statement of the issue or issues 
being protested. 

3. A statement of the part or parts of 
the plan being protested. 

4. A copy of all documents addressing 
the issue or issues Uiat were submitted 
during the planning process by the 
protesting party, or an Indication of tlie 
date the issue or issues were discussed 
for the record. 

5. A concise statement explaining why 
the proposed management plan is 
believed to be wrong. 

At the end of the 30-day protest period 
noted above, the proposed management 
plan, excluding any portion under 
protest, will be finalized in a Record of 
Decision. Approval will be withheld on 
any portion of the plan under protest 
until final action has been completed. 


SUPPLEMENTARY INFORMATION: The 

Resource Management Plan will guide 
management actions on the public lands 
within the Platte River Resource .Area 
which includes Natrona, Converse, 
Platte, and Goshen counties. Within 
these four counties. BLM manages 16% 
of the surface, approximately 1.4 million 
acres, and about 55% of the mineral 
estate, approximately 4.7 million acres. 

The major purpose in preparing the 
Platte RMP was to provide a 
comprehensive framework for managing 
and allocating resources in the PRRA for 
the next ten years or more. The planning 
process included the identification of 
issues, the development of planning 
criteria, inventory and data collection, 
an analysis of the management 
situation, the formulation of 
alternatives, and an analysis of the 
alternatives. 

The four alternatives in the draft EIS 
included the continuation of present 
management, low level, moderate level, 
and high level management. The 
consequences of implementing each 
alternative was presented in the draft 
environmental statement. A preferred 
management plan was presented in the 
draft that best addressed each of the 
issues. 

The proposed plan presented in the 
final environmental statement is 
essentially the same as the preferred 
alternative in the draft. In some cases, it 
has been revised as a result of public 
comments received during the 90-day 
comment period. The consequences of 
implementing the proposed management 
plan is presented in the final 
environmental statement. 

The Platte RMP/EIS was prepared by 
an interdisciplinary team of specialists 
from the PRRA and the Casper District 
Office. Disciplines included cultural, 
energy and minerals, fire, forestry, 
grazing (range), lands, recreation, soil 
water, air, wildlife, and socioeconomics. 
Reviews for consistency were provided 
by both the district office and state 
office staffs. Consultation, coordination, 
and public involvement have occurred 
throughout the process through public 
meetings, informal meetings, individual 
contracts, newsletters, and Federal 
Register notices. 

The 13 major issues addressed in the 
RMP/EIS are the protection of cultural 
resources; sand and gravel extraction, 
fire management, timber harvest and 
pine beetle control; grazing 
management; disposal, acquisition and 
leasing; withdrawals; corridors; access; 
recreation management; watershed 
protection; wildlife habitat management: 
and areas with special designations. 
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Special Management 

The proposed plan includes two areas 
of critical environmental concern 
(ACEC). These are described below. 

Salt Creek ACEC 

The Salt Creek drainage to its 
confluence with the South Fork of the 
Powder River is managed as an ACEC. 
Salt Creek and portions of Teapot Creek 
that have been identified as sensitive 
drainages are included in the Salt Creek 
ACEC. Implementation of the ACEC 
plan will be in the following priority 
order: Salt Creek oil field, Smokey Gap 
oil field, and East Teapot oil field. 

The ACEC contains about 75,000 acres 
located in Converse, Natrona, and 
Goshen counties. 

The Salt Creek ACEC plan will 
provide for inventory and evaluation of 
historic oil and gas sites, structures and 
townsites that may be eligible for 
nomination to the Nalional Register. The 
Salt Creek oil field will be designated as 
a historic district if applicable. In no 
case will the designation interfere with 
oil and gas development or production 
in producing fields within this area. 

Jackson Canyon ACEC 

The Jackson Canyon ACEC contains 
3,600 federal surface acres and 11,150 
federal mineral acres, for a total of 
13,760 acres in the ACEC. Jackson 
Canyon provides an essential roosting 
area for approximately 60 bald eagles 
from December through March. 

Management in the ACEC w^ould be 
directed at controlling pine beetle 
infestations through a more active forest 
management program and designating 
bald eagle roosts for priority fire 
suppression. 

A mineral withdrawal from the 
operation of the 1872 Mining Law will be 
recommended on 3,600 acres of federal 
mineral estate in bald eagle roost areas. 
No rights-of-way will be permitted in 
this ACEC. ORV use will be allowed 
only on designated roads and only from 
April 1 through October 31, There will 
be no increase or improvement in roads 
or legal access. The ACEC will be 
managed in accordance with the ACEC 
Wildlife Habitat Management plan. 

James Monroe. 

District Manager. 

(FR Doc. 84-27890 Hlffd 10-25-84; 8:45 araj 
BILUNQ CODE 4310-22-M 


Grand Junction Resource 
Management Plan 

AGENCY: Bureau of Land Management. 
Interior. 


action: Proposed changes to planning 
criteria. 

summary: Pursuant to 43 CFR 1610.2 a 
30 day public comment period shall be 
provided for any proposed changes to 
planning criteria. 

ADDRESS: Copies of proposed planning 
criteria changes are available upon 
request from: Grand Junction Resource 
Area Office, Bureau of Land 
Management, 764 Horizon Dr., Grand 
Junction, CO 81501. 

SUPPLEMENTARY INFORMATION: The 
Grand Junction Resource Area is 
proposing to change the planning 
criteria developed for the Grand 
Junction Resource Management Plan. 
Planning criteria were approved 
following public review in March 1984. 
According to the Bureau’s planning 
regulations, changes in planning criteria 
must be made available for public 
review and comment 30 days prior to 
approval. The changes are being 
proposed because a few of the planning 
criteria are not being followed or do not 
adequately address the issues. Proposed 
changes to the planning criteria for coal, 
land tenure adjustment and public 
utilities are explained in detail in a fact 
sheet available upon request. 

Comments on the proposed changes 
will be accepted until December 7.1984. 
FOR FURTHER INFORMATION CONTACr. 
Forest W. Littrell, Area Manager, Bureau 
of Land Management, Grand Junction 
Resource Area Office, 764 Horizon Dr., 
Grand Junction, Colorado 81501. (303) 
243-6552. 

Wright Sheldon. 

District Manager, Grand function District. 

[FR Doc. 84-28323 Filed 10-25-84; 8:45 «m] 

BILUNQ CODE 4310-JB-V 


(ES-34162, Group 6 J 

Filing of Plat of Dependent Resurvey 
and Subdivision; Iowa 

October 22,1984. 

1. The plat of the dependent resurvey 
of a portion of the subdivisional lines 
and the subdivision of sections 13 and 
25, T. 83 N.. R. 16 W., Fifth Principal 
Meridian, Iowa, will be officially filed in 
the Eastern States Offices. Alexandria. 
Virginia at 7:30 a.m., on December 6, 
1984. 

2. The dependent resurvey was made 
at the request of the Bureau of Indian 
Affairs. 

3. All inquires or protests concerning 
the technical aspects of the dependent 
resurvey must be sent to the Deputy 
State Director for Cadastral Survey, 
Eastern States Offices, Bureau of Land 
Management, 350 South Pickett Street, 


Alexandria. Virginia 22304, prior to 7:30 
a.m.. December 6,1984. 

4. Copies of the plat will be made 
available upon request and prepayment 
of the reproduction fee of $4.00 per copy. 
Lane J. Bouman, 

Deputy State Director for Cadastral Survey. 

|FR Doc. 84-28340 Filed 10-25-84:8:45 sra) 

BILLING CODE 43lO-<kMI 


(ES-34163, Groups] 

Filing of Ptat of Dependent Resurvey 
and Subdivision; Iowa 

October 22.1984. 

1. The plat of the dependent resurvey 
of a portion of the south the west 
boundaries, a portion of the 
subdivisional lines, and the subdivision 
of sections 19, 20. 29, 31, and 32. T. 83 N.. 
R. 15 Wm Fifth Principal Meridian. Iowa, 
will be officially filed in the Eastern 
States Office. Alexandria, Virginia at 
7:30 a.m., on December 6.1984. 

2. The dependent resurvey was made 
at the request of the Bureau of Indian 
Affairs. 

*3. All inquiries or protests concerning 
the technical aspects of the dependent 
resurvey must be sent to the Deputy 
State Director for Cadastral Survey. 
Eastern States, Office, Bureau of Land 
Management, 350 South Pickett Street. 
Alexandria, Virginia 22304, prior to 7:30 
a.m.. December 6,1984. 

4. Copies of the plat will be made 
available upon request and prepayment 
of the reproduction fee of $4.00 per copy. 
Lane J. Boutnan, 

Deputy State Director for Cadastral Survey 

(FR Doc 84-28339 Filed 10-25-84; 8:45 am] 

BILLING CODE 43ia-OJ-M 


Fish and Wildlife Service 

Endangered Species; Receipt of 
Application for Permit; University of 
Michigan; et al. 

The following applicants have applied 
for permits to conduct certain activities 
with endangered species. This notice is 
provided pursuant to section 10(c) of the 
Endangered Species Act of 1973, as 
amended (16 U.S.C 1531, et seq,]: 

Applicant: University of Michigan- 
Museum of Zoology, Ann Arbor. MI: 
PRT-684673. 

The applicant requests a permit to 
import a salvaged dugong [Dugong 
dugon] skull from Egypt for scientific 
research. 

Applicant: Herp Osteo Specimens, 
Canoga Park, CA; PRT-684371. 

The applicant requests a permit to 
export to Japan one preserved salt water 
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crocodile (Crocodylus porosus) for 
scientific research purposes. 

Applicant: San Francisco Zoo. San 
Francisco, CA; PRT-6a4747. 

The applicant requests a permit to 
import six captive Francois' langurs 
[Presbytia francolsi] from the Shanghai 
Zoo. China, for enhancement of 
propagation. 

Applicant: Zoological Society of 
Cincinalti, Cincinatti, OH; PRT-684540. 

The applicant requests a permit to 
import one captive-bom male black¬ 
footed cat [Fells nlgrlpes) from the 
Rotterdam Zoo, the Netherlands, for 
enhancement, of propagation. 

Applicant: Gulf Islands National 
Seashore, Ocean Springs. MS: PRT- 
684746. 

The applicant request a permit to take 
(capture, band and release) brown 
pelicans [Pellconua occidentalls) for 
tdentific research. 

Documents and other information 
submitted with these applications are 
available to the public during normal 
business hours (7:45 am to 4:15 pm) 

Room 601, 1000 North Glebe Road, 
Arlington, Virginia, 22201. 

Interested persons may comment on 
any of these applications within 30 days 
of the date of this publication by 
submitting written views, arguments, or 
data to the Director at the above 
address. Please refer to the appropriate 
PRT/APP number when submitting 
comments. 

Dated. October 23.1984 
R.K Robinson, 

Chief. Branch of Permits Federal Wildlife 
Permit Office, 

Pt Doc. 64-28S02 Filed H>-2S-S4; 6:45 am] 

•CUHQ COOC 4310-65-61 


National Park Service 


Pictured Rocks National Lakeshore, 
Michigan; Public Review, Meetings, 
•nd Comment Period for Draft Land 
Protection Plan 


aoency: National Park Service, Interior. 
RcnoN: Notice. 


^Mmary: a draft Land Protection Plan 
been completed for Pictured Rocks 
National Lakeshore in response to the 
Department of the Interior's policy for 
[be Federal portion of the Land and 
Water Conservation Fund (47 FR19784, 
May 7,1982). 

This notice sets forth the public 
coi^ent period and the public meeting 
for review of this plan. The 
P'lblic is invited to participate in the 
review of this draft document. 


wiilu ^ public comment period 
^11 begin on October 27,1984. and will 


conclude on November 25,1984. Three 
public meetings will be held during the 
comment period. These meetings will be 
conducted as open houses at the 
following locations: 

Novembers: Recreation Center, 

Grand Marais, Michigan—7:30 p.m. 

November 7: Ziegert's Restaurant, 
Grand Island Room, Munising, 

Michigan—7:30 p.m. 

November 13: Sheraton Oaks Hotel, 
Amphitheater, Novi, Michigan—7:30 
p.m. 

address: Written comments should be 
addressed to the Superintendent, 
Pictured Rocks National Lakeshore, P.O. 
Box 40, Sand Point, Muni sing, MI 49862. 
Copies of the plan may also be obtained 
by visiting or writing this office. 

FOR FURTHER INFORMATION CONTACT: 
Superintendent Grant Petersen at the 
lakeshore headquarters address or call 
(906) 387-2607. 

SUPPLEMENTARY INFORMATION: National 
Park Service staff will be available at 
the open house sessions to answer 
questions concerning the plan. Detailed 
segment maps will be available to 
indicate property tracts covered by the 
plan. 

Citizens may also address questions 
and view segement maps and provide 
comments during the public comment 
period at the lakeshore headquarters. 
Sand Point Road, Munising, Michigan, 
8:00 a.m. to 4:30 p.m. Monday through 
Friday. 

Copies of the plan are being mailed to 
landowners of record within the 
boundary of the lakeshore. as well as 
agencies, organizations and individuals 
with an expressed interest in 
management of the National Lakeshore. 
Charles H. Odegaard, 

Regional Director, Midwest Region, National 
Park Service. 

IFR Doc. 84-28338 FU*d 10-25-64; 6:45 an j 
BILUNQ CODE 4310-70-M 


Gates of the Artie National Park 
Subsistence Resource Commission; 
Meeting 

SUMMARY: The Superintendent of the 
Gates of the Arctic National Park and 
Preserve, National Park Service, 
announces forthcoming meetings of the 
Gates of the Arctic National Park 
Subsistence Resource Commission: 
dates: The meeting will be held at the 
following locations and times: 

1. November 16,1984, in the Community 
Hall in Allakaket, Alaska. The 
meeting will begin at 10:00 a.m. 

2. November 17.1984, in the Community 
Hall in Evansville, Alaska. The 
meeting will begin at 10:00 a.m. 


3. November 18.1984, in (To be 
determined) Wiseman, Alaska. The 
meeting will begin at 10:00 a.m. 

Agendas: The following agenda items 
will be undertaken: 

Allakaket 

1. Introduction of Commission 
members and responsibilities. Approval 
of minutes and agenda. 

2. Commission procedures. 

3. Presentation by Citizens’ Advisory 
Commission on Federal Areas. 

4. State role in fish and wildlife 
management within the park. 

5. Identification of subsistence hunting 
program components. 

6. Discussion of traditional 
subsistence use areas. 

7. New business. 

8. Public testimony. 

Evansville 

1. Introduction of commission 
members and responsibilities. 

2. Gates of the Arctic General 
Management Plan. 

3. NPS dabin policies and decision. 

4. Timetable for submission of 
recommendations to the Secretary of the 
Interior. 

5. Commissioner/Committee 
assignments. 

6. Traditional subsistence use areas. 

7. Public testimony. 

Wiseman 

1. Introduction of Commission 
members and responsibilities. 

2. Review of Allakaket and Evansville 
meetings. 

3. Unfinished business. 

4. Traditional subsistence use areas. 

5. Public testimony. 

Written comments and 

recommendations received prior to 
November 7.1984. will be considered at 
the meetings. 

All comments should be addressed to: 
Chairman, Gates of the Arctic National 
Park, Subsistence Resource 
Commission, c/o Box 74680, Fairbanks. 
Alaska 99707. 

FOR FURTHER INFORMATION CONTACr. 

Richard G. Ring, Superintendent. Gates 
of the Arctic National Park and 
Preserve, P.O. Box 74680, Fairbanks. 
Alaska 99707. Phone (907) 456-0351. 

SUPPLEMENTARY INFORMATION: The 

Denali National Park Subsistence 
Resource Commission is authorized 
under Title VIII, Section 808, of the 
Alaska National Interest Lands 
Conservation Act Pub. L 96-487. 
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Dated: October 16.1984. 

Robert L. Peterson, 

Regional Director, Alaska Region. 

(FK Doc. M-2S337 PUed 10~2S-64:8:45 MmJ 
BILLING CODE 4310-7D-M 


INTERNATIONAL TRADE 
COMMISSION 

I Investigation No. 731-TA-147 (Final)] 

Cut-to-Length Carbon Steel Plate From 
the Federal Republic of Germany 

agency: United States International 
Trade Commission. 
action: Institution of a final 
antidumping investigation and 
scheduling of a hearing to be held in 
connection with the investigation. 

summary: As a result of an affirmative 
preliminary determination by the U.S. 
Department of Commerce that there is a 
reasonable basis to believe or suspect 
that imports of carbon steel plate, not in 
coils, from the Federal Republic of 
Germany (West Germany), provided for 
in item 607.66 of the Tariff Schedules of 
the United States, are being.-or are 
likely to be, sold in the United States at 
less than fair value (LTFV) within the 
meaning of section 731 of the Tariff Act 
of 1930 (19 U.S.C. 1673), the United 
States International Trade Commission 
hereby gives notice of the institution of 
investigation No. 731-TA-147 (Final) 
under section 735(b) of the act (19 U.S.C. 
1673d(b)) to determine wether an 
industry in the United States is 
materially injured, or is threatened with 
material injury, or the establishment of 
an industry in the United States is 
materially retarded, by reason of 
imports of such merchandise. Unless the 
Investigation is extended, the 
Department of Commerce will make its 
final dumping determination in the case 
on or before December 14,1984, and the 
Commission will make the final injury 
determination by February 5,1985 (19 
CFR 207.25). 

EFFECTIVE DATE: October 9,1984. 

FOR FURTHER INFORMATION CONTACT. 
Lawrence Rausch. (202-523-0286), Office 
of Investigations. U.S. International 
Trade Commission. 

SUPPLEMENTARY INFORMATION: 

Background 

On November 14.1963, the 
Commission notified the Department of 
Commerce that, on the basis of the 
information developed during the course 
of its preliminary investigation, there 
was a reasonable indication that an 
industry in the United States was 
materially injured by reason of imports 


of certain hot-rolled carbon steel plate 
from West Germany. The preliminary 
investigation was instituted in response 
to a petition filed on September 29,1983, 
by counsel on behalf of the Gilmore 
Steel Corp„ Portland, OR. 

Participation in the investigation 

Persons wishing to participate in this 
investigation as parties must file an 
entry of appearance with the Secretary 
to the Commission, as provided in 
§ 201.11 of the Commission’s Rules of 
Practice and Procedure (19 CFR 201.11), 
not later than 21 days after publication 
of this notice in the Federal Register. 

Any entry of appearance filed after this 
date will be referred to the Chairwoman, 
who shall determine whether to accept 
the late entry for good cause shown by 
the person desiring to file the entry. 

Upon the expiration of the period for 
filing entries of appearance, the 
Secretary shall prepare a service list 
containing the names and addresses of 
all persons, or their representatives, 
who are parties to the investigation, 
pursuant to § 201.11(d) of the 
Commission's rules (19 CFR 201.11(d)). 
Each document filed by a party to this 
investigation must be served on all other 
parties to the investigation (as identified 
by the service list), and a certficate of 
service must accompany the document. 
The Secretary will not accept a 
document for filing without a certificate 
of service (19 CFR 201.16(c)). 

Staff report 

A public version of the staff report 
containing preliminary findings of fact in 
this investigatin will be placed in the 
public record on December 4.1984, 
pursuant to § 207.21 of the Commission's 
rules (19 CFR 207.21). ^ 

Hearing 

The Commission will hold a hearing in 
connection with this investigation 
beginning at 10:00 a.m., on December 19. 
1984, at tJ^ U.S. International Trade 
Commission Building, 701 E Street NW., 
Washington, D.C. 10438. Requests to 
appear at the hearing should be filed in 
writing with the Secretary to the 
Commission not later than the close of 
business (5:15 p.m.) on November 30. 
1984. All persons desiring to appear at 
the hearing and make oral presentations 
should file prehearing briefs and attend 
a prehearing conference to be held at 
10:00 a.m., on December 10.1984. in 
room 117 of the U.S. International Trade 
Commission Building. The deadline for 
filing prehearing briefs is December 14. 
1984. 

Testimony at the public hearing is 
governed by § 207.23 of the 


Commission’s rules (19 CFR 207.23), This 
rule requires that testimony be limited to 
a nonconfidential summary and analysis 
of material contained in prehearing 
briefs and to information not available 
at the time the prehearing brief was 
submitted. All legal arguments, 
economic analyses, and factual 
materials relevant to the public hearing 
should be included in prehearing briefs 
in accordance with section 207.22 (19 
CFR 207.22). Posthearing briefs must 
conform with the provisions of section 
207.24 (19 CFR 207.24) and must be 
submitted not later than the close of 
business on December 21.1984. 

Written submissions 

As mentioned, parties to this 
investigation may file prehearing and 
posthearing briefs by the dates shown 
above. In addition, any person who has 
not entered an appearance as a party to 
the investigation may submit a written 
statement of information pertinent to the 
subject of the investigation on or before 
December 21,1984. A signed original 
and fourteen (14) true copies of each 
submission must be filed with the 
Secretary to the Commission in 
accordance with § 201.8 of the 
Commission's rules (19 CFR 201.8). All 
written submissions except for 
confidential business data will be 
available for public inspection during 
regular business hours (8:45 a.m. to 5:15 
p.m.) in the Office of the Secretary to the 
Commission. 

Any business information for which 
confidential treatment is desired shall 
be submitted separately. The envelope 
and all pages of such submissions must 
be clearly labeled “Confidential 
Business Information." Confidential 
submissions and requests for 
confidential treatment must conform 
with the requirements of § 201.6 of the 
Commission’s rules (19 CFR 201.6). 

For further information concerning the 
conduct of the investigation, hearing 
procedures, and rules of general 
application, consult the Commission’s 
Rides of Practice and procedure. Part 
207. Subparts A and C (19 CFR Part 207). 
and Part 201, Subparts A through E (19 
CFR Part 201). 

This notice is published pursuant to 
§ 207.20 of the Commission's rules (19 
CFR 207.20). 

By order of the Commission. 

Issued: October 22.1984. 

Kenneth R. Maaon. 

Secretary. 

[FR Doc. 84-0.130 10-25-84:8:45 am] 

BILLING CODE 7020-02>M 
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interstate commerce 

COMMISSION 

Motor Carriers; Intent To Engage In 
Compensated Intercorporate Hauling 
Operations 

This is to provide notice as required 
by 49 U.S.C. 10524(b)(1) that the named 
corporations intend to provide or use 
compensated intercorporate hauling 
operations as authorized in 49 U.S.C. 
10524(b). 

1. Parent corporation and address of 
principal office: Coachmen Industries, 
Inc., Coachmen Drive, Middlebury, 
Indiana 46540. 

2. Wholly owned subsidiaries which 
will participate in the operations, and 
State of incorporation: 

(A) Coachmen Industries of 
California, Inc., Perris, California, a 
California corporation. 

(B) Coachmen Industries of Georgia, 
Inc.. Fitzgerald, Georgia, a Georgia 
corporation. 

(C) Coachmen Industries of Indiana, 
Middlebury, Indiana, an Indiana 
corporation, 

(D) Coachmen Industries of Oregon, 
Inc., Mt. Angel, Oregon, an Oregon 
corporation. 

(E) Coachmen Industries of Texas. 

Inc.. Grapevine, Texas, a Texas 
corporation, 

(F) Consolidated Leisure Industries, 
Elkhart, Indiana, an Indiana corporation. 

(G) Fan Coach Company, Goshen, 
Indiana, an Indiana corporation. 

(H) Shasta Industries of Pennsylvania. 
Inc., Leola, Pennsylvania, a 
Pennsylvania corporation. 

(I) SportSGoach Corporation of 
America, Elkhart Indiana, a California 
corporation. 

(11 Viking Recreational Vehicles. Inc., 
Centreville. Michigan, a Michigan 
corporation. 

(K) Coach-Lite Supply Company. 
Elkhart, Indiana, an Indiana corporation. 

(L) United Sales and Warehouse, a 
Texas corporation. 

(M) The Lux Company, Inc., Elkhart, 
Indiana, an Indiana corporation. 

(N) All American Homes, Inc., 
i^tur, Indiana, an Indiana 
corporation. 

(O) Marlette Homes, Inc., Middlebury. 
Indiana, a Michigan corporation. 

L Parent corporation and address of 
P^cipal office: Wetterau Incorporated, 
J920 Pershall Road, Hazelwood, 

Missouri 63042. 

2. ^olly-owned subsidiaries and 
orrisions which will participate in the 
operations, and states of incorporation: 


Namo and Location 


State 


Wetterau Incorporated. Hazelwood. MO _......_ 

Wetterau (nootporated, Wetterau Food Distribution 
Division. Hazelwood. MO. 

Wetterau Incorporated. Wetterau Printing OMaion. 
Hazelwood. MO. 


MO 

MO. 

MO. 


Wetterau Incorporated. Wetterau Food Distribution 
Division. Mexico. MO. 

Wetterau Incorporated. Wetterau Food Distribution 
Division, Scott Qty, MO. 

Wettarau Incorporated. Wetterau General Merchant 
dise OMaion. Oealoge, MO. 

Wettarau Incorporated, Wetterau Information Serv- 
Ices OMaion. FiorieaanL MO. 

Wettarau Incorporated, Wetterau Food Distribution 
Division. Keene, NH. 

Wetterau Incorporated. Wetterau Food Distribution 
OMslori. Bloomington. IN. 

Wetterau Incorporated. Wetterau Food Distribution 
OMaion, Charieeton, SC. 

Wetterau Incorporated. Wetterau Food Distribution 
Division. Greenville. KY. 

Hazelwood Farm Bakeries. Inc. d.b.a. Wetterau 
Bakery Products. Hazelwood, MO. 

Wetterau Buildera, Inc., db.a. Wetterau Develop* 
merit A Construction, Hazelwood. MO. 

Hazelwood Farm Bakerioe. Inc. d.b.a. Wetterau 
Bakery Products. Atlanta. GA. 

Fox Qftx^ Gompeny, d.b.a. Wetterau-Pmaburgh 
Division, Monroeville. PA. 

Fox Groo^ Company. db.a. Wettorau'Pfttsburgh 
Group Headquarters. Pittsburgh. PA. 

Fox Grocery Company. Non-Food DMaion, Butler. 
PA. 

Fox Grocery Company, db.a. Wetterau-Wast Virgirv 
ia DMaion, Milton. WV. 

Fox Grocery Company, db.a. WetterauOarksburg 
OMaion. Clarksburg. WV. 

Foodtand lotamational Corp.. Belie Vernon. PA..^. 

Wotterau Food Services, Inc.. Temple. PA_ 

Laoeco. Ina, Easton, PA_ 

MiHiken TomNnson Company. Portland Division, 
Portaod, ME. 

Miiaken TomNnson Company, Presque tale OMsion. 
Presque isle. ME. 

Shop 'N Save Warehouse Foods. Inc., St Louta, 
MO. 


MO. 

MO. 

MO. 

MO. 

MO. 

MO. 

MO 

MO. 

MO. 

MO. 

MO. 

WV. 

WV. 

WV, 

WV. 

WV. 

PA. 

PA. 

PA. 

ME 

ME 

MO. 


Millgram Food Stores, Inc., Kansas CHy. MO...___ 

Mei^ Dairy, hie., Basehor. KS.___ 

CoOege Qub Del^. Inc.. Fayetteville. AK... 

Acee Dairy, hie.. Fort Smith. AK_ 

W T. Ststnmk A Co.. Lexington. KY__ 

Trans Continentai Leasing. Ltd. Hazelwood. MO_ 

Wetterau Tranaportatton, Inc.. Hazelwood MO_ 

Corporate Freight Brokerage. Inc.. Hazelwood. MO... 
Foxtran, Inc., Belle Vernon. PA___ 


MO. 

KS. 

AK. 

AK. 

KY. 

MO. 

MO. 

MO. 

PA. 


lames H. Bayne, 

Secretary, 

[PR Doc 84-28277 FUed 10-28-84; 6:45 amj 
BILUNQ CODE 703S<01-«I 


(Docket No. AB-6; Sub-21Gj 

Railroads; Burlington Northern 
Railroad Company; Abandonment; In 
Linn, Buchanan, Clinton, DeKaib, 
Caldwell, and Livingston Counties, MO 

The Commission has issued a 
certificate authorizing the Burlington, 
Northern Railroad Company (BN) to 
abandon its 91.82 mile rail line between 
milepost 109.16 near Laclede and 
milepost 201.0 near St. Joseph, in Linn, 
Buchanan, Clinton, DeKaib, Caldwell, 
and Livingston Counties. MO. The 
abandonment certificate will become 
effective 30 days after this publication 
unless the Commission also finds that 

(1) A financially responsible person has 
offered financial assistance (through 
subsidy or purchase) to enable the rail 
service to be continued; and (2) it is 


likely that the assistance would fully 
compensate the railroad. 

Any financial assistance offer must be 
filed with the Commission and the 
applicant no later than 10 days from 
publication of this Notice. The following 
notation shall be typed in bold face on 
the lower left-hand comer of the 
envelope containing the offer “Rail 
Section, AB-OFA.“ Any offer previously 
made must be remade within this 10-day 
period. 

Information and procedures regarding 
financial assistance for continued rail 
service are contained in 49 U.S.C. 10905 
and 49 CFR 1152.27. 

James H. Bayoe, 

Secretary. 

[FR Doc. 64-28278 PU«d 10-25-84: 8:45 am) 

BfUJNO CODE 7038-01-M 


(Finance Docket No. 30565] 

Railroads; the Chesapeake and Ohio 
Railway Company; Trackage Rights 
Exemption 

On September 26,1984, The 
Chespeake and Ohio Railway Company 
(C&O) filed a notice of exemption for 
trackage rights over a line of track of the 
Seaboard System Railroad, Inc. (SSR) 
between Covington and Anchorage, KY. 
a distance of 94.6 miles, and between 
Latonia, KY and the north end of SBD's 
DeCoursey Yard, a distance of 1.8 miles. 

On October 4,1984, the Railway Labor 
Executives* Association requested the 
Imposition of employee protective 
conditions. 

The involved transaction also 
contemplates that C&O traffic moving 
between Cincinnati, OH and Louisville, 
KY. over the subject trackage rights 
route, will be handled under an Agency 
Agreement among C&O. SSR, and The 
Baltimore and Ohio Railroad Company 
(B&O). Under this agreement, B&O will 
handle, as C&0*s agent, cars of C&O, 
loaded and empty, revenue and non- 
revenue, between Cincinnati and 
Louisville over a route that is comprised, 
in principal part, of SSR*8 line that is the 
subject of the instant trackage rights 
agreement. The other lines of railroad 
that comprise the remainder of the route 
between Cincinnati, OH and Louisville, 
KY are described in the Agency 
Agreement; C&O possesses rights to use 
such other lines under existing 
agreements. 

The subject transaction will permit 
C&O to reroute the subject overhead 
traffic by utilizing existing facilities, 
trains, and services. Such rerouting will 
produce operating economies for C&O 
and improve its financial viability. In 
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addition, by rerouting the subject 
overhead trafific, C&O will be able to 
rationalize its existing facilities and 
services by its intent to abandon its line 
between Winchester and Coalton, KY. 
This line allegedly generates a de 
minimis amount of traffic but is 
presently required for the movement of 
the subject overhead traffic.* * 

This transaction is within a corporate 
family and comes within that class of 
transactions described In 49 CFR 
1180.2(d](3] that has been exempted 
from Commission regulation. The C&O 
purchase of the line will not result in 
changes in service levels, significant 
operation changes, or a change in the 
competitive balance with carriers 
outside the corporate family. 

As a condition to the use of this 
exemption, any employees affected by 
the trackage ri^ts agreement will be 
protected pursuant to Norfolk and 
Western Ry, Co,—Trackage Rights — 
BN 354 I.C.C. 605 (1978), as modified by 
Mendocino Coast Ry„ Inc.—Lease and 
Operate. 360 I.C.C. 653 (1980). 

Decided: October 18.1984. 

By the Commission. Heber R Hardy. 
Director, Office of Proceedings. 

James H. Bayne, 

Secretary. 

(FR Doc. 64-28280 Piled 10-25-^: 8:45 am] 

BILUNQ CODE 7035-0f-y 


[Flnarice Docket Na 30555J 

Northwestern Pacific Acquiring 
Corporation and Eureka Southern 
Railroad Company; Exemption From 
49 U.S.C. 10901 and 11301 

agency: Interstate Commerce 
Commission. 

AcnON: Notice of exemption. 

summary: The Interstate Commerce 
Commission exempts Northwestern 
Pacific Acquiring Corporation 
(Acquiring) from the requirements of (1) 
49 U.S.C. 10901 in connection with the 
acquisition from the Northwestern 
Pacific Railroad Company of its Eel 
River Line, extending from milepost 
142.5, near Outlet. CA, to milepost 284.1, 
near Eureka. CA. and three short branch 
lines, and (2) 49 U.S.C. 11301 in 
connection with (a) the issuance of two 
promissory notes to accomplish the 
acquisition, and (b) the issuance of 
certain stock. The Commission also 
exempts Eureka Southern Railroad 
Company (Eureka) From the 
requirements of (1) 49 U.S.C. 10901 in 
connection with the lease and operation 


* The abandonment of the Wtncheater-Coalton 
line will be the tubfect of an abandonment 
proceeding in Docket No. AB-18 (Sub-No. 53). 


of the line, and (2) 49 U.S.C. 11301 in 
connection with the issuance of certain 
stock. 

DATES: These exemptions will be 
effective on October 25,1984. Petitions 
to reopen must be filed by November 15. 
1984. 

ADDRESSES: Send pleadings referring to 
Finance Docket No. 30555 to: 

(1) Office of the Secretary, Case Control 
Branch, Interstate Commerce 
Commission. Washington, DC 20423 

(2) Petitioners* representative: Sander 
M. Bieber. 1730 Pennsylvania Ave., 
NW., Washington. DC 20006. 

FOR FURTHER INFORMATION CONTACT. 
Louis E. Gitomer, (202) 275-7245. 
SUPPLEMENTARY INFORMATION: 
Additional information is contained in 
the Commission's decision. To purchase 
a copy of the full decision, write to T.S. 
InfoSystems, Inc.. Room 2227, Interstate 
Commerce Commission. Washington, 
DC 20423. or call 289^357 (DC 
Metropolitan area) or toll free (800) 424- 
5403. 

Decided: October 18.1984. 

By the Commission, Chairman Taylor, Vice 
Chairman Andre. Commissioners Steirolt, 
Gradison, Simmons, Lamboley, and Strenio. 
James H. Bayne. 

Secretary. 

(FR Dec 84-28279 Filed 10-^!£-64: •.'45 Mn] 

BILLINQ CODE 7035-01-M 


DEPARTMENT OF JUSTICE 

Information Coilection(s) Under 
Review by 0MB 

October 23.1984. 

The Office of Management and Budget 
(OMB) has been sent for review the 
following proposals for the collection of 
information under the provisions of the 
Paperwork Reduction Act (44 U.S.C. 
Chapter 35) since the last list was 
published. The li^t has ail entries 
grouped into new forms, revisions, or 
extensions. Each entry contains the 
following information: 

(1) The name and telephone number of 
the Agency Clearance Officer (from 

• whom a copy of the form and supporting 
documents is available): 

(2) The office of the agency issuing the 
form; 

(3) The title of the form; 

(4) The agency form number, if 
applicable: 

(5) How often the form must be filled 
out: 

(6) Who will be required or asked to 
report; 

(7) An estimate of the number of 
responses: 


(8) An estimate of the total number of 
hours needed to fill out the form; 

(9) An indication of whether section 
3504(h) of Pub L. 96.511 applies; and. 

(10) The name and telephone number 
of the person or office responsible for 
the OMB review. 

Copies of the proposed form(s) and 
the supporting documentation may be 
obtained from the Agency Clearance 
Officer whose name and telephone 
number appear under the agency name. 
Comments and questions regarding the 
items contained in this list should be 
directed to the reviewer listed at the end 
of each entry AND to the Agency 
Clearance Officer. If you anticipate 
commenting on a form but find that time 
to prepare will prevent you from 
submitting comments promptly, you 
should advise the reviewer and the 
Agency Clearance Officer of your intent 
as early as possible. 

Department of Justice 

Agency Clearance Officer: Larry E 
Miesse, 202/633-4312. 

• Extension of the Expiration Dote of a 
Currently Approved Collection Without 
any Change in the Substance or in the 
Method of Collection 

(1) Larry E. Miesse, 202/633-4312 

(2) Immigration and Naturalization 
Service, Department of Justice 

(3) Report of Status by Treaty Trader or 
Investor 

(4) 1-126 

(5) On occasion 

(6) Individuals or households. 
Information is used to determine 
whether an alien admitted to the 
United States as a treaty trader or 
investor under section 3(6) of the Act 
of 1924 or section 101 (a)(l5(e) of the 
INA is maintaining status. 

(7) 35.000 respondents 

(8) 17,500 burden hours 

(9) Not applicable under 3504(h) 

(10) Robert Veeder—395-4814 

(1) Larry E. Miesse. 202/633-4312 

(2) Correctional Programs Branch, 
Bureau of Justice Statistics. 
Department of Justice 

(3) Capital Punishment. Report of 
Inmates Under Sentence of Death 

(4) NPS-8. NPS-8A. NPS^B, NPS^C. 
NPS-8(L) 

(5) Annually 

(6) State or local governments. Federal 
agencies or employees. This program 
is concerned with a study of capital 
punishment statutes and of persons 
under sentence of death in state and 
federal correctional institutions. 

(7) 1.552 respondents 

(8) 401 burden hours 

(9) Not applicable under 3504(h) 
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(10) Robert Veeder—395-4814 

(1) Lany E. Miesse, 202/633-4312 

(2) National Institute of Justice. Office of 
Justice Assistance, Research and 
Statistics, Defjartment of Justice 

(3) National Needs Assessment Survey 

(4) NIJ Series 2300 

(5) Biennially 

(6) State or local governments. This data 
will assist the National Institute of 
Justice in meeting its Congressional 
mandate—performing research in the 
problems of state and local justice 
systems—by providing information on 
current and future criminal justice 
needs. 

(7) 1.501 respondents 

(8) 650 burden hours 

(9) Not applicable under 3504(h) 

(10) Robert Veeder—3954814 

(1) Larry E. Miesse, 202/633-4312 

(2) Office of the Comptroller, Office of 
Justice Assistance. Research and 
Statistics, Department of Justice 

(3) Accounting System and Financial 
Capability Questionnaire 

(4J OJARS 7120/1 

(5) On occasion 

(6) Non-profit institutions, small 
businesses or organizations. 

Completed by applicants that are 
newly formed firms or established 
firms writh no previous Federal 
government business, and used as an 
aid to determine those applicants/ 
grantees that may require special 
attention in matters relating to the 
accountability of Federal funds. 

(7) 60 respondents 

(8) 240 burden hours 

(9) Not applicable under 3504(h) 

(10) Robert Veeder—395-4814 

A New Collection 

(1) Larry E. Miesse. 202/633-4312 

(2) Bureau of Justice Statistics. 
Department of Justice 

(3) National Crime Survey (Series 
Pretest) 

(4) NCS-2S. NCS-2T(1}. (2). (3). (4) 

(5) Monthly (after pretest) 

(6) Individuals or households. The 
Pretest is for a program for collecting 
and analyzing statistics on the nature 
of incidents reported as a series of 
crimes. Data used to gain insight into 
the diversity that may exist within a 
aeries of crimes. 

(7) 420 respondents 

(8) 70 burden hours 

(9) Not applicable under 3504(h] 

(10) Robert Veeder—395-4814 

Dirry E, Miesaa. 

^ency Clearance Officer Department of 

Doc Filed ia-2IWM: 8:45 din| 
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DEPARTMENT OF LABOR 

Office of the Secretary 

Agency Forms Under Review by the 
Office of Management and Budget 
(0MB) 

Background: The Department of 
Labor, in carrying out its responsibility 
under the Paperwork Reduction Act (44 
U.S.C. Chapter 35), considers comments 
on the proposed forms and 
recordkeeping requirements that will 
affect the public. 

List of Forms Under Review: On each 
Tuesday and/or Friday, as necessary, 
the Department of Labor will publish a 
list of the Agency forms under review by 
the Office of Management and Budget 
(0MB) since the last list was published. 
The list will have all entries grouped 
into new collections, revisions, 
extensions, or reinstatements. The 
Departmental Clearance Officer 
upon request, be able to advise 
members of the public of the nature of 
any particular revision they are 
interested in. 

Each entry will contain the following 
information: 

The Agency of the Department issuing 
this form. 

The title of the form. 

The OMB and Agency form numbers, 
if applicable. 

How often the form must be filled out. 

Who will be required to or asked to 
report. 

Whether small businesses or 
organizations are affected. 

An estimate of the number of 
responses. 

An estimate of the total number of 
hours needed to fill out the form. 

The number of forms in the request for 
approval. 

An abstract describing the need for 
and uses of the information collection. 

Comments and Questions: Copies of 
the proposed forms and supporting 
documents may be obtained by calling 
the Department Clearance Officer. Paul 
E. Larson. Telephone 202-623-6331. 
Comments and questions about the 
items on this list should be directed to 
Mr. Larson. Office of Information 
Management. U.S. Department of Labor. 
200 Constitution Avenue, NW., Room S- 
5526, Washington, D.C. 20210. 

Comments should also be sent to the 
OMB reviewer, Arnold Strasser, 
Telephone 202-395-6880, Office of 
Information and Regulatory Affairs. 
Office of Management and Budget. 

Room 3208, NEOB, Washington. D.C. 
20503. 

Any member of the public who wants 
to comment on a form which has been 


submitted to OMB should advise Mr. 
Larson of this intent at the earliest 
possible date. 

Collection of Information in Cuirent 
Rules 

Occupational Safety and Health 
Administration. 

Standard for Occupational Exposure 
to Ethylene Oxide. 

OSHA 265. 

On occasion. 

Businesses or other for profit: small 
businesses or organizations. 

6,453 respondents: 355.172 hours. 
These regulations require employers 
to establish and maintain accurate 
records of exposure monitoring and 
medical surveillance for employees 
exposed to ethylene oxide. These 
records will be used by employers, 
employees, physicians and the 
Government to assure that workplace 
exposure to ethylene oxide does not 
adversely affect the health of 
employees. 

Signed at Washington. D.C this 23rd day of 
October 1984. 

Richard Glesener, 

Acting Departmental Clearance Officer. 

(FR Ooc. 84>283S6 Piled lO-JS-St; 8:45 am) 

BtLiJNQ CODE 46tS>2f-«l 


Offica of Pension and Welfare Benefit 
Programs 

(Prohibited Transaction Exemption 84-161: 
Exemption Application No. 0-3067 et si.] 

Grant of Individual Exemptions; Alaska 
Mutual Bank, et al. 

agency: Pension and Welfare Benefit 
Programs, Labor. 

ACTION: Grant of individual exemptions. 

SUMMARY: This document contains 
exemptions issued by the Department of 
Labor (the Department) from certain of 
the prohibited transaction restrictions of 
the Employee Retirement Income 
Security Act of 1974 (the Act) and/or the 
Internal Revenue Code of 1954 (the 
Code). 

Notices were published in the Federal 
Register of the pendency before the 
Department of proposals to grant such 
exemptions. The notices set forth a 
summary of facts and representations 
contained in each application for 
exemption and refen^ interested 
persons to the respective applications 
for a complete statement of the facts 
and representations. The applications 
have been available for public 
inspection at the Department in 
Washington, D.C. The notices also 
invited interested persons to submit 
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comments on the requested exemptions 
to the Department. In addition the 
notices stated that any interested person 
might submit a written request that a 
public hearing be held (where 
appropriate). The applicants have 
represented that they have complied 
with the requirements of the notification 
to interested persons. No public 
comments and no requests for a hearing, 
unless otherwise stated, were received 
by the Department. 

The notice of pendency were issued 
and the exemptions are being granted 
solely by the Department because, 
effective December 31,1978, section 102 
of Reorganization Plan No. 4 of 1978 (43 
FR 47713, October 17,1978) transferred 
the authority of the Secretary of the 
Treasury to issue exemptions of the type 
proposed to the Secretary of Labor. 

Statutory Fuidings 

In accordance with section 408(a) of 
the Act and/or section 4975(c)(2( of the 
Code and the procedures set forth in 
ERISA Procedure 75-1 (40 FR 18471. 

April 28,1975), and based upon the 
entire record, the Department makes the 
following findings: 

(a) The exemptions are 
administratively feasible; 

(b) They are in the interest of the 
plans and their participants and 
beneficiaries; and 

(c) They are protective of the rights of 
the participants and beneficiaries of the 
plans. 

Alaska Mutual Bank (AMB) Located in 
Anchorage, Alaska 

(Prohibited Transaction Exemption 84-161, 
Application No. D-3067) 

Exemption 

1. Effective January 1,1975, the 
restrictions of section 406(a) of the Act 
and the sanctions resulting from the 
application of section 4975 of the Code, 
by reason of section 4975(c)(1) (A) 
through (D) of the Code shall not apply 
to the past and proposed sale, exchange 
or transfer between AMB and certain 
employee benefit plans (the Plans) of 
multi-family residential and commercial 
mortgage loans (the Mortgages) or 
participation interests therein (the 
Participation Interests] which are 
originated by AMB provided that: 

A. Such sale, exchange or transfer is 
expressly approved by a fiduciary 
independent of AMB who has authority 
to manage or control those Plan assets 
being invested in Mortgages or 
Participation Interests: 

B. The terms of all transactions 
between the Plans and AMB involving 


the Mortgages or Participation Interests 
are not less favorable to the Plans than 
the terms generally available in arm’s 
length transactions between unrelated 
parties; 

C. No Investment management, 
advisory, underwriting fee or sales 
commission or similar compensation is 
paid to AMB with regard to such sale, 
exchange or transfer 

D. The decision to invest in a 
Mortgage or Participation Interest is not 
part of an arrangement under which a 
fiduciary of a Plan, acting with the 
knowledge of AMB. causes a transaction 
action to be made with or for the benefit 
of a party in interest (as defined in 
section 3(14) of the Act) with respect to 
the Plan: and 

E. AMB shall maintain for the 
duration of any Mortgage or 
Participation Interest which is sold to a 
Plan pursuant to this exemption, records 
necessary to determine whether the 
conditions of this exemption have been 
met. The records referred to above must 
be unconditionally available at their 
customary location for examination, for 
purposes reasonably related to 
protecting rights under the Plans, during 
normal business hours by: any trustee, 
investment manager, employer of Plan 
participants, employee organization 
whose members are covered by a Plan, 
participant or beneficiary of a Plan. 

II. Effective January 1.1975, the 
restriction of section 406(a) of the Act 
and the sanctions resulting from the 
application of section 4975 of the Code 
by reason of section 4975(c)(1) (A) 
through (D) of the Code shall not apply 
to any transactions to which such 
restrictions or taxes would otherwise 
apply merely because a person is 
deemed to be a party in interest 
(including a fiduciary) with respect to a 
Plan by virtue of providing services to 
the Plan (or who has a relationship to 
such service provider described in 
secUon 3(14), (F), (G), (H), or (I) of the 
Act) solely because of the ownership of 
a Mortgage or Participation Interest by 
such Plan. 

For a more complete statement of the 
facts and representations supporting the 
Department’s decision to grant this 
exemption refer to the notice of 
proposed exemption published on Julv 6. 
1984 at 49 FR 27844. 

Effective Date: The effective date of 
this exemption is January 1,1975. 

Written Comments: The only 
comment received by the Department 
was from AMB. AMB noted the 
following factual inaccuracies in the 
notice of proposed exemption. Since the 
filing of the application for exemption 


AMB was converted from a mutual 
savings bank owned by its depositors 
(as stated in the notice of proposed 
exemption) to a shareholder-owned 
bank. Also, AMB states that the notice 
incorrectly represents that its 
headquarters are located in Fairbanks, 
Alaska instead of the correct site, which 
is Anchorage, Alaska. The applicant 
represents that the plans that had 
previously been involved in the 
transactions covered by this exemption 
were notified of the publication in the 
Federal Register of the notice of 
pendency and their rights to comment 
with respect to the proposed exemption 
on September 14,1984. Therefore, the 
Department extended the 30 day 
comment period with respect to the 
proposed exemption to October 14.1984. 

For Further Information Contact: Louis 
Campagna of the Department, telephone 
(202) 523-8971. (This is not a toll-free 
number.) 

Texas Automatic Sprinklers Pension 
Plan (the Plan) 

[Prohibifed Transaction Exemption 84-162. 
Exemption Application No. D-^813) 

Exemption 

The restrictions of section 406(a), 406 
(b)(1) and (b)(2) of the Act and the 
sanctions resulting from the application 
of section 4975 of the Code, by reason of 
section 4975(c)(1) (A) through (E) of the 
Code, shall not apply to (1) the 
continuation past June 30.1984 of two 
leases (the Leases) of certain improved 
real property by the Plan to Texas 
Automatic Sprinklers, Inc. (the 
Employer), the sponsor of the Plan; and 
(2) the guaranty of the Employer’s 
obligations under one of the Leases by 
Sam P. Wallace Company. Inc., the 
parent company of the Employer; 
provided that such transactions are on 
terms and conditions at least as 
favorable to the Plan as the Plan could 
obtain in dealing with an unrelated 
party. 

For a more complete statement of the 
facts and representations supporting the 
Department’s decision to grant this 
exemption refer to the notice of 
proposed exemption published on June 
8. 1984 at 49 FR 23959. 

Effective Date: This exemption is 
effective July 1,1984. 

For Further Information Contact: 
Ronald Willett of the Department, 
telephone (202) 523-8194. (This is not a 
toll-free number.) 
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Mayfair Super Markets, Inc. Employees 
Retirement Plan (the Plan) Located in 
Elizabeth, NJ 

[Prohibited Transaction Exemption 84-163. 
Exemption Application No. D--5048] 

Exemption 

The restrictions of section 406(a}. 406 
(b)(1) and (b)(2) of the Act and the 
sanctions resulting from the application 
of section 4975 of the Code, by reason of 
section 4975(c)(1) (A) through (E) of the 
Code, shall not apply to the sales on 
May 4,1981, April 21,1982, and 
November 12,1982 of certain bonds (the 
Bonds) by the Plan to Mayfair Super 
Markets, Inc., a party in interest with 
respect to the Plan, provided the sales 
prices, which aggregated $91,000, were 
not less than the aggregate fair market 
value of the Bonds on the date of each 
sale. 

For a more complete statement of the 
facts and representations supporting the 
Department's decision to grant this 
exemption refer to the notice of 
proposed exemption published on 
August 13,1984 at 49 FR 32279. 

Effective Date: The exemption is 
effective May 4,1981, April 21,1982, and 
November 12,1982. 

For Further Information Contact: 
Miriam Freund of the Department, 
telephone (202) 523-8971. (This is not a 
toUTree number.) 

John G. Beck Agency, Inc. Employees* 
Profit Sharing Retirement Trust (the 
Plan) Located in Pittsburgh, PA 

[Prohibited Transaction Exemption 84-164. 
Exemption Application Na D-5141J 

Exemption 

The restrictions of section 406(a), 406 
(b)(1) and (b)(2) of the Act and the 
sanctions resulting from the application 
of section 4975 of the Code, by reason of 
secUon 4975(c)(1) (A) through (E) of the 
Code, shall not apply to the sale, on 
April 1, 1977, by the Plan of certain 
common stock (the Superior Stock) to 
Mr. and Mrs. Robert A. Beck and 
and Mrs. Paul C. Miller, provided the 
consideration given for the Superior 
Slock was not less than its fair market 
value at the time the sale was executed. 

For a more complete statement of the 
facts and representations supporting the 
Department’s decision to grant this 
exemption refer to the notice of 
proposed exemption published on 
August 14.1984 at 49 FR 32477. 

Effective Date: The exemption is 
effective April 1 .1977. 

For Further Information Contact: Ms. 
Ian D. Broady of the Department, 


telephone (202) 523-8971. (This is not a 
toll-free number.) 

DIAL ONE of Northern California 
Retirement Plan (the Plan) Located in 
Sacramento, CA 

[Prohibiled Transaction Exemption 84-165: 
Exemption Application No. D-^154) 

Exemption 

The restrictions of section 406(a) and 
406 (b)(1) and (b)(2) of the Act and the 
sanctions resulting &om the application 
of section 4975 of the Code, by reason of 
section 4975(c)(1) (A) throu<^ (E) of the 
Code, shall not apply to the cash 
purchase from Mr. Oliver F. Speraw (Mr. 
Speraw) by the Transferred Account of 
Mr. Speraw under the Plan of 100.000 
shares of common stock (the Stock) of 
DIAL ONE International, Inc., provided 
the purchase price of the Stock does not 
exceed its fair market value on the date 
of the purchase. 

For a more complete statement of the 
facts and representatives supporting the 
Department's decision to grant this 
exemption refer to the notice of 
proposed exemption published on 
August 31,1984 at 49 FR 32283. 

For Further Information Contact: 
Miriam Freund of the Department, 
telephone (202) 523-8971. (This is not a 
toll-free number.) 

Winchester Optical Company Pension 
Plan (the Winchester Plan); Winchester 
Optical Company of Geneva, New York, 
Inc. Pension Plan (the Geneva Plan); 
Winchester Optical Company of 
Rochester, New York, Inc. Pension Plan 
(the Rochester Plan); and Winchester 
Optical Company of Williamsport, 
Pennsylvania, Inc., Pension Plan (the 
Williamsport Plan, collectively, the 
Plans) Located in Elmira, New York; 
Geneva, NY; Rochester. NY; and 
W'iiiiamsport, PA 

(Prohibited Transaction Exemption 84-166: 
Exemption Application No. D-5307) 
Exemption 

The restrictions of section 406(a) and 
406 (b)(1) and (b)(2) of the act and the 
sanctions resulting from the application 
of section 4975 of the Code, by reason of 
section 4975(c)(1) (A) through (E) of the 
Code, shall not aply to the proposed 
loans (the Loans] of 25% of the assets of 
each Plan to Winchester Optical 
Company, a party in interest with 
respect to the Plans, provided that the 
terms and conditions of the loans are no 
less favorable to the Plans than those 
obtainable in a similar transaction with 
an unrelated party. 

For a more complete statement of the 
facts and representatives supporting the 
Department’s decision to grant this 


exemption refer to the notice of 
proposed exemption published on 
September 6.1984 at 49 FR 35266. 

For Further Information Contact: 

David M. Cohen of the Department, 
telephone (202) 523-8671. (This is not a 
toll-free number.) 

Grant of an Individual Exemption; Bell 
System Pension Plan Trust 

[Prohibited Transaction Exemption 84-142) 

Correction 

In FR Doc. 84-25854. published at page 
38381, on Friday, September 28,1984. on 
page 38382, in the first column, the sixth 
full paragraph shall read as follows: 

Effective Date: This exemption is 
effective December 1,1982. 

General infonnation 

The attention of interested persons is 
directed to the following: 

(1) The fact that a transaction is the 
subject of an exemption under section 
408(a) of the Act and/or section 
4975(c)(2) of the Code does not relieve a 
fiduciary or other party in interest or 
disqualified person from certain other 
provisions of the Act and/or the Code, 
including any prohibited transaction 
provisions to which the exemption does 
not apply and the general fiduciary 
responsibility provisions of section 404 
of the Act, which among other things 
require a fiduciary to discharge his 
duties respecting the plan solely in the 
interest of the participants and 
beneficiaries of the plan and in a 
prudent fashion in accordance with 
section 404(a)(1)(B) of the Act; nor does 
it affect the requirement of section 
401(a) of the Code that the plan must 
operate for the exclusive benefit of the 
employees of the employer maintaining 
the plan and their beneficiaries; 

(2) These exemptions are 
supplemental to and not in derogation 
of. any other provisions of the Act and/ 
or the Code, including statutory or 
administrative exemptions and 
transitional rules. Furthermore, the fact 
that a transaction is subject to an 
administrative or statutory exemption is 
not dispositive of whether the 
transaction is in fact a prohibited 
transaction. 

(3) The availability of these 
exemptions is subject to the express 
condition that the material facts and 
representations contained in each 
application accurately describes all 
material terms of the transaction which 
is the subject of the exemption. 
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Signed al Washington. D.C.. this 23rd day 
of October. 1984. 

Elliot 1. Daniel, 

Acting Assistant Administrator for 
Regulations and Interpretations, Office of 
Pension and Welfare Benefit Programs, U.S. 
Department of Labor. 

(FK Ooc B4-28347 Filed l(>-25-<B4; B:45 am) 

BILLING CODE 45ia-2^M 


(Application No. 0-5086 et al.l 

Proposed Exemptions; J.H. Kleinfelder 
& Associates, et al. 

AGENCY: Pension and Welfare Benefit 
Programs, Labor. 

ACTION: Notice of proposed exemptions. 

SUMMARY: This document contains 
notices of pendency before the 
Department of Labor (the Department) 
of proposed exemptions from certain of 
the prohibited transaction restrictions of 
the Employee Retirement Income 
Security Act of 1974 (the Act) and/or the 
Internal Revenue Code of 1954 (the 
Code), 

Written Comments and Hearing 
Requests 

All interested persons are invited to 
submit written comments or requests for 
a hearing on the pending exemptions, 
unless otherwise stated in the Notice of 
Pendency, within 45 days from the date 
of publication of this F^eral Register 
Notice. Comments and requests for a 
hearing should state the reasons for the 
writer’s interest in the pending 
exemption. 

ADDRESS: All written comments and 
requests for a hearing (at least three 
copies) should be sent to the Office of 
Fiduciary Standards, Pension and 
Welfare Benefit Programs, Room C- 
4526. U.S. Department of Labor, 200 
Constitution Avenue, NW., Washington, 
D.C. 20216. Attention: Application No. 
stated in each Notice of Pendency. The 
applications for exemption and the 
comments received will be available for 
public inspection in the Public 
Documents Room of Pension and 
Welfare Benefit Programs. U.S. 
Department of Labor, Room N-4677. 200 
Constitution Avenue, NW., Washington, 
D.C. 20216 

Notice to Interested Persons 

Notice of the proposed exemptions 
will be provided to all interested 
persons in the manner agreed upon by 
the applicant and the Department within 
15 days of the date of publication in the 
Federal Register. Such notice shall 
include a copy of the notice of pendency 
of the exemption as published in the 
Federal Re^ster and shall inform 


interested persons of their right to 
comment and to request a hearing 
(where appropriate). 

SUPPLEMENTARY INFORMATION: The 
proposed exemptions were requested in 
applications filed pursuant to section 
408(a) of the Act and/or section 
4975(c)(2) of the Code, and in 
accordance with procedures set forth in 
ERISA Procedure 75-1 (40 FR 18471, 
April 28.1975). Effective December 31. 
1978, section 102 of Reorganization Plan 
No. 4 of 1978 (43 FR 47713, October 17. 
1978) transferred the authority of the 
Secretary of the Treasury to issue 
exemptions of the type requested to the 
Secretary of Labor. Therefore, these 
notices of pendency are issued solely by 
the Department. 

The applications contain 
representations with regard to the 
proposed exemptions which are 
summarized below. Interested persons 
are referred to the applications on file 
with the Department for a complete 
statement of the facts and 
representations. 

).H. Kleinfelder & Associates Employee 
Profit Sharing Plan (the Plan) Located in 
Walnut Creek, California 

[Application No. 0-5088) 

Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority of section 408(a) of the Act 
and section 4975(c)(2) of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 
18471, April 28.1975). If the exemption is 
granted the restrictions of section 406(a), 
406 (b)(1) and (b)(2) and 407(a) of the 
Act and the sanctions resulting from the 
application of section 4975 of the Code, 
by reason of section 4975(c)(1) (A) 
through (E) of the Code shall not apply 
to a lease, effective July 1,1984, by the 
Plan of certain improved real property 
(the Property) to J.H. Kleinfelder & 
Associates (the Employer), the sponsor 
of the Plan: provided that the terms of 
such lease are at least equivalent to 
those which the Plan would receive in 
an arm’s length transaction with an 
unrelated party. 

Effective Date: If granted, this 
exemption will be effective July 1.1984. 

Summary of Facts and Representations 

1. The Plan is a defined contribution 
plan with 73 participants and total 
assets of $1,263,025 as of January 31. 
1984. The Employer is a California 
professional corporation engaged in 
engineering consultation services and 
has a net worth of $921,000 as of March 
31,1984. The trustee of the Plan is the 
Union Safe Deposit Bank (the Trustee) 


in Stockton, California, which represents 
that it is independent of and unrelated 
to the Employer except as Trustee of the 
Plan. The Property is a two-acre parcel 
of real property located at 2824 East 
Myrtle Avenue in an industrial district 
of Stockton, California, improved with a 
one-strony concrete and frame office 
and laboratory building which serves as 
one of the Employer’s principal places of 
business. The Property has been 
appraised for its fair market value by 
Craig Hubbard, M.A.I. (Hubbard), an 
independent professional real estate 
appraiser located in Stockton, 
California. Hubbard represents that as 
of March 15,1984 the Property had a fair 
market value of $220,000. Since its 
acquisition by the Plan in 1970, the 
Property has been leased by the Plan to 
the Employer continuously under a ten- 
year lease (the Original Lease), effective 
June 1,1970, which was renewed and 
extended by its own terms in 1980 for an 
additional ten-year term to expire May 
30.1990. The Employer represents that 
the Original Lease was statutorily 
exempt until June 30.1984 from the 
prohibitions of section 408 of the Act.* 
The Employer is requesting an 
exemption to permit the Plan to continue 
leasing the Property to the Employer 
past June 30.1984 under a modification 
of the Original Lease (the New Lease) 
effective July 1,1984. 

2. The interests of the Plan for all 
purposes under the New Lease are 
represented by the Trustee. The New 
Lease is a triple net lease for an initial 
term of 15 years, renewable only with 
the approval of the Trustee for one 
additional term of 15 years. Under the 
New Lease the Employer assumes 
responsibility for all taxes, all costs of 
maintenance and repair, and full fire 
and extended coverage insurance on the 
Property. The New Lease requires the 
Employer to indemnify the Plan and 
hold the Plan harmless against all 
claims, demands and liabilities resulting 
from the Employer’s use of the Property. 
The annual rental under the New Lease, 
payable monthly, will be no le.«8 than 
the fair market rental value of the 
Property, and will be adjusted annually 
to reflect the greater of: (1) The Increase 
in the appraised fair market rental value 
of the Property, as determined by a 
qualified independent real estate 
appraiser selected by the Trustee; or (2) 
the increase in the San Francisco/ 
Oakland area Consumer Price Index for 
All Urban Consumers. All Items (the 
CPI), as reported by the Bureau of Labor 


The Department expresses no opinion as to 
whether the Original Lease constitutes a lease 
within the definition of section 4l4|c)|2) of the Act. 
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Statistics of the U.S. Department of 
Labor. Annual rental during the renewal 
term, if any, shall be determined in the 
same manner. Initial rental under the 
New Lease, commencing fuly 1,1984, is 
get at $2,237.16 per month, the fair 
market rental value of the Property 
having been appraised by Hubbard as 
$1,575 per month as of June 12,1984. The 
Trustee represents that the initial rental 
under the New Lease exceeds the 
appraised fair market value of the 
l^perty due to previous rental 
adjustments under the Original Lease, 
reflecting changes in the CPI, and the 
desire of the parties to assure the Plan a 
return under the New Lease on a basis 
as favorable as that under the Original 
Lease. Other than the amount of rental, 
all terms and conditions of the New 
Lease for its renewal term, if any. shall 
be the same as those under the initial 
term, 

3. llie Trustee will represent the Plan 
in the enforcement of all terms and 
conditions of the New Lease and on 
behalf of the Plan will monitor the 
Employer’s performance thereunder for 
the duration of the New Lease and any 
renewal thereof. The continued leasing 
of the Property past June 30.1984 by the 
Plan to the Employer was reviewed and 
evaluated as of July 1,1974, by O.B. 

Wied (Wied), Senior Vice President and 
Trust Officer of the Trustee. Wied 
represents that such continued leasing is 
in the best interests of the Plan for the 
following reasons: (1) The Property has 
a likelihood of continuing substantial 
appreciation due to developments in the 
surrounding area. (2) the Employer could 
easily lease similar property for lower 
rentals than that required under the 
New Lease and it does not appear that 
the Employer is receiving any particular 
advantage in leasing the Property from 
the PLan, (3) the Property represents 
approximately 17 percent of total Plan 
assets as of March 31,1984 and it 
constitutes the Plan’s sole investment in 
faal property, (^) in light of the Plan’s 
overall assets toix, continued Investment 
in the Property does not adversely affect 
tne Plan’s liquidity needs, and (5) under 
|he terms of the New Lease the Plan is 
likely to receive, as it did under the 
Original Lease, rentals which are in 
excess of those which the Plan could 
expect in the local market dealing at 
length, due to the use of the CPI as 
en additional rent accelerator. 

L In summary, the applicant 
represents that the criteria of section 
^(a) of the Act are satisfied in the 
fobject transaction because: (1) The 
jolerests of the Plan under the New 
Uase are represented by the Trustee, an 
independent fiduciary which will 


monitor the Employer’s performance 
and represent the Plan for all purposes 
under the New Lease; (2) the Trustee 
has reviewed and evaluated the subject 
transaction and has determined that it is 
in the best interests of the Plan; (3) the 
New Lease ensures that the Plan will 
continue to receive a rate of return on 
the Property which is no less than its 
fair market rental value as determined 
by an independent, qualified real estate 
appraiser, and such return will be net of 
all expenses related to the Property; (4) 
the New Lease is protective of the Plan’s 
interests in the Property by requiring the 
Employer to carry full fire and extended 
coverage insurance on the Property and 
to indemnify the plan against all claims, 
demands and liabilities which may 
result from the Employer’s use of the 
Property; and (5) as the Plan’s sole 
investment in real property, the Property 
represents approximately 17 percent of 
total Plan assets and does not adversely 
afect the Plan’s liquidity needs in light of 
the overall mix of Plan assets. 

For Further Information Contact: 
Ronald Willett of the Department, 
telephone (202] 523->6194. (This is not a 
toll-free number.) 

InterFirst Corporation Retirement 
Program (the Plan) Located in Dallas, 
Texas 

(Application No. D-5216] 

Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority of section 408(a) of the Act 
and section 4975(c)(2] of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 
18471, April 28.1975). If the exemption is 
granted the restrictions of section 406(a], 
406 (b)(l] and (b)(2) of the Act and the 
sanctions resulting from the application 
of section 4975 of the Code, by reason of 
section 4975(c)(1) (A) through (E) of the 
Code shall not apply to the lease*of real 
property by the Plan to InterFirst Bank 
Dallas, N.A. (the Bank), a party in 
interest with respect to the Plan, 
provided that such lease was and will 
continue to be on terms and conditions 
at least as favorable to the Plan as those 
obtainable by the Plan in an arm’s 
length transaction with an unrelated 
party. 

Effective Date: This proposed 
exemption, if granted, will be effective 
July 1.1984. 

Summary of Facts and Representations 

1. The Plan is a separate defined 
benefit pension plan for the employees 
of InterFirst Corporation (InterFirst), the 
Bank, a wholly-owned subsidiary of 
InterFirst and certain of their Dallas 


affiliates. The Plan had approximately 
1.630 participants as of January 1.1983 
and assets of approximately $62,024,600 
as of December 31,1983. The trustee of 
the Plan is the Bank. The Plan is 
administered by a retirement committee, 
consisting of eight-persons appointed by 
the board of directors of InterFirst. 

2. The Plan leases a parcel of real 
property located at the northwest comer 
of Pacific Avenue and Field Street in 
Dallas, Texas to the Bank. The property 
under lease consists of two adjoining 
tracts of land containing approximately 
26.998 and 3,867 square feet, 
respectively (the Land). The lease 
initially was entered into between the 
Bank, in its corporate capacity, and the 
Bank, in its capacity as trustee, on May 
15,1967, and was supplemented by 
written agreement of those parties on 
July 28,1970 (the Lease).* 

The larger first tract of Land was 
purchased by the Plan from an unrelated 
third party in 1967 for $1,335,000.00. The 
purchase was contingent upon a State 
District Court of Dallas County, Texas, 
approving the proposed lease of the 
tract by the Plan to the Bank. To obtain 
such approval, a suit was brought in 
District Court, 101st Judicial District, 
Dallas County, Texas, by the Bank in its 
private corporate capacity against 
representatives of each class of Plan 
beneficiaries and participants. Counsel 
represented each class, and every Plan 
beneficiary and participant received 
notice of the suit. A hearing was held 
and evidence was presented with regard 
to the purchase and lease. In a written 
judgment dated May 15,1967 (Cause No. 
67-3427-E), the Court found the lease to 
be fair and in the be^ interest of the 
Plan and its beneficiaries. Upon 
obtaining approval of the District Court, 
the initial lease was executed. 

The smaller second tract of Land was 
purchased by the Plan from an unrelated 
third party in 1970 for $183,500.00. The 
same procedure that had been used in 
1967 was used in 1970 to obtain the 
approval of the District Court, 44th 
Judicial District, Dallas County, Texas, 
for the purchase of the second trace and 
the extension of the Lease to cover the 
additional land. In a vsrritten judgment 
dated July 28,1970 (Cause No. 70-5618- 
B-44th), the Court found the purchase of 
the Land and the proposed supplement 
to the Lease to be fair and reasonable 
and in the best interest of the Plan and 


* The Bank assigned an undivided 50% of its 
interest in the Lease to Prudentia] Insurance 
Company of America (Prudentia!) on September 5, 
1974. Such assignment shall not become effective, 
however, until the termination of the sublease from 
the Bank to First International Building Joint 
Venture (Joint Venture). 
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its beneficiaries. Upon obtaining the 
approval of the District Court, a 
supplement to the Lease was executed 
to aiclude the additional land. 

3. In 1973. the Bank, in its corporate 
capacity, sub-leased its interest in the 
Lease to the Joint Venture in which it 
now holds a 0 . 1 % interest The other 
venturers were InterFirst which holds a 
49.9% interest and Prudential which 
holds a 50% interest. The Joint Venture 
constructed a twelve-story parking 
garage on the Land after it was sub¬ 
leased. The garage is used primarily by 
tenants and employees of InterFirst and 
the Bank. Thus, the Plan holds the fee 
interest in the Land, and the loint 
Venture currently owns the parking 
garage constructed on that Land. 

4. As sub-lessee, the Joint Venture 
agreed to pay directly to the Plan all 
rent due under the Lease and to perform 
and comply with all obligations, 
covenants, agreements, and 
undertakings of the lessee under the 
Lease. The only rent the Bank receives 
as sub-lessor is an amount equal to the 
sum of all ad valorem property taxes 
and assessments,, general and special 
levied, assessed and payable against the 
Land. The sub-lease of Land to the 
Joint Venture, however, did not relieve 
the Bank of its obKgations under the 
Lease; it still remains liable to the Plan 
for all the lessee's obligations. 

5. The Lease was a net lease under 
which the lessee was responsible for all 
insurance, taxes and maintenance. The 
Plan, as lessor, had no obligations with 
respect to the leased property. The 
Lease expires on December 31. 2059. and 
the sub-lease to the Joint Venture 
expires on December 31. 2047. Rent 
payable to the Plan under the Lease was 
expressed as a percentage of the fair 
market value of the Land (Le., the value 
of the Land in fee simple, exclusive of 
the value of any improvements). The 
annual rent was 6 V 2 % of the value of the 
first tract purchased by the Plan and 
leased to the Bank in 1967. plus 8% of 
the value of the adjoining second tract 
purchased by the Plan and added to the 
Lease in 1970. The rent was payable 
monthly. The monthly renl however, 
could never fall below $a453.58 (the 
initial rent in 1970). The amount of rent 
was adjusted every ten years. In 
computing the amount of rent, the cost 
of the Land was used as its value from 
the inception of the Lease through 
January 1.1978. The Land was appraised 
as of January 1.1978. to make the first 
rent adfustment. It was to be re- 
ap(X'aised as of January 1.1988, and 
each ten years thereafter. Pursuant to 
the January 1,1979, appraisal, the fair 
market value of the Land was $2,146,550. 


Accordingly, rent through December 31. 
1987. was set at $11,948.01 per month. 

6 . The applicants represent that the 
Lease until June 30.1984 was covered by 
the statutory exemption provided by 
section 414(c)(2] of the Act.^ The 
applicants further represent that the 
leased land is employer real prt^erty 
but is not qualifying employer real 
property, and therefore the applicants 
request an exemption in order to 
continue the Lease after June 30.1984. 
The Employer, effective July 1,1984, 
executed an agreement (Agreement) 
with the Plan updating the prior lease. 

7. The Agreement provides that the 
Bank will make additional monthly 
payments (Additional Payments) to the 
Plan equal to the cimount by which the 
current fair market rental value of the 
Land per month exceeds the lesser of (i) 
the monthly rent payable to the Plan 
pursuant to the L^e. or (ii) in the event 
the Bank should ever assi^ all or a part 
of its interest in the Lease to an affiliate 
(as that term is defined in Code section 
1504(a)k the actual amount of monthly 
rent paid to the Plan pursuant to the 
Lease. The Bank's obligation to make 
such payments will take effect on July 1 , 
1984, The Additional Payments made to 
the Plan from July 1,1984, to December 
31,1987, shall be $39,029.49 each month. 
This amount is based on an appraisal of 
the Land made by Mr. Wilson K. Mason, 
an unrelated MAI appraiser with the 
firm of Wilson K. Mason Company, 
Dallas. Texas. The appraisal dated June 
1.1984, indicates that the unencumbered 
fair market value of the Land is 
$5,826,000. and that the current market 
rate of return for long term ground 
leases is between 9.5% and 10.5%. In 
determining the Additional Payment 
required during the first three-and-one- 
half years of the Agreement, the Bank 
used 10.5%, the highest rate shown in the 
appraisal. Computation of this 
Additional Payment is as follows: 


ValoeoltenS_$5,826,000 

rat* of rottfn (porcant) . xIO.S 

Annu# Mr nmM rantai vaiua.. 611,730 

_12 

Monthly Mr mvkti raotal vakia_ 50.977.50 

Monthly rant paid purauant to teaaa...^-.^_ -11,946.01 

AddrUorM paymant raqurad_ 39.029.49 


The Additional Payment will be 
adjusted at least once every five years 
to reflect increases, if any, in the fair 
market rental value of the Land. The 
first appraisal will be made during 
calendar year 1987 and shall be effective 


* The Department expresaea no opinion as to the 
applicability of section 414 of the Act to the prior 
lease. 


for the five-year period beginning 
January 1,1988. The Agreement requires 
that other appraisals will then be made 
every five years thereafter. 

8 The Agreement takes effect on July 
1.1964. and automatically terminates on 
the earher to occur of the following: (i) 
Termination of die Lease, or (ii) the sale 
by the Plan of its complete interest in 
the Land, if the Lease continues until the 
end of its term, and the Plan continues 
to be the fee owner of any portion of the 
Land, the Bank will be obligated to 
make payments as required by this 
Agreement until 2059. If the Bank should 
assign its interest in the Lease while the 
Plan owns the Land, the Bank's 
obligationa under the Agreement would 
continue until an event causing 
termination of the Lease occurred or the 
Plan disposed of the Land. The purpose 
of this provision is to ensure that the 
Plan will continue to receive all required 
payments until it no longer has a ri^t to 
receive such amounts, either because 
the Lease has expired, or because the 
Plan has conveyed its complete interest 
in the Land to another person. 

9. The Agreement requires the Bank to 
indemnify the Plan upon the Plan's sale 
of its complete interest in the Land it at 
the time of such sale, the Land remains 
encumbered by the Lease. The amount 
to be paid pursuant to this provision, 
equals the excess of the current fair 
market value of the Land, as determined 
pursuant to an independent appraisal at 
the time of sale, over the actual sales 
price received by the Plan. The 
applicant represents that this provision 
will ensure that the Plan will receive an 
amount equal to the fair market value of 
the Land upon sale, since a prospective 
purchaser may not be willing to pay as 
much for the Land encumbered by the 
Lease as he would if the Land was 
unencumbered by such Lease. 

10 . Prior to the effective date of the 
transaction, the Plan appointed Mr. 
Raymond L. Thompson (Mr. Thompson) 
of Dallas. Texas to serve as independent 
fiduciary with respect to the lease 
transaction. Mr. Thompson represents 
that he has 35 years of extensive 
experience with Prudential in various 
aspects of real estate, including active 
participation in the production and 
property management of Property 
investment Separate Account (PRISA) 
investments.* Mr. Thompson is 
completely independent of. and has no 
association or relationship with the 
Bank, the Plan or InterFirst, except as an 


^ Mr. Thompson states that PRISA which invests 
in equity and debt interests in real estate, is a 
variable contract account available only to qualifieo 
plans. » 
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independent fiduciary with respect to 
this transaction, and except as to four 
certificates of deposit and a small 
checking account at the Bank.^ In 
addition, Mr. Thompson has also 
terminated his employment with 
Prudential, and his only remaining 
association with that company is as a 
recipient of retirement benefits from its 
pension and medicare supplement plan. 
Mr. Thompson states that he has 
consulted with counsel experienced 
with the duties, responsibilities and 
liabilities iihposed by the Act on plan 
fiduciaries, and that he understands and 
acknowledges his duties, 
responsibilities, and liabilities in acting 
as a fiduciary with respect to the Plan. 

Mr. Thompson in formulating his 
opinion as to the merits of the leasing 
transaction, examined the following 
items: 

a. The Lease between the Plan and the 
Bank. 

b. The Agreement between the Bank 
and the Plan. 

c. The appraisal report on the Land 
prepared by Lonell M. Turner. Jr. and 

joe E. Lindsley, effective January 1.1978. 
and appraisal reports on the Land 
prepared by Wilson K. Mason Company, 
effective January 1,1982. January 1. 

1984, and June 1.1984. 

d. The prohibited transaction 
exemption application, dated February 
15,1984. and supplementary letter to 
such application, dated June 25,1984. 

e. The improvements, the Land and 

the surrounding area near the Land were 
inspected for quality of maintenance of 
real estate, development in the area, and 
general trends of growth. 

f. The Plan’s investment portfolio. 

g. The sub-lease between the Bank 
and the Joint Venture and the 
assignment of lease dated September 5. 
1974, from the Bank to Prudential. 

11. Based on his examination and 
review of the above items, Mr. 

Thompson concludes that: 

a. The continuation of the leasing 
Iransaction (and the execution of the 
Agreement) will be an excellent 
investment for the Plan and will be in 
ine best interests of. and protective of, 
jbe Plan and its participants and 
beneficiaries. The additional payments 
lo be made under this Agreement and 
Ihe monthly rent being paid pursuant to 
Ihe Lease will equal the current fair 
jnarket rental value of the Land as of 
ply 1,1984 and the 10.5% rate of return 
^8 currently the fair market rental value 
w ground leases in the Dallas 
downtown area. 


*Mr. Thompson*! total investments with the Bank 
1174,000, but total assets of the Bank are 
JPPfoximately $10.5 billioa so his holdings in the 
represent only .002% of total Bank assets. 


b. Mr. Thompson states that the rental 
payments to the Plan will equal or 
exceed those obtainable from a similar 
transaction with an unrelated party. Mr. 
Thompson also states that he will 
monitor the Lease and Agreement, 
assume responsibility for ensuring that 
the Bank complies with all the terms and 
conditions contained In the Lease and 
the Agreement, and take any steps 
necessary to enforce the rights of the 
Plan with respect to the subject 
transaction. 

c. The Plan’s portfolio of investments 
is well diversified, and the Land 
represents a relatively low percentage 
(less than 10%) of the Plan’s total assets. 

12. As independent fiduciary. Mr. 
Thompson will be responsible for 
deciding whether the Lease and the 
Agreement continue to be in the best 
interest and protective of the Plan and 
its participants and beneficiaries, 
recommending that the Plan divest itself 
of the Land if, and when, divestiture 
becomes appropriate. He will also be 
responsible for monitoring the terms of 
the Lease and the Agreement, such 
monitoring to include verifying the 
timely payment of rent, confirming that 
adequate insurance coverage is in effect, 
overseeing the periodic reappraisal of 
the Land in accordance with the Lease, 
appointing appraisers when required to 
do so by the Agreement, and enforcing 
those legal remedies that may become 
necessary or available to the Plan as 
lessor. 

13. In summary; the applicants 
represent that the transaction satisfied 
the statutory criteria of section 408(a) of 
the Act because: 

a. The Plan will receive the fair 
market rental for the Land as 
determined pursuant to an Independent 
appraisal: 

b. The terms and conditions of the 
Lease and the Agreement have been 
approved and will be monitored and 
enforced by Mr. Thompson; and 

c. Mr. Thompson represents that the 
Lease is in the best interests of the Plan 
and its participants and beneficiaries. 

For Further Information Contact: 

Allen H. Levitas of the Department, 
telephone (202) 523-8971. (This is not a 
toll-free number.) 

Muesco, Inc. Profit Sharing Plan (the 
Plan) Located in Houston. Texas 

[Application No. D-^333] 

Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority of section 408(a) of the Act 
and section 4975(c)(2) of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 


18471, April 28,1975). If the exemption is 
granted the restrictions of section 406(a) 
and 406 (b)(1) and (b)(2) of the Act and 
the sanctions resulting from the 
application of section 4975 of the Code, 
by reason of section 4975(c)(1) (A) 
through (E) of the Code shall not apply 
to the proposed sale of certain real 
property to the Plan by Muesco, Inc. (the 
Plan Sponsor) and the proposed 
leaseback of the Property to the Plan 
Sponsor provided the terms of the sale 
and leaseback are as favorable to the 
Plan as those obtainable in an arms- 
length transaction with an unrelated 
party on the date of the consummation 
of the transactions. 

Summary of Facts and Representations 

1. The Plan is a profit sharing plan 
with approximately 207 participants. 

The Plan had total assets of $1,818,201 
as of February 29.1984. The trustees of 
the Plan are Messrs. William Henry, 
Harold R. Strickland, William Henry 11 
and J. B. Malley (the Trustees). The 
Trustees are officers of the Plan 
Sponsor. 

2. The Plan Sponsor manufactures 
valves and metering equipment for both 
the energy and ecology fields. 

3. The Plan Sponsor owns property 
located at 8331 Northern Street, 

Houston. Texas (the Property). Two 
buildings which contain offices, a 
machine shop and warehouse facilities 
are located on the Property. The Plan 
Sponsor utilized the Property until April. 
1980 when its operations were moved to 
another location. Since that time, the 
Property has remained vacant. The Plan 
Sponsor has decided to move its 
California subsidiary to Houston and 
plans to reopen assembly and 
warehousing operations within the 
Property. The Plan Sponsor is now 
repairing and upgrading the buildings 
and parking lots. Air conditioning is 
being installed in most of the buildings, 
the offices are being refurbished and the 
parking lot is being resurfaced. All of the 
improvements will be paid for by the 
Plan Sponsor, and no mechanics liens 
will be filed against the Property. 

4. The Plan Sponsor wishes to sell the 
Property to the Plan for its fair market 
value of $367,500. This amount 
represents approximately 23.8% of the 
Plan’s assets. The Plan will pay the 
entire purchase price in cash at closing. 

5. It is then proposed that the Plan 
lease the Property back to the Plan 
Sponsor through a triple net. ten-year 
lease (the Lease). The rent will be 
$46,920 per annum, for the first three 
years, lliis amount is based upon the 
fair market rental value of the Property 
as determined by an independent 
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appraisal. The Property will be 
reappraised and the rental rate adjusted 
after the third year and again after the 
sixth year. 

5. An independent appraisal of the 
Property was performed.by Mr. D.L. 
Pemberton, a real estate appraiser and a 
senior member of the American Society 
of Appraisers (the Independent 
Appraiser). The Independent Appraiser 
has established the fair market value of 
the Property at $367,500 as of January 31, 
1984 and the fair market rental value of 
the Property at $46,920 per annum as of 
January 31,1984. The valuations by the 
Independent Appraiser reflect the 
completion of the improvements on the 
Property currently being made by the 
Plan Sponsor. 

6. Capital Bank, N.A., will act as the 
independent Hduciary [the Independent 
Fiduciary) through its Vice President 
and Manager of Trust Administration, 
Ms. Lynne L Arnold. The Independent 
Fiduciary has not had any prior business 
relationships with either the Plan 
Sponsor or the Plan. Before the sale is 
consummated, the Independent 
Fiduciary must approve the completed 
renovations of the buildings located on 
the Property. The Independent Fiduciary 
will establish a trust account for the 
Plan. Each month, the Plan Sponsor will 
send its rent payment to the 
Independent Fiduciary who will deposit 
the payment in the trust account and 
subsequently issue a check to the Plan. 

In the event of default on the Lease, the 
Independent Fiduciary, acting on behalf 
of the Plan, shall have, in addition to 
standard legal remedies, the right to 
demand the Plan Sponsor repurchase 
the Property at its then fair market value 
if a new lessee cannot be found. The 
Independent Fiduciary shall also 
monitor payment of taxes by the Plan 
Sponsor. 

7. The Trustees will select a qualified 
independent appraiser to reappraise the 
Property after the third year and after 
the sixth year of the Lease. In the event 
the Trustees fail to select a qualified, 
independent appraiser or such appraiser 
is not approved by the Independent 
Fiduciary, the Independent Fiduciary is 
authorized to select an appraiser to 
value the Property. The Independent 
Fiduciary must approve the appraiser's 
report. After the fair market rental value 
of the Property has been established, the 
Independent Fiduciary will notify the 
Plan Sponsor of the new rental rate in 
writing and verify that the new rental 
rate is paid. 

8. The Independent Fiduciary has 
examined both the proposed purchase of 
the Property by the Plan and the Lease. 

It believes that the terms of these 
transactions.are in the best interests of 


the Plan and its participants and 
beneficiaries. It represents that the rate 
of return under the Lease is very good, 
based upon present economic 
conditions, and the Lease terms are at 
least as favorable to the Plan as it would 
have received from an independent, 
third party leassee in an arm’s length 
transaction. The Independent Fiduciary 
represents that it has reviewed the 
Plan’s portfolio and has examined the 
impact that the proposed transactions 
will have on the diversity of Plan assets, 
on the Plan's liquidity requirements, and 
on the overall Investment objectives of 
the Plan and after such review 
recommends that the Plan enter into the 
purchase and leaseback of the Property. 

9. In summary, the applicant 
represents that the proposed 
transactions meet the statutory criteria 
of section 408(a) because: 

(a) the sale of the Property will be for 
cash; 

(b) the Independent Fiduciary will 
process and monitor the payments and 
terms under the Lease; 

(c) the fair market value and the fair 
rental value of the Property has been 
determined by the Independent 
Appraiser; and 

(d) the Independent Fiduciary has 
determined that the proposed 
transactions are in the interest of the 
Plan and its participants and 
beneficiaries. 

For Further Information Contact: Ms. 
Linda Hamilton of the Department, 
telephone (202) 523-8881. (This is not a 
toll-free number.) 

Dynalectron Corporation Pension Trust 
(the Plan) Located in McLean, Virginia 

[Application No. D-^3521 

Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority of section 408(a) of the Act 
and section 4975(c)(2) of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 
18471, April 28,1985). If the exemption is 
granted the restrictions of sections 
4061a). 406 (b)(1) and (b)(2) and 407(a) of 
the Act and the sanctions resulting from 
the application of section 4975 of the 
Code, by reason of section 4975(c)(1) (A) 
through (E) of the Code shall not apply,' 
effective July 1.1984. to the lease of an 
improved parcel of real property (the 
Property) by the Plan to Dynalectron 
Corporation (Dynalectron), the sponsor 
of the Plan, provided that the lease is on 
terms at least as favorable to the Plan as 
those obtainable by the Plan in an 
arm's-length transaction with an 
unrelated party. 


Effective Date: If granted, this 
exemption will be effective July 1.1984. 

Summary of Facts aiid Representations 

1. The Plan is a defined benefit plan 
with 1,325 participants as of March 1, 
1984. As of December 31,1983, the Plan 
has net assets of $19,317,557. Messrs. 
C.G. Gulledge, T.E. Blanchard, and J.R 
Schelling, officers and/or directors of 
Dynalectron, serve as the trustees (the 
Trustees) of the Plan. Pursuant to 
guidelines established by the Trustees. 
Redwood Capital Management. Inc. and 
Chase Investment Counsel Corporation 
are responsible for investment decisions 
involving the Plan. The majority of the 
securities of the Plan are held by 
Riggs National Bank of Washington D.C. 
as custodian. Djmalectron is a Delaware 
corporation with, as of December, 1983, 
net assets in excess of $238 million and 
shareholder's equity in excess of $99 
million. 

2. The Plan owns the Property located 
at 6001 Calmont Street. Fort Worth, 
Texas. The Property consists of a three- 
story office building located on 48.750 
square feet of land. The Plan acquired 
the Property pursuant to the assignment 
to the Plan of a purchase contract from 
Dynalectron in December, 1973, and 
entered into a ten-year lease with 
Dynalectron effective January 2,1974. 
Dynalectron has been leasing the 
Property on a month to month basis 
since the expiration of the initial lease 
term on December 31,1983, The 
Trustees represent that at the time the 
lease was entered into the lease terms 
were not favorable to the Plan than 
terms available with an unrelated party. 
The e^plicant represents that this 
leasing arrangement was provided relief 
until June 30,1984, from sections 406 and 
407(a) of the Act by virtue of the 
transitional rule contained in section 
414(c)(2) of the Act.® The applicant 
recognizes that the continuing leasing of 
the Property by the Plan to D 3 fnalectron 
beyond June 30,1984, would constitute a 
prohibited transaction. Accordingly the 
parties have entered into a new lease 
(the New Lease), effective July 1,1984, 

3. The Texas American Bank-Fort 
Worth N.A. (the Bank) has been 
appointed to serve as the independent 
fiduciary the Plan with respect to the 
continuing holding of the Property and 
lease thereof to Dynalectron. Texas 
Longhorn Managment Company, Ltd. 
(Texas Longhorn) has been chosen by 
the Bank to provide technical assistance 
and advice to it with respect to the 


• The Department expresaes no opinion herein u 
to whether the paat leasing arrangement Is provided 
relief by section 414(c)(2) of the Act. 
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transactions. Both die Bank and Texas 
Longhorn have no business, commercial 
or other relationships to Dynalectron. 
The Bank is experienced in matters 
pertaining to employee benefit plan 
administration under the Act and 
understands its fiduciary duties, 
liabilities, and responsibilities with 
respect to the Plan. Texas Longhorn is a 
private company engaged in the 
business of managing real estate in the 
Fort Worth area. 

4. The New Lease is for a ten year 
terra effective July 1.1984, and provides 
for one five year renewal option 
exercisable by the lessee. The New 
Lease is an ^'absolute net'* lease thereby 
providing that the lessee be responsible 
for all costs associated with the 
Property. Mr. Kenneth L. Huffman. MAI, 
SRPA. located in Forth Worth. Texas, 
appraised the Property and determined 
as of October 6,1983, that the Property 
had a fair market value of $900,000. The 
Property represents less than 5% of the 
assets of the Plan. Mr. Huffman 
determined that the fair market rental of 
the Property on an "absolute net" lease 
basis equals $90,400 per year. This 
amount will be the initial rental for the 
first three years of the lease term. The 
rental will be adjusted at the 37th month 
and the 85th month of the lease in 
accordance with appraisals performed 
by an independent, licensed real estate 
appraiser selected by the Plan's 
independent fiduciary. 

5. The New Lease provides that any 
exercise by the lessee of the option to 
renew will be subject to approval by the 
Plan’s independent fiduciary. The initial 
rental of the option period will be 
determined by an independent appraiser 
selected by the independent fiduciary, 
and such rental will be adjusted 
correspondingly at the 37th month of the 
extension period. In no event will the 
rental in the succeeding rental periods 
by less than the rental during the initial 
ten year period of the New Lease. 

6. The Bank has examined the New 
Lease documents and the appraisal and 
bas determined that the continuing 
holding of the Property and the New 
Lease to be appropriate, suitable, and in 
the best interests of the Plan. The Bank 
jeviewed a lease evaluation by Texas 
Longhorn and determined that each and 
every item of the New Lease is 
appropriate, suitable and in the interest 
of the Plan. Texas Longhorn will monitor 
the New Lease and will enforce the 
terms and conditions of the New Lease 
on behalf of the Plan. 

7. In summary, the applicant 
fopresents that the continued holding of 
the Prope^ and execution of the New 
Lease satisfies the conditions of section 
^(a) of the Act because (a) the 


Property represents less than 5% of the 
assets of the Plan; (b) the Bank, an 
independent, qualified party, with the 
assistance of Texas Longhorn, an 
independent real estate company, 
determined, prior to the execution of the 
New Lease that the continued holding of 
the Property and the terms and 
conditions of the New Lease are 
appropriate, suitable, and in the best 
interests of the Plan; and (c) Texas 
Longhorn will monitor the obligations of 
Dynalectron under the New Lease and 
enforce the terms and conditions of the 
New Lease on behalf of the Plan. 

For Further Information Contact: Mr. 
David Stander of the Department, 
telephone (202) 523-8881. (This is not a 
toll-free number.] 

Citation Box and Paper Co. Profit 
Sharing Plan and Retirement Trust (the 
Plan) Located in Chicago, Illinois 

[Application No. D-5360] 

Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority of section 408(a) of the Act 
and section 4975(c)(2) of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 
18471, April 28,1975). If the exemption is 
granted the restrictions of sections 
406(a), 400 (b)(1) and (b)(2) and 407(a) of 
the Act and the sanctions resulting from 
the application of section 4975 of the 
Code, by reason of section 4975(c)(1) (A) 
through (E) of the Code shall not apply 
to the continued leasing beyond June 30, 
1984 of certain improved real property 
(the Property) to Citation Box and Paper 
Co. (the Employer), the sponsor of the 
Plan, provided that the terms and 
conditions of such leasing are at least as 
favorable to the Plan as those which the 
Plan could receive in a similar 
transaction with an unrelated party. 

Effective Date: If the exemption is 
granged, the effective date wall be July 1. 
1984. 

Summary of Facts and Representations 

1. The Plan is a profit sharing plan 
previously determined by the Internal 
Revenue Service to meet the 
requirements of section 401(a) of the 
Code and consequently the companion 
trust is exempted under section 501(a) of 
the Code. As of December 31,1983. the 
Plan had 23 participants and assets 
including the Property of $1,046,246. The 
trustees of the Plan are UnibancTrust 
Company (Corporate Trustee, formally 
Sears Bank and Trust Company), Robert 
C. Welchko and Samuel LaSpisa, 
officers of the Employer. 

The Employer, an Illinois corporation, 
is in the business of wholesaling paper 


boxes and packaging materials with its 
primary need for commercial property 
being to warehouse its outstanding 
inventory. As of June 30,1983. the 
Employer had a net worth of 
approximately $250,000 and an after tax 
income of $35,525. The Employer made a 
$40,000 contribution to the Plan for the 
1983 Plan year. 

2. The Plan initially acquired the 
Property on November 18,1971 at a cost 
of $249,000 and has continuously leased 
the Property to the Employer since that 
date. There is no outstanding moitgage 
on the subject property. The Property 
consists of a masonry warehouse 
structure originally built in 1927 with 
additions made in 1930.1945 and 1958. 
The land upon which the improvement 
is located comprises 76,000 square feet 
in an area suitable for various 
warehousing and manufacturing uses. 
The Corporate Trustee has act^ as land 
trustee for the Plan under a land trust 
agreement (the Agreement) dated 
November 3,1966. The Plan is the sole 
beneficiary under the terms of the 
Agreement. The Plan had a beneficial 
interest in another parcel of real estate 
under the Agreement at the time it 
acquired the Property, however, the 
other real estate was sold in Jxme of 
1972. The Employer and the Plan have 
executed several leases since the 
Property was originally acquired. The 
successive leases contained only one 
substantive change or modification from 
the prior lease, specifically that of an 
increased rental rate. The applicant 
represents that based on the mutual 
intention of the parties such leases have 
always constituted a renewal of the 
former lease and accordingly the leasing 
arrangement is exempt under section 
414(c)(2) of the Act.’ 

3. The applicant is requesting an 
exemption which will permit the 
continued leasing (the Lease) of the 
Property by the Plan to the ^ployer 
until June 30,1994 with three five year 
options from such date. While the lessee 
has the Initial right to exercise the 
option provision, the Corporate Trustee, 
acting for the Plan as lessor, has the 
right to concur in the exercise of any 
option by the lessee. The continued 
leasing of the Property will be subject to 
the terms'and conditions of an existing 
lease with the following amendment. 

The Lease provides that for each three 
year period during the initial ten year 
term and during each option period 
thereafter the rental amount would be 
adjusted based upon an MAI appraisal 


^ The Department expreiaee no opinion aa to 
whether the existing leasing arrangement Is exempt 
under section 414(cK2) of the Act. 
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report as to the then ciurent fair market 
rental value. In no event during the 
entire term of the Lease (including the 
option periods] shall the rent be less 
than the present fair market rental value 
of $4,500. The Lease continues to be an 
absolute net lease requiring the 
Employer to be responsible for all up¬ 
keep, repair, maintenance and taxes. 
Additionally, the Employer, as lessee, 
shall maintain liability and extended 
coverage fire insurance in an amount 
equal to the full replacement value of 
the Property. Any installment of rent 
accruing under the Lease which is not 
paid when due shall bear interest at a 
rate of ten percent until it is paid. The 
Lease also provides that, if, upon default 
by the lessee of any of its obligations 
which is not cured within a period of 
sixty (60) days, then the Plan may 
terminate the Lease. The Corporate 
Trustee has obtained a complete 
appraisal of the current value of the 
Property from Robert J. Heinzen of 
Wilmette, Illinois, an independent MAI 
appraiser. Mr. Heinzen placed a market 
value on the Property of $250,000 as of 
March, 1984. This market value resulted 
in a determination that fair market 
rental value should be $4,500 per month. 
Based on the appraised value, the 
Property represents twenty four (24) 
percent of Plan assets. 

4. The Plan was amended and 
restated on April 3,1984 to give the 
Corporate Trustee the sole discretion to 
purchase and hold employer real 
property in the Plan in an amount not to 
exceed twenty five (25) percent of the 
value of all Plan assets. The Corporate 
Trustee also has the sole discretion to 
lease such employer real property and 
to monitor any such lease and enforce 
the rights of the Plan under the terms 
and conditions of any such lease. The 
Corporate Trustee represents that it has 
evaluated the Lease in the context of the 
entire Plan portfolio and believes that 
the leasing of the Property is an 
appropriate and commercially 
reasonable investment for the Plan. The 
Corporate Trustee acknowledged that 
the Property had depreciated from its 
acquisition price and noted there is 
currently little market for the Property 
because of the depressed condition of 
the surrounding neighborhood. The rate 
to be paid by the Employer represents a 
favorable return on the Property and 
therefore the Corporate Trustee is of the 
opinion that the continued leasing of the 
Properly is in the best interests of the 
Plan and its participants and 
beneficiaries. The Corporate Trustee 
agrees to monitor the Lease and enforce 
the Plan's rights for the sole and 
exclusive benefit of the Plan. The 


Corporate Trustee notes a minor lending 
arrangement ($53,000) between itself 
and the Employer also indicates that 
such loan is minimal percentage of its 
$144 million out standing in commercial 
loans. The Corporate Trustee considers 
itself to be independent of the Employer 
and quite capable of serving as an 
impartial trustee for the Plan. 

5. The Lease terms include a provision 
which enables the Corporate Trustee 
acting for the Plan to sell the Property at 
any time; however, the Lease further 
states that if the Property is considered 
for sale that the Employer be given 
written notice of such intention and 
offered an option to purchase the 
Property for the same price and upon 
whatever terms and conditions the Plan 
might otherwise offer the Property for 
sale to a third party.® The Employer 
shall have thirty (30) days from the 
receipt of written notice to indicate its 
intentions regarding the future purchase 
of the Property. 

6. In summary, the applicant 
represents that the proposed leasing 
arrangement satisfies the exemption 
criteria set forth in section 408(a) of the 
Act for the following reasons: (a) The 
initial rental rate has been determined 
by a qualified independent appraiser 
and such rate will be redetermined 
every three years by an independent 
appraiser selected by the Corporate 
Trustee; (b) the Corporate Trustee, an 
independent fiduciary, believes the 
leasing arrangement is appropriate for 
and in the best interest of the Plan and 
its participants and beneficiaries: and 
(c) the Corporate Trustee will exercise 
authority and control over and have 
responsibility for the operation of the 
Lease. 

For Further Information Contact: Paul 
R. Antsen of the Department, telephone 
(202) 523-6915. (This is not a toll-free 
number.) 

Employees' Retirement Plan of the 
Bulova Watch Company, Inc. (the Plan) 
Located in Flushing, New York 

[Application No. D-5458] 

Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority of section 408(a) of the Act 
and section 4975(c)(2) of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 


• This proposed exemption provides no relief with 
respect to any future sale of the Property to the 
Employer or some other party in interest. However, 
at the time such sale is contemplated, either the 
Plan or any party in interest involved therein may 
apply for an administrative exemption pursuant to 
the procedures set forth in ERISA Procedure 75-1 
(40 FR 10471, April 28,1975). 


18471, April 28,1975). If the exemption is 
granted the restrictions of section 406(a), 
406 (b)(1) and (b)(2) and 407 (a) of the 
Act and the sanctions resulting from the 
application of section 4975 of the Code, 
by reason of section 4975(c)(1) (A) 
through (E) of the Code, shall not apply 
to the continuation beyond June 30.1984 
of a lease of certain real property (the 
Property) by the Plan to Bulova Systems 
and Instruments Corporation (BSIC), 
provided that such lease is on terms and 
conditions at least as favorable to the 
Plan as those obtainable by the Plan in 
an arm's-length transaction with an 
unrelated party, and the possible cash 
sale of the Property by the Plan to BSIC 
or the Bulova Watch Company, Inc. 
(Bulova), pursuant to the terms of the 
lease, provided that the Plan receives no 
less than fair market value for the 
Property at the time of any subsequent 
sale to BSIC or Bulova. 

Effective Date: If the proposed 
exemption is granted, it will be effective 
July 1.1984. 

Summary of Facts and Representations 

1. The Plan is a defined benefit plan 
with approximately 1,778 participants. 
As of December 31,1983, the Plan had 
net assets of approximately $75,575,627. 
Bulova, the Plan sponsor, distributes 
and sells watches and clocks for 
consumer use, timepiece parts and 
power cells. BSIC. a wholly-owned 
subsidiary of Bulova, manufactures and 
sells fuzes for national defense. 

2. On January 9.1969, Bulova's Board 
of Directors authorized the sale of the 
Property to the Plan for $1,900,000. The 
Property consists of certain real estate, 
buildings, and appurtenances thereto, 
located in Valley Stream, New York. On 
May 9,1969, the Plan leased the 
Property back to Bulova for a period of 
20 years. The annual rent under that 
lease (the Original Lease] was 
$170,445.16. The Original Lease was 
amended on November 5,1973 to 
increase the annual rent to $180,175.68 in 
consideration of the Plan’s expenditure 
of $86,000 for improvements to the 
Property. On October 27,1978, Bulova 
sublet the Property to BSIC for a term 
commencing October 1.1976 and 
expiring September 30,1986, at a net 
annual rental of $180,175.68. BSIC has 
been in possession of the Property since 
October 1.1976. 

3. Bulova asserts that the Original 
Lease of the Property was a lease 
involving a party in interest pursuant to 
a binding contract in effect on July 1. 
1974, as defined under sections 414(c)(2) 
and 2003(c)(2)(B) of the Act, and 
therefore was statutorily exempt until 
June 30,1984 from the prohibitions of 
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sections 406 and 407 of the Act by virtue 
of sections 414(c)(2) and 2003(c)(2)(B) of 
the Act® Bulova recognized that the 
statutory exemption for the Original 
Lease would expire on June 30,1984, and 
therefore entered into a new lease (the 
New Lease) which would extend beyond 
that date. Bulova assigned to BSIC all of 
its right title and interest as tenant 
under the Original Lease, thereby 
extinguishing the sublease, so that the 
New Lease is between the Plan and 
BSIC. 

4. The New Lease will continue until 
May 8.1989. The interest of the Plan 
under the New Lease for all purposes is 
represented by Security Pacific National 
Bank (the Ban^], located in New York, 
New York. The Bank represents that it is 
independent of Bulova and BSIC, and 
that it is an institutional fiduciary 
experienced in serving as a fiduciary of 
employee retirement plans under the 
Act The initial annual rental under the 
New Lease is $665,000, such amount 
having been determined to be the fair 
market rental value of the Property on 
May 17,1984 by James Felt Realty 

Serv ices (Felt), an independent 
appraiser located in New York, New 
York. The New Lease provides for a 
yearly review of the annual rental to 
reflect the increase, if any, but not any 
decrease* in the fair market rental value 
of the Property. Such review will be 
conducted by an independent real estate 
appraiser selected by the Bank. BSIC 
will bear the cost of the yearly 
appraisal. All rent payments are net to 
the Plan; all taxes, maintenance and 
other expenses are to be paid by BSIC. 

In addition, BSIC is obligated by the 
terms of the New Lease to carry 
comprehensive general liability and 
hazard insurance on the Property for the 
protection of the Plan and to protect the 
Plan from any damage or waste to the 
Property. 

5. Under the terms of the New Lease. 
BSIC has the option to purchase the 
Property for cash upon giving the Plan 
not less than 30 days notice of its 
intention to purchase the Property. The 
applicants represent that no sale of the 
Property shall take place between BSIC 
or Bulova and the Plan without the 
independent fiduciary determining that 


T^e Department expresaea no opinion as to 
’^fnelher the Original Lease constituted a lease 
P^uant to a binding contract in effect on July 1. 

«• definifd under sections 414(c)(2) and 
j®n3(c)(2){B) of the Ad or %riiether the Original 
was statutorily exempt until June 30.1984 
the prohibitions of sections 406 and 407 of the 
^*nd section 4975 of the Code by virtue of 
wions 414icK2) and 2003(c)(2)(B) of the Act. 


the consideration to be received by the 
Plan is at least as favorable to the Plan 
as the Plan can obtain in a sale with an 
unrelated party. Further, the applicants 
represent that no such sale shall take 
place unless and until the Bank has 
determined that such sale is appropriate 
for the Plan and in the best interests of 
its participants and beneBciaries. 

6. The Bank will monitor on behalf of 
the Plan the performance of BSIC under 
the New Lease and will represent the 
Plan in the enforcement of the terms and 
conditions of the New Lease. The Bank 
represents that it has examined the 
terms and conditions of the New Lease, 
including appraisals of the Property’s 
fair market value and fair market rental 
value, and has determined that as of 
]ime 30,1984, the terms are equivalent to 
arm’s-length terms between unrelated 
parties. The Bank represents that it has 
determined that the New Lease 
arrangement between the Plan and BSIC 
is in the interest of the Plan and its 
participants and beneficiaries. The fair 
market value of the Property has been 
appraised by Fell, which represents that 
as of May 17.1984, the Property had a 
fair market value of approximately 
$5,000,000. Thus, the f^perty represents 
approximately 7% of the Plan’s total 
assets. 

7. In summary, the applicants 
represent that the New Lease satisfies 
the criteria of section 408(a) of the Act 
because: (1) The New Lease is a triple 
net lease requiring BSIC to pay all costs 
of repair and maintenance and all taxes 
and insurance on the Property; (2) the 
interests of the Plan under the New 
Lease are represented by the Bank, an 
indepiendent fiduciary which is 
unrelated to BSIC and Bulova and which 
will monitor performance of the terms 
and conditions of the New Lease on 
behalf of the Plan: (3) the New Lease 
will require periodic appraisals to 
ensure that the rental remains at least 
the fair market rental value of the 
Property; (4) the Bank has evaluated the 
New Lease and determined that it is 
appropriate for the Plan and in the best 
interests of the Plan’s participants and 
beneficiaries; and (5) no sale of the 
Property by the Plan to BSIC or Bulova 
pursuant to the terms of the lease will 
take place unless and until the Bank has 
determined that such sale is in the best 
interest of the Plan. 

For Further Information Contact: Gary 
H. Lefkowitz of the Department, 
telephone (202) 523-8881. (This is not a 
toll-free number.) 


Forest Oil Corporation Pension Trust 
(the Plan) Located in Bradford, 
Pennsylvania 
(Application No. D-56291 
Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority of section 408(a) of the Act 
and section 4975(c)(2) of the Code and in 
accordance with die procedures set 
forth in ERISA Procedure 75-1 (40 FR 
• 18471, April 28.1975). If the exemption is 
granted the restrictions of section 406(a). 
406(b)(1) and (b)(2) and 407(a) of the Act 
and the sanctions resulting from the 
application of section 4975 of the Code, 
by reason of section 4975(c)(1) (A) 
through (E) of the Code shall not apply 
to the lease (the Lease), effective June 
30.1984, of a parcel of improved real 
property (the Property) by the Plan to 
Forest Oil Corporation (the Employer), 
the sponsor of the Plan, provided the 
terms of the transaction are no less 
favorable to the Plan than those 
obtainable in an arm's length 
transaction with an unrelated third 
party. 

Effective Date: The effective date of 
this proposed exemption, if granted, will 
be June 3a 1984. 

Summary of Facts and Representations 

1. The Plan is a defined benefit plan 
with 484 participants. As of May 31, 

1983, the Plan has net assets of 
$17,549,490. The trustees of the Plan (the 
Trustees) are William F. Higie, Everardo 
Goyannes and W. Jeffrey Burford, all of 
whom are employees of the Employer. 

2. The Property is a a482 acre parcel 
improved with a three-story 21,774 
square foot office building located at 405 
North Marienfeld Street, Midland. 

Texas. The Plan has owned the Property 
since November 1,1973. and has leased 
it to the Employer at aU times since that 
date (the 1973 Lease). The applicant 
represents that under the transitional 
rules of section 414 (cj of the Act. the 
1973 Lease does not constitute a 
prohibited transaction. 

3. An exemption is requested, 
effective June 3a 1964, for the new Lease 
between the Plan and the Employer. The 
Lease will be of 10 years diiration with 
two five year renewal options 
exercisable by Texas Commerce Bank. 
N.A. (the Bank), the Plan’s independent 
fiduciary (see below). The annual rent 
during the initial 12 months of the Lease 
is $208,980, payable monthly in advance. 
On the first anniversary of the Lease 


In tliU proposed exemption, the Department 
expresses no opinion as to the applicability of 
section 414 (c) of the Act to the 1973 Lease. 
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and every anniversary thereafter during 
the initial 10 year term of the Lease, the 
rental rate shall be increased by an 
amount equal to the rental for the 
preceding twelve calendar month period 
multiplied by the percentage change in 
the Consumer Price Index (the CPI), or 
comparable index if the CPI is 
discontinued, that has occurred between 
the beginning of the preceding twelve 
calendar month period and the end of 
such period. The rental rate for the two 
successive five year renewal periods 
shall be determined as provided above, 
with the exception that the rental rate 
for the initial twelve calendar month 
period of each renewal term shall be 
determined by two independent 
appraisers selected by the Bank and 
paid by the Employer. There will be no 
decrease in the rental rate resulting from 
any decrease in the CPI. or comparable 
index if the CPI is discontinued. The 
Lease is triple net with the Employer 
responsible for the payment of all taxes, 
utilities, maintenance, repairs and 
insurance costs. The Employer will 
purchase and maintain, during the entire 
term of this Lease, fire and extended 
coverage insurance on the Property, for 
the full replacement value and naming 
the Employer and the Plan, as their 
respective interests shall appear, as 
insureds. 

4. On May 31.1984, Keith Barlow. 

MAI. appraised the Property and 
determined that it had a fair market 
value of $2,000,000. On June 25.1984, Mr. 
Barlow conducted a market rent study 
of the Property and determined that as 
of that date, the fair market rental rate 
for the Property on a triple net basis was 
$208,980 per year. Mr. Barlow further 
determined that annual rental 
adjustments based on the Consumer 
Price Index and a ten year initial term 
with two additional and successive five 
year renewal terms were appropriate 
terms and conditions for the Lease. 

5. The Bank has accepted appointment 
as independent fiduciary on behalf of 
the Plan with respect to the Lease 
transaction. The parent holding 
company of the Bank is the twentieth 
largest banking organization in the 
United States. The trust department of 
the Bank is the largest of the 17 trust 
departments in the holding company 
organization and is responsible for over 
$8 billion in assets. The Bank represents 
that there is no commercial banking 
relationship between the Employer, the 
Trustees and the Bank nor is there any 
relationship of common ownership of 
slock or securities. The Bank further 
represents that there are no joint 
ventures between either the Employer or 
the Trustees and the Bank and that no 


ofilcer or employee of the Employer sits 
on any decision making committee of 
the Bank. 

6. By letter dated June 29,1984, the 
Bank represents that the Lease is in the 
best interests of and protective of the 
rights of the participants and 
beneficiaries of the Plan. In reaching this 
determination the Bank reviewed the 
Lease and Mr. Barlow's appraisals. The 
Bank also consulted with several other 
appraisers familiar with the Midland 
real estate market. In addition, officers 
of the Bank conducted an on-site 
inspection of the Property and reviewed 
the financial statements of the Plan and 
the Employer. Based upon this 
information the Bank determined the 
terms of the Lease are at least as 
favorable to the Plan as an arm's length 
transaction with an unrelated party. The 
Bank further represents that: (a) The 
average rate of return, assuming a 
conservative annual average growth in 
the CPI of 5% per year is projected, 
based on income alone, at 13.14% per 
annum, which compares favorably with 
a typical fixed income investment, in 
addition the Bank projects an overall 
average annual rate of return of 19.35% 
when including both rental income and 
growth in the value of the Property; (b) 
the Lease is more favorable to the Plan 
than most comparable leases in the 
Midland market because it is triple-net 
with annual rental increases floating 
with changes in the CPI and because the 
entire Property is under lease to a single 
tenant when the normal vacancy rate in 
the Midland market is 20%; (c) there is 
no current reason why it would be 
prudent, necessary or expedient for the 
Plan to sell the Property where the Plan 
has no liquidity problems, the Plan's 
portfolio is stable, the Property adds 
diversity and the potential for capital 
gain to the Plan's portfolio and the 
growth in value of the Property makes it 
one of the most attractive assets of the 
Plan; and (d) based upon the Employer's 
financial information, the Bank 
concludes that the Employer will be a 
satisfactory tenant capable of fulfilling 
its lease obligations. In addition, the 
Bank represents that it will monitor and 
enforce the terms and conditions of the 
Lease on behalf of the participants and 
beneficiaries of the Plan. 

7. In summary, the applicant 
represents that the proposed Lease 
meets the statutory requirements of 
section 408(a) of the Act because: (a) 

The initial rent under the Lease is fair 
market value rent as determined by a 
qualified. M.A.I. appraiser; (b) the rent 
shall be adjusted annually for any rise 
in the CPI; (c) the Lease may be renewed 
only if the Bank, acting as independent 


fiduciary on behalf of the Plan, approves 
the renewal; (d) the initial rent during 
any renewal period will be determined 
by two M.A.I. appraisers; and (e) the 
Bank, acting on behalf of the Plan, 
determined that the Lease was in the 
best interests and protective of the 
participants and beneficiaries of the 
Plan. 

For Further Information Contact: 
David M. Cohen of the Department, 
telephone (202) 523-8671. (This is not a 
toll-free number.) 

General Information 

The attention of interested persons is 
directed to the following: 

(1) The fact that a transaction is the 
subject of an exemption under section 
408(a) of the Act and/or section 
4975(c)(2) of the Code does not relieve a 
fiduciary or other party in interest or 
disqualified person from certain other 
provisions of the Act and/or the Code, 
including any prohibited transaction 
provisions to which the exemption does 
not apply and the general fiduciary 
responsibility provisions of section 404 
of the Act, which among other things 
require a fiduciary to discharge his 
duties respecting the plan solely in the 
interest of the participants and 
beneficiaries of the plan and in a 
prudent fashion in accordance with 
section 404(a)(1)(B) of the Act; nor does 
it affect the requirement of section 
401(a) of the Code that the plan must 
operate for the exclusive benefit of the 
employees of the employer maintaining 
the plati and their beneficiaries; 

(2) Before an exemption may be 
granted under section 408(a) of the Act 
and/or section 4975(c)(2) of the Code, 
the Department must find that the 
exemption is administratively feasible, 
in the interests of the plan and of its 
participants and beneficiaries and 
protective of the rights of participants 
and beneficiaries of the plan; and 

(3) The proposed exemptions, if 
granted, will be supplemental to. and 
not in derogation of. any other 
provisions of the Act and/or the Code, 
inducing statutory or administrative 
exemptions and transitional rules. 
Furthermore, the fact that a transaction 
is subject to an administrative or 
statutory exemption is not dispositive of 
whether the transaction is in fact a 
prohibited transaction. 

(4) The proposed exemptions, if 
granted, will be subject to the express 
condition that the material facts and 
representations contained in each 
application are true and complete, and 
that each application accurately 
describes all material terms of the 
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transaction which is the subject of the 
exemption. 

Signed at Washington, D.C., this 23rd day 
of October, 1984. 

EUiol I. Daniel, 

Acting Assistant Administrator for 
Regulationi and Interpretations, Office of 
Pension and Welfare Benefit Programs, U.S. 
Department of Labor. 

(FR Doc B4-2834e Filed 10-25-84:8:45 am) 
ffUJNG CODE 4510-28-M 


NATIONAL SCIENCE FOUNDATION 

Advisory Panel for Social/Cuitural 
Anthropology; Meeting 

In accordance with the Federal 
Advisory Committee Act. Pub. L 82-463: 
as amended, the National Science 
Foundation announces the following 
meeting: 

Name: Advisory Panel for Social/Cullural 
Anthropology. 

Date and Time; November 13-14.1984; 9:00 
8.m.—5:00 each day. 

Place: Holiday Inn. 1450 Glenarm, Denver. 
CO 80202, Room No.—^Not yet assigned. 

Type of Meeting: Closed. 

Contact Person: Dr. Daniel R. Gross. 
Anthropology Program, Room 320, National 
Science Foundation. Washington, DC 20550, 
(202) 357-7804. 

Purpose of Advisory Panel: To provide 
advice and recommendations concerning 
support for research in social and cultural 
anthropology. 

Agenda; To review and evaluate research 
proposals as part of the selection process for 
awards. 

Reason for Closing: The proposals being 
reviewed include information of a proprietary 
or confidential nature, including technical 
information, financial data, such as salaries, 
and personal information concerning 
individuAls associated with the proposals. 
These matters are within exemptions (4) and 
(6) of 5 U.S.C. 552b(c). Government in the 
Sunshine Act. 

Authority to Close Meeting: This 
determination was made by the Committee 
Management Officer pursuant to provisions 
of section 10(d) of Pub. L. 92-463. The 
Committee Management Officer was 
delegated the authority to make such 
determinations by the Director, NSF, on ]ulv 
6.1979. 

Dated: October 23.1984. 

M. Rebecca Winkler. 

Committee Management Officer. 

if* Dot 84-28338 Filed 10-25-84:8:45 am) 

CODE 7555-01-M 


JJDCLEAR regulatory 
COMMISSION 

Advisory Committee on Reactor 
Safeguards; Meeting 

hi accordance with the purposes of 
lections 29 and 182b. of the Atomic 


Energy Act (42 U.S.C. 2039, 223b.), the 
Advisory Committee on Reactor 
Safeguards will hold a meeting on 
November 1-3,1984, in Room 1046,1717 
H Street, NW.. Washington, DC. Notice 
of this meeting w^as published in the 
Federal Register on September 18,1984. 

The agenda for the subject meeting 
will be as follows: 

Thursday, November 1,1984 

8:30 Q.m. — 8:45 a.mj Report of ACRS 
Chairman (Open)—The ACRS Chairman 
will report briefly on items of current 
interest. 

8:45 a.m. — 11:00 Q.m.: Consideration of 
Severe Accidents (Open) —The members 
will discuss proposed ACRS comments 
regarding the frequency and severity of 
accidents resulting in severe core 
damage. 

11:00 a.m. — 12:00 Noon: Water 
Chemistry in BWRs (Open) —The 
members will hear a report regarding 
control of water chemistry in BWRs to 
help control pipe cracking in the primary 
system. 

Portions of this session may be closed 
to discuss Proprietary Information 
applicable to this subject. 

1:00p.m.—2:00p.m. NRC Severe 
Accident Policy (Open) —^The members 
of the Committee will discuss the latest 
revision of the proposed NRC policy 
statement on severe accident issues in 
nuclear power plant regulation. 
Representatives of the NRC Staff will 
participate as appropriate. 

2:00 p.m. — 6:00 p.m.: Limerick 
Generating Station, Units 1 and 2 
(Open) —^The members of the Committee 
will discuss the resolution of items 
required for approval of a full power 
license for this facility. Aspects of the 
probabilistic risk assessment for this 
facility will also be discussed. 

Portions of this session will be closed 
as required to discuss Proprietary 
Information related to this matter. 

Friday, November 2, 1984 

8:30 Q.m. — 9:30 a.m.: Emergency 
Planning (Open) —^The members will 
hear the report of the cognizant ACRS 
Subcommittee Chairman regarding 
consideration of seismic events in 
emergency planning (10 CFR 50. 50.47, 
and Appendix E). 

9:30 Q.m. — 10:00 a.m.: Topics for 
A CRS-NRC Commissioners ’ Meeting 
(Open )—The members of the Committee 
will discuss proposed ACRS comments 
and recommendations regarding the 
proposed NRC policy statement on 
consideration of severe accidents in the 
regulation of nuclear power plants. 

10:00 Q.m. — 11:30 a.m.: Meeting vrith 
NRC Commissioners (Open) —The 
members of the Committee will discuss 


ACRS comments regarding the proposed 
NRC policy statement on severe 
accidents. 

11:30 Q.m. — 12:30p.m.: ACRS 
Subcommittee Activities (Open/ 

Closed )—The members will hear and 
discuss the reports of designated ACRS 
Subcommittee members regarding 
recent activities including those related 
to decay heat removal provisions in 
nuclear plants and decommissioning of 
the Humbolt Bay Nuclear Power Plant. 

Portions of this session will be closed 
as necessary to discuss information 
provided in confidence by a foreign 
source and Proprietary Information 
related to the matters being discussed. 

1:30 p.m. — 2:30 p.m.: Activities of the 
NRC Office of Inspection and 
Enforcement (Open)—The members of 
the Committee will hear and discuss a 
report by the Director. IE, regarding 
activities of the NRC Office of 
Inspection and Enforcement. 

2:30p.m. — 3:00p.m.: Future Activities 
(Open )—^The members will discuss 
anticipated ACRS Subcommittee 
activities and proposed items for 
consideration by the full Committee. 

3:00 p.m. — 5:30p.m.: Preparation of 
ACRS Reports (Open )—^The members of 
the Committee will discuss proposed 
reports to the NRC regarding matters 
considered during this meeting. 

Portions of this session will be closed 
as necessary to discuss Propietary 
Information applicable to the topics 
being discussed. 

Saturday, November 3, 1984 

8:30 Q.m. — 12:30p.m.: ACRS Reports 
to NRC (Open )—^The members will 
discuss proposed ACRS reports 
regarding matters considered during this 
meeting. 

Portions of this session will be closed 
as necessary to discuss Proprietary 
Information applicable to the matters 
being discussed. 

Procedures for the conduct of and 
participation in ACRS meetings were 
published in the Federal Register on 
October 3.1984 (49 FR 193). In 
accordance with these procedures, oral 
or written statements may be presented 
by members of the public, recordings 
will be permitted only during those 
portions of the meeting when a 
transcript is being kept, and questions 
may be asked only by members of the 
Committee, its consultants, and Staff. 
Persons desiring to make oral 
statements should notify the ACRS 
Executive Director as far in advance as 
practicable so that appropriate 
arrangements can be made to allow the 
necessary time during the meeting for 
such statements. Use of still, motion 
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picture and television cameras during 
this meeting may be limited to selected 
portions of the meeting as determined 
by the Chairman. Information regarding 
the time to be set aside for this purpose 
may be obtained by a prepaid telephone 
call to the ACRS Executive Director, 

R.F, Fraley, prior to the meeting. In view 
of the possibility that the schedule for 
ACRS meetings may be adjusted by the 
Chairman as necessary to facilitate the 
conduct of the meeting, persons 
planning to attend should check with the 
ACRS Executive Director if such 
rescheduling would result in major 
inconvenience, 

1 have determined in accordance with 
Subsection 10(d) Pub. L. 92-463 that it is 
necessary to close portions of this 
meeting as noted above to discuss 
Proprietary Information (5 U.S.C. 
552b(cK4)) and information provided in 
confidence by a foreign source (5 U.S.C. 
552b(c)(4)). 

Further information regarding topics 
to be discussed, whether the meeting 
has been cancelled or rescheduled, the 
Chairman's ruling on requests for the 
opportunity to present oral statements 
and the time allotted can be obtained by 
a prepaid telephone call to the ACRS 
Executive Director, Mr. Raymond F. 
Fraley (telephone 202/634-3285), 
between 8:15 a.m. and S.-OO EST. 

Dated: October 22,1984. 

John C. Hoyle, 

Advisory Committee Mangement Officer. 

(FR Doc. M-28327 Piled 10-25^; 8:45 un) 

BILLtNQ CODE 


Advlsoiy Committee on Reactor 
Safeguards Combined Subcommittees 
on Reactor Operations and Reliability 
and Probabilistic Assessment; Meeting 

The ACRS Subcommittees on Reactor 
Operations and Reliability and 
Probabilistic Assessment will hold a 
combined meeting on November 14, 

1984, Room 1046,1717 H Street NW, 
Washington, DC. 

The entire meeting will be open to 
public attendance. 

The agenda for subject meeting shall 
be as follows: 

Wednesday, November 14,1984 — 9:00 
a.m. until the conclusion of business. 

The Subcommittees will discuss the 
current status of the work related to 
steam generator overfill, systems 
interaction, and the NRC Staffs work on 
the generic issue related to. ‘‘piping and 
use of highly combustible gases in vital 
areas**. 

Oral statements may be presented by 
members of the public with the 
concurrence of the Subcommittee 
Chairman; written statements will be 


accepted and made available to the 
Committee. Recordings will be permitted 
only during those portions of the 
meeting when a transcript is being kept 
and questions may be asked only by 
members of the Subcommittee, its 
consultants, and Staff. Persons desiring 
to make oral statements should notify 
the ACRS staff member named below as 
far in advance as practicable so that 
appropriate arrangements can be made. 

During the initial portion of the 
meeting, the Subcommittee, along with 
any of its consultants who may be 
present, may exchange preliminary 
views regarding matters to be 
consider^ during the balance of the 
meeting. The Sulnommittee will then 
hear presentations by and hold 
discussions with representatives of the 
NRC Staff. Subcommittee consultants, 
and other interested persons regarding 
this review. 

Further information regarding topics 
to be discussed, whether the meeting 
has been cancelled or rescheduled, the 
Chairman's ruling on requests for the 
opportunity to present oral statements 
and the time allotted therefor can be 
obtained by a prepaid telephone call to 
the cognizant ACRS staff member, Mr. 
Richard Major (telephone 202/634-1413) 
between 8:15 a.m. and SHX) p.m., EDT. 
Persons planning to attend this meeting 
are urged to contact the above named 
individual one or two days before the 
scheduled meeting to be advised of any 
changes in schedule, etc., which may 
have occurred. 

Dated: October 22.1984. 

Morton W. libarkio. 

Assistant Executive Director for Project 
Review. 

|FR Ooc H-2Sa2A Fikd 10-25^ 8:45 «inl 
BILUNQ CODE 7S90-01>«I 


[Docket Nos. SO-369 and 50-370) 

Duke Power Co.; Environmental 
Assessment and Finding of No 
Significant Impact 

The U.S. Nuclear Regulatory 
Commission (the Commission or staff) is 
considering approval of a procedure to 
dispose of certain very low level 
radioactive waste pursuant to 10 CFR 
20.302 proposed by Duke Power 
Company (the licensee) for the William 
B. McGuire Nuclear Station. Units 1 and 
2. located in Mecklenburg County, North 
Carolina. 

Environmental Assessment 

Identification of Proposed Action: The 
proposed action would approve the 
periodic removal and relocation of 
sludge consisting of slightly 


contaminated water treatment residues 
from the initial holdup pond of the 
wastewater treatment system and the 
disposal of this sludge at a state- 
approved landfarming site contiguous lo 
the McGuire Station site. The sludge 
(residues) would be spread about six 
inches deep over a surface area of no 
more than one acre each year to dry and 
then incorporated into the underlying 
six inches of soil. After incorporation, a 
covering of topsoil would be applied as 
needed to support establishment of a 
year-round vegetative cover. The 
proposed action is in accordance with 
the licensee’s request by letter dated 
June 18.1984. as supplemented July 18, 
1984. 

The Need for the Proposed Action: 
Water treatment systems needed to 
support operation of nuclear power 
plants create residues containing low- 
levels radioactivity or other 
contaminants which require periodic 
disposal. Sanitary, potable, and 
demineralized water systems at 
McGuire Nuclear Station are supplied 
with water that has been Bltered 
through diatomaceous earth (DE) 
pressure filters. There are two DE filters, 
each with a capacity of 750 gpm for 24 
hours, but normal filtered water usage 
requires operation of one filter at 750 
gpm approximately 0 hours per day. The 
filters are backwashed as needed. With 
each backwash. 0.15 cubic yard of spent 
DE is flushed to the conventional 
wastewater treatment system. 

The McGuire condensate 
demineralization system, which removes 
impurities from the steam cycle water, 
consist of four mixed bed d«nineralizer 
filters that use powdered ion-exchange 
resin. Under normal operation, three 
condensate demineralizers are operated 
continuously and each cell is 
backwashed every 10 days. With each 
backwash. 0.67 cubic yard of spent resin 
is flushed to the conventional 
wastewater treatment system. 

Raw water intended for condensate 
makeup at McGuire is pretreated to 
remove chlorine and organic material. 
Two 270 ft^ beds of organic removal 
type activated charcoal are used for this 
purpose and generate approximately 540 
ft’ of spent charcoal per year. 

All non-radioactive McGuire Station 
waste streams, except sanitary waste, 
are routed to the conventional 
wastewater treatment system, which 
uses sedimentation, chemical addition, 
and aeration to treat the wastewater 
prior to discharge to the Catawba River 
via the National Pollutant Discharge 
Elimination System (NPDES) discharge 
point. Primary sedimentation occurs m 
the initial holdup pond, a 2004X)0-gallon 
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concrete basin. Spent powered resin, 
charcoal and DE accumulate in this 
pond and must be removed periodically 
to maintain proper settling and retention 
of wastewater, thus enabling the system 
to comply with its NPDES permit limits 
for Total Suspended Solids of 30 mg/1 
daily average concentration and 100 mg/ 
I daily maximum concentration. 

The sludge collected in the initial 
holdup pond Is a semi-solid mixture of 
powdered resins, diatomaceous earth 
and associated residues. The resins are 
styrene divinylbenzene polymers and 
contain the ions removed in the 
condensate demineralization system. 

The radioactivity concentrations of the 
sludge are very low. consisting of Co-58 
and Co-60, about 0.12 pCi/cm^ of each. 
The volume of sludge being generated 
per year is projected to range from 8,500 
to 13,500 cubic feet with a total activity 
of 0.05 mCi of Co-58, and 0.05 mCi of 
Co-60. 

Environmental Impacts of the Proposed 
Action 

A. Licensee's Procedures to Minimize 
Potential Adverse Environmental 
Impact 

The environmental assessment by the 
staff recognizes the following aspects of 
the licensee’s procedures for 
transportation, disposal and 
administration to minimize or preclude 
potential adverse environmental 
impacts: 

Transportation Procedure 

• To remove this sludge, the pond shall 
be drained and the sludge dredged 
from the bottom and moved by dump 
truck to the disposal site. 

• The sludge stall be transported to or 
from the disposal site in such a way 
that liquid or solid spills will be kept 
to a minimum. 

• The preparation and shipment of 
radioactive material shall be in 
accordance with Station health 
physics procedures and Station 
directives. 

Hisposal Procedure 

• During and after the disposal process, 
access to the proposed disposal site 
shall be controlled. Proper warnings 
shall be maintained as described in 
the state Landfarming Permit for 
Water Treatment Residues {7641R2. 
September 7,1984). 

• The waste sludge (water treatment 
residues) shall be spread on the 
surface of the proposed disposal site 
over an approximate area and depth 
of one acre and six inches, 
respectively. 


• The sludge shall be incorporated 
approximately six inches into the soil 
after drying to the extent practical. 

• A suitable year-round vegetative 
cover shall be established and 
maintained after the waste has been 
incorporated and covered with topsoil 
as needed to support this vegetative 
cover, 

• The workers handling the waste 
disposal shall be dressed and trained 
in accordance with Station health 
physics procedure and Station 
directives. 

Administration Procedure 

• The waste volume of each batch 
disposed shall be established and 
documented and records maintained. 

• For each batch of waste generated, a 
composite sample from different 
locations shall be taken for 
radiological analysis, and results shall 
be documented and records 
maintained. The analysis of the sludge 
shall be obtained before it is 
transferred, and no batch shall be 
landspread if its average Co-60 
content exceeds 0.5 pCi/cm^. 

• The total accumulated waste volume 
and radioactivity inventories shall be 
documented and records maintained. 

• The disposal rates shall be limited to 
500 cubic yards per year (6 inches on 
no more than one acre each year). 

• Provisions shall be taken and 
maintained to prevent wind erosion 
and surface runoff from conveying 
pollutants from the waste material 
application disposal area onto the 
adjacent property. 

• Upon retirement, the site shall be 
covered with topsoil, as necessary to 
support revegetation, and grassed. 

• The operational procedure to 
minimize the risk of unexpected or 
hazardous exposures shall follow the 
guidelines provided by System Health 
Physics Manual and Station directives 
on radiation exposure control and 
radioactive material control. All 
radioactive-waste release and 
disposal operations shall be 
performed under the technical 
guidance and review of the Station 
Health Physicist. 

B. Radiological Impacts 

Licensee's analyses of the sludge 
indicate that the content of licensed 
material is only about 0.12 pCi Co-58 
and 0.12 pCi Co-60 per cubic centimeter. 
The staffs evaluation of potential 
gamma radiation exposure from such 
material is that a person spending 2000 
hours per year in an effectively infinite 
area of such contamination would 
receive a dose less than 1.0 mrem/year. 
Incorporating the sludge in the 


underlying soil and/or covering it with 
topsoil would reduce the exposure rate 
from the contamination. Such an 
exposure rate is, in any case, 
insignificant compared to the 
background exposure from naturally 
occurring radioisotopes in average soils. 

The staff also estimated potential 
doess from ingestion of vegetables 
grown in such contamination; the largest 
potential organ dose would be less than 
0.1 mrem/year. 

Similarly, the staff estimated that a 
worker inhaling airborne dust with such 
contamination levels would receive a 
maximum dose to the lung much less 
than 0.1 nu'em per year even if exposed 
2000 hours per year to ten times the EPA 
Total Suspended Particulates standard 
of 260 pg/m^ all respirable. Doses to 
other internal organs would be smaller. 

The staff also judges, based on the 
information furnished in the licensee's 
letter of June 18.1984, relative to the 
hydrology and geology of the site and on 
the control measures proposed, that the 
disposal would not create any 
significant radiological contamination 
hazard for either surface water or 
groundwater users. 

Because the doses estimated by the 
staff are so small, even though made 
with conservative assumptions, the staff 
also judges that the proposed disposal 
would be acceptable if the 
concentrations of licensed material in 
the sludge were as much as ten times 
higher. In application of the principle of 
keeping radiation exposures as low as 
reasonably achievable, the staff, as 
noted above, would condition approval 
such that the concentration of Co-60 in 
sludge to be landspread would be 
limited to 0.5 pCi/cm* or less. 

Based on review and evaluation of the 
proposed disposal, the staff concludes 
that: 

(1) The radiation risks to workers 
involved in the disposal would be small 
compared to the routine occupational 
exposures at the McGuire Nuclear 
Station. 

(2) The possible radiation risks to 
members of the general public as a 
result of such disposal would be well 
below regulatory limits and small in 
comparison to the doses they receive 
each year from natural background 
radiation. 

The staff further notes that at such 
very low levels of radioactivity, no 
change in decommissioning aspects of 
the facility and only insignificant 
changes in the handling or transport of 
radioactive material (sludge) would be 
associated with this proposed action. 
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C. Non^radiological Impacts 

Because of the characteristics of tfai 
disposal location selected and the 
controls imposed by the permit from the 
State of North Carolina, no impact 
would be expected on utilized supplies 
of groundwater or surface waters. 

Because of the water-retaining 
characteristics of the material to be 
spread impacts associated with 
inhalation of windblown material (diiat) 
will be minimal. The chance of exposure 
of members of the public to any 
inhalation effect is further reduced by 
the licensee's control of access to the 
site. 

D. Land Use Impacts 

The proposed landfarming site is 
located northwest of the McGuire 
conventional treatment system outside 
the security fence but within the 
company controlled area. It is about 
1700 feet due west of the Unit 1 turbine 
building. The entry to the area is 
controlled by fencing and is accessible 
only from the station site. The proposed 
disposal site is approximately 600 feet 
long and 450 feet wide, and is used for 
deposition of soil removed during 
construction activities at McGuire 
Nuclear Station. 

The proposal by the licensee is to 
landfarm not more than one acre per 
year with sludge. After the shidge has 
been incorporated into the underlying 
six inches of soil, the disturbed site will 
be covered with topsoil as needed to 
support vegetation and a suitable year- 
round vegetative cover will be 
established and maintained. This 
process will continue periodically until 
the remaining available disposal site 
area has been depleted. Upon 
retirement, the disposal site will be 
covered with topsoil, if needed to 
support vegetation, and grassed. 

The staff finds that the changes in 
land usage from disposal of excess soil 
material during contruction at the site to 
use as a landfarming site for disposal of 
very low level radioactivity waste, as 
proposed by the licensee, would not 
significantly alter the character or 
appearance of the temporarily disturbed 
disposal site. 

Alternatives to the Proposed Action: 
An alternative to landfarming would be 
landfilling. Because the sludge is slow to 
dry, it is unsuitable for landfilling, where 
the waste must be covered with soil the 
same day it is deposited. It is preferable 
to landspread the sludge at a suitable 
site and incorporate it into the soil after 
it has dried. 


The "no action" alternative is 
essentially the same as that associated 
with deni^ of the licensee's request for 
approval; namely that other, more costly 
alternatives for disposal of the sludge 
would be necessary to support 
continued plant operation. The licensee 
estimates iat this sludge (10.000 ft ®), if 
packaged and disposed of as radioactive 
waste, would cost approximately 
$750,000 without solidification, and 
would cost more than $1,140,000 if 
solidification were required depending 
on radioactive waste packaging and 
waste form requirements. The actual 
burial space would be more than 12,000 
ft ^ in the licensed radioactive waste 
burial site. Considering the generation 
rate of this type of waste (8,500 to 13,500 
ft ^ per 3 rear), the total cost saving using 
the proposed landfanning procedure 
could range from $620,000 to $1,500,000 
per year with a burial site space saving 
of 10,000 to 15,000 cubic feet per year. 

The "no action" alternative also 
entails increased risks during 
transportation associated with off-site 
shipments, whereas transport for the 
proposed,action is for short distances 
entirely within controlled access areas. 

Alternative Use of Resources: The 
principal action involving use of 
resources not previously considered in 
connection with the F’mal Environmental 
Statement for Operation of McGuire 
Nuclear Station. Units 1 and 2, or its 
Addendum, is a minor change in land 
use associated with operating support of 
the facility. As noted above, this change 
in land usage is insignificant As further 
noted above, the change also involves a 
minor addition to the operational 
radiological monitoring and 
recordkeeping program during plant 
operation. 

Agencies and Persons Consulted: The 
staff reviewed the licensee's request and 
has not consulted other agencies or 
persons. 

Finding of No Significant Impact The 
Commission has determined not to 
prepare an environmental impact 
statement for the proposed action. 

Based upon this environmental 
assessment, we conclude that the 
proposed action will not have a 
significant effect on the quality of the 
human environment. 

For further details with respect to this 
action, see the request for approval 
dated June 18.1984, with its July 18, 

1984, supplement, which is available for 
public inspection at the Commission's 
Public Document Room. 1717 H Street, 
NW., Washington. D.C. and at the 


Atkins Library, University of North 
Carolina, Ch^lotte (UNCC Station). 
North Carolina 28242. 

Dated at Bethesda. Maryland, this 23rd day 
of October 1964. 

For the Nuclear Regulatory Cosmiisaion 
Thomas M. Novak. 

Assistant Director for Licensing, Division of 
Licensing, Office of Nuclear Reactor 
Regulation. 

(FR Doc Fikd MI-2S-MC *45 OBj 

BtUJHQ COO£ 79aS-ei-4l 


Supplement No. t» Programmatic 
Environmentaf Impact Statement 
(PEIS) Related to Decontamination and 
Disposal of Radioactive Wastes 
Resulting From March 28,1979 
Accident, Three Mile Island Nuclear 
Station, Unit 2 Final Report; Notice of 
Availability 

The Nuclear Regulatory Commission 
has published its final report 
Supplement 1, Programmatic 
Environmental Impact Statement (PEIS) 
related to decontamination and disposal 
of radioactive wastes resulting from 
March 28.1979 accident. Three Mile 
Island Nuclear Station, Unit 2 {NUREG- 
0683). The supplement to the PEIS re¬ 
evaluates the estimation of occupational 
radiation dose during the cleanup and 
the associated potential health effects 
on the cleanup workers. 

Copies of the supplement are being 
placed in NRC’s P^Hc Document Room, 
1717 H Street, NW, Washington. DC, 
and in the NRC TMI Program Office. 100 
Brown Street, Middletown, PA, for 
review by interested persons. Copies of 
the report may be purchased from the 
Sales Agent Division of Technical 
Information and Document Control, 
Office of Administration, U.S. Nuclear 
Regulatory Commission, Washingtoa 
DC 20555, for $6.(X) each. Your check or 
money order should be made payable to 
Superintendent of Documents. GPO 
deposit account holders may charge 
orders by calling (301) 492-9530. Copies 
will also be available at the National 
Technical Information Service. 
Springfield, Virginia 22161. 

Dated at Washington. DC this 23 day of 
October, 1964. 

For the Nudear Regulatory Commission. 
Bernard ). Snyder, 

Program Director, Three Mile Island Program 

Office, Office of Nuclear Reactor Reguladon. 
|FR Dog. 84-28325 RM lO-ZS-M: 8:45 am} 

BILLIMQ CODE 7S90-01-M 
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OFFICE OF THE UNITED STATES 
TRADE REPRESENTATIVE 

Request for Public Comments: Certain 
Amorphous Metal Articles and 
Amorphous Metal Alloys 


On October 16.1984. the United States 
International Trade Commission 
referred to the President for review its 
determination that there is a violation of 
section 337 of the Tariff Act of 1930 (19 
U.S.C. 1337) in the importation into the 
United States, and in the sale, of certain 
amorphouS'Oietal articles produced by a 
process that if practiced in the United 
States, would infringe a United States 
patent. The Commission found that the 
importations m question have the 
tendency to injure substantially an 
efficiendy and economically operated 
United States industry. The Commission 
directed the U.S. Customs Service to 
exclude from entry into the United 
States amorphous metal articles 
manufacture abroad in accordance 
with the process claimed by the patent. 

Under section 337(g). the President, for 
policy reasons, may disapprove the 
Commission's determination within 
sixty days following receipt of the 
determination and record. If 
disapproved by the President, the 
determination, and any order issued 
under its authority, would be without 
force or effect. The President also may 
approve the determination, making it. 
and any order issued under its authority, 
final on the date the Commission 
receives notice. The determination and 
related orders become final 


automatically following the sixty day 
review period, if the President has not 
disapproved. 

Interested parties may submit 
comments concerning foreign or 
domestic policy issues that should be 
cwsidered by the President in making 
nis decision regarding this case. Parties 
commenting on domestic policy Issues 
should refer to the portion of the 
Commission's record related to that 


issue. Parties should provide a rationale 
if the domestic policy issue was not 
raised before the Commission. 

Comments may not exceed 15 letter¬ 
sized pages, including attachments. 
Twenty copies of the submission must 
w provided. Comments must be 
clivered by the close of business, 

^day. November 16.1984, to the 
^tary. Trade Policy Staff Committee. 
®^7th Street, NW.. Washington, D.C. 

For further information, caU 
Warren Maruyama (202) 395-6800. 
^f®derick L Montgomery. 

^Qirman, Trade Policy Staff Committee. 

Oot M-28286 Filed 10-25^; 8:45 am) 

CODE 


IRel. No. 14208; 812-5897] 

Creditanstalt Bankverein and 
Creditanstalt Finance, Inc.; Filing of 
Application for an Order Pursuant to 
Section 6(c) of the Act Exempting 
Applicants From All Provisions of the 
Act 

October 22,1984. 

Notice is hereby given that 
Creditanstalt-Bankverein (the “Bank”) 
and Creditanstalt Finance Inc. (the 
“Issuer”) (the Bank and the Issuer 
hereinafter collectively referred to as 
“Applicants”) Michael Gruson, Esq., 
Shearman & Sterling, Citicorp Center. 
153 East 53rd Street New York, New 
York 10022, filed an application on July 
12,1964, for an order of the Commission 
pursuant to Section 6(c) of the 
Investment Company Act of 1940 
(“act”), exempting Applicants from all 
provisions of the Act All interested 
persons are referred to the application 
on file with the Commission for a 
statement of the representations 
contained therein, which are 
summarized below, and to the Act for 
the text of the applicable provisions. 

According to the application, the 
Issuer was incorporated in Delaware in 
1984, as a subsidiary of the Bank for the 
purpose of issuing and selling the 
Issuer's short-term commercial paper 
notes (the “Notes”) and lending to or 
depositing with the Bank, for use in the 
Bank’s current lending operations, the 
proceeds from the sale of the Notes. All 
of the authorized, issued and 
outstanding shares of capital stock of 
the Issuer are and will be owned by the 
Bank. Applicants state that the Bank is 
the largest commercial bank in Austria 
and that the Republic of Austria owns 
the majority of the issued and 
outstanding shares of the Bank. 
Applicants state that at December 31, 
1983, deposits (including demand, time 
and savings deposits) totaled 
approximately 81.6% of the Bank's total 
liabilities (including capital) of 
approximately $15.55 billion, while 
debentures outstanding totalled 
approximately 14.7% of such liabilities. 
Applicants state that at December 31, 
1983, the aggregate amount of loans 
extended by the Bank, and deposits with 
banks, constituted approximately 84.3% 
of the Bank's total assets and of this 
amount 23.8% represented deposits with 
banks. Applicants state that for the year 
ended December 31,1983, the Bank's 
total revenues were $1,291 billion and 
that of this amouunt $1,093 billion, or 
84.7%, represented revenues from loans, 
including loans to. and deposits with, 
banks. 

Applicants represent that the Bank is 


subject to extensive regulation in 
Austria that is comparable in many 
respects to the supervision of United 
States banks. Applicants assert that, by 
maintaining a Federal branch in the 
United States (which is subject to 
regulation by the Comptroller of the 
Currency under the International 
Banking Act of 1978). the Bank is 
supervised by the Board of Governors of 
the Federal Reserve System under the 
Bank Holding Company Act of 1956. 

According to the application, it is 
proposed that the Issuer will offer, issue 
and sell in the United States the Notes 
in bearer form and denominated ii> 
United States dollars. Applicants 
represent that the Notes will be 
unconditionally guaranteed by the Bank. 
Applicants stale that the terms of such 
loans and deposits will be substantially 
similar to those of the Notes and will 
allow the Issuer to make timely payment 
on the Notes. Applicants state that it is 
intended that the Notes will be sold 
without registration under Section 5 of 
the Securities Act of 1933 (the 
"Securities Act”), in reliance upon an 
opinion of United States counsel that the 
offering will qualify for the exemption 
from the registration requirements of the 
Securities Act provided by Section 
3(a)(3) thereof. Applicants do not 
request Commission review or approval 
of such opinion, and the Commission 
expresses no opinion as to the 
availability of any such exemption. 

Applicants represent that the 
presently proposed issue of Notes and 
any future issue of debt securities 
offered for sale in the United States by 
the Bank or the Issuer will be 
conditioned upon the receipt, prior to 
issuance, of one of the three highest 
investment grade ratings from at least 
one of the nationally recognized 
statistical rating organizations. 
Applicants state that their United States 
counsel will certify that such a rating 
has been received. 

Applicants state that the Notes will be 
sold through one or more United States 
commercial paper dealers to 
institutional investors and other entities 
and individuals in the United States 
who normally purchase commercial 
paper. Applicants undertake to insure 
that the Notes will not be advertised or 
otherwise offered for sale to the general 
public. Applicants represent that the 
purpose in making the proposed offering 
of the Notes is to provide an additional 
source of supply of United States dollars 
for the Bank to supplement dollars 
currently obtained by it in the 
Eurodollar market. 

Applicants undertake to insure that 
each offeree who has indicated an 
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interest in the Notes will receive, prior 
to any sale of Notes to such offeree, a 
memorandum that describes the 
business of the Issuer and the Bank and 
provides the Bank’s most recent publicly 
available annual financial statement 
audited in accordance with Austrian 
accounting principles. Applicants 
represent such memorandum will 
describe the material differences 
between Austrian accounting principles 
applicable to Austrian banks and 
“generally accepted accounting 
principles” applicable to United States 
commercial banks. Applicants further 
represent such memorandum will be at 
least as comprehensive as those 
customarily used in commercial paper 
offerings in the United States and will 
be updated periodically to reflect 
material changes in the Bank’s business 
and financial condition. Applicants 
consent to any order granting the relief 
requested in the application being 
expressly conditioned upon Applicants 
compliance with the foregoing 
undertaking. 

Applicants state that the Notes will 
rank pari passu among themselves and 
equally with all other unsecured and 
unsubordinated indebtedness of the 
Issuer, and ahead of its share capital. 
The guarantee of the Bank will rank port 
passu with all other unsecured and 
unsubordinated indebtedness of the 
Bank. 

Applicants state that they will appoint 
an issuing agent as authorized agent to 
issue the Notes from time to time. 
Applicants will expressly accept the 
jurisdiction of any state or federal court 
in the Borough of Manhattan in the City 
and State of New York in respect of any 
action based on the Notes or arising out 
of the offering and sale of the Notes, or 
any action based on or arising out of the 
guarantee of the Bank, instituted in any 
state or federal court by the holder of 
any Notes. In that connection. 
Applicants will appoint Creditanstalt- 
Bankverein, New York Branch, as agent 
to accept any process which may be 
ser\'ed in any such action. Such 
appointment of an authorized agent to 
accept service of process and such 
consent to jurisdiction will be 
irrevocable until all amounts due and to 
become due with respect to the Notes 
have been paid. Applicants will also be 
subject to suit in any other court in the 
United States which would have 
jurisdiction because of the manner of 
the offering of the Notes or otherwise. 
Applicants state no such submission to 
jurisdiction or appointment of agent for 


service of process will affect the right to 
any holder of a Note to bring suit in any 
court which shall have jurisdiction over 
Applicants by virtue of the offer and 
sale of the Notes, the guarantee of the 
Bank or otherwise. 

According to the application, either 
Applicant may, from time to time, offer 
other debt securities for sale in thfe 
United States. Applicants represent any 
such debt securities issued by the Issuer 
will be unconditionally guaranteed by 
the Bank. Applicants undertake that any 
future offering of debt securities in the 
United States will be made only 
pursuant to a registration statement 
under the Securities Act or pursuant to 
an applicable exemption from 
registration under the Securities Act. 
Applicants further undertake that any 
such offering will be done on the basis 
of disclosure documents that are at least 
as comprehensive in their description of 
the Applicants and their respective 
businesses and financial statements as 
the disclosure memorandum referred to 
above in the case of the commercial 
paper notes, but in no event will such 
future disclosure documents be less 
comprehensive than is customary for 
United States offerings of similar debt 
securities. Applicants further undertake 
to update promptly any such documents 
to reflect material changes in their 
financial conditions, respectively. 
Applicants consent to any order 
granting the relief requested in the 
application being expressly conditioned 
upon Applicants’ compliance with the 
foregoing undertaking. 

In addition. Applicants undertake, in 
connection with any future offering of 
debt securities in the United States by 
Applicants, or either of them, to appoint 
Creditanstalt-Bankverein. New York 
Branch, to accept any process which 
may be served in any action based on 
such securities and instituted in any 
state or federal court by any holder of 
any such security. Applicants further 
undertake that they will expressly 
accept the jurisdiction of any state or 
federal court in the Borough of 
Manhattan in the City and State of New 
York in respect of any such action. Such 
appointment of Creditanstalt- 
Bankverein, New York Branch, to accept 
service of process and such consent to 
jurisdiction will be irrevocable so long 
as such securities remain outstanding 
and until all amounts due and to become 
due in repsect of such securities have 
been paid. Applicants will also be 
subject to suit in any other court in the 
United States which would have 


jurisdiction because of the manner of 
the offering of such securities or 
otherwise. 

Notice is further given that any 
interested person wishing to request a 
hearing on the application may, not later 
than November 16.1984, at 5:30 p.m., do 
so by submitting a written request 
setting forth the nature of his interest, 
the reasons for his request, and the 
specific issues, if any, of fact or law that 
are disputed, to the Secretary, Securities 
and Exchange Commission, Washington. 
D.C. 20549. A copy of the request should 
be served personally or by mail upon 
Applicants at the address stated above. 
Proof of service (by affidavit or. in the 
case of an attomey-at-law, by 
certificate) shall be filed with the 
request After said date an order 
disposing of the application will be 
issued unless the Commission orders a 
hearing upon request or upon it own 
motion. 

For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

Shirley E. Hollis. 

Acting Secretary, 

(FR Dot S4-28352 FUed 10-25-e4: 8:45 am] 

BtLU WQ C006 _ 

(File No. SR-«>SDTC-84-»; Rel. No. 214211 

Order Approving a Proposed Rule 
Change of Pacific Securities 
Depository Trust Co. 

October 22.1984. 

On August 13.1984. the Pacific 
Securities Depository Trust Company 
(“PSDTC”) filed with the Securities and 
Exchange Commission a proposed rule 
change under Section 19(b)(1) of the 
Securities Exchange Act of 1934 (the 
“Act”). 15 U.S.C. S 78s(b)(l). The 
Commission published notice of the 
proposal to solicit comment.* No 
comment was received. This Order 
approves the proposal. 

The proposal establishes PSDTC as a 
“qualified registered securities 
depository” for purposes of Securities 
Exchange Act Rule 17Ad-14,17 C.F.R. 

§ 240.17Ad-14. Rule 17Ad-14 requires a 
registered transfer agent to open special 
accounts with qualified registered 
securities depositories when acting as a 
tender agent or exchange agent in 
connection with tender or exchange 
offers for depository eligible securities. 
Currently, the only qualified registered 
securities depositories are Depository 


* Securities Exchange Act Release No. 21271 
(August 28,19B4), 49 FR 34995 (September 4.1984). 
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Trust Company (“DTC”) and Midwest 
Securities Trust Company (**MSTC”). 

The proposal includes PSDTC 
procedures governing the special 
transfer agent accounts, particularly the 
processing of movements to and from 
the accounts to reflect tenders and 
withdrawals. More specifically, Uie 
proposal establishes PSDTC procedures 
for opening the special accounts, tender 
of shares by participants, withdrawals 
from tendered positions, delivery of 
physical certificates, and payment for 
tendered shares. 

I. Description 

Under the proposal, a tender or 
exchange agent (the “agenr) must 
contact PSDTC as soon as a tender or 
exchange offer is announced and must 
enter into a Letter of Agreement with 
PSDTC making PSDTC procedures 
binding on the agent. The special 
account must be established within two 
business days after commencement of 
the tender or exchange offer. 

From commencement of an offer 
through the day before the offer’s 
expiration or proration date, 
participants may tender their share 
positions by submitting letters of 
authorization to PSDTC. Each day, for 
all letters of authorization submitted by 
3:00 p.m. Pacific time, PSDTC will make 
book-entry movements of shares from 
each tendering participant’s account to a 
single PSDTC internal account,* * After 
that time, PSDTC will make a single 
book-entry movement to transfer those 
shares from the internal account to the 
agent’s account. By 8:00 a.m. Pacific time 
each day, PSDTC will release to the 
agent a position report reflecting the 
prior day’s activity and a grand total of 
all tendered shares since the beginning 
of the offer. Also, PSDTC will send a 
weekly letter of transmittal to the agent 
indicating all shares tendered that week, 
unless the agent requires letters of 
transmittal more frequently.* 

The proposal also enables 
participants to tender shares indirectly 
to the agent by sending the agent a letter 
of transmittal guaranteeing later 
delivery through PSDTC. Participants 
iben ’‘cover” such letters by sending a 
copy to PSDTC along with a letter of 
authorization. PSDTC then will make 
book-entry movement of the shares in 
ihe same manner as shares tendered 

• ^®*^*^P*^*’* PSDTC position in that issut it 

J*wucienl to cov«r fobmitted tender instmcUons. 

instruclioni will be refected. 

*PSDTC will not collect any solicitation fees 
Pjyable to eli^hle participants. Rather. PSDTC will 
•oantify eligible participants and %vill forward 
•Ppfopriatc docummtation of those claims to the 
el the same Uroe letters of transmittal are « 
^arded to the agent. The agent must pay eligible 
l>«rticipanu directly. 


through PSDTC. /.a, first into the 
internal PSDTC account and then into 
the agent’s account. The daily position 
reports to agents will indicate which 
letters of transmittal are covered by the 
prior day’s movements. 

Participants also may withdraw 
shares previously tendered by 
submitting withdrawal instructions to 
PSDTC. The proposal provides that 
withdrawal instructions must be 
submitted ’’timely.”^ PSDTC will submit 
corresponding instructions to the agent 
the day after receiving the instructions, 
together with the daily position report. 
Upon confirmation of the instructions by 
the agent, which should be made by 
noon the same day, PSDTC will return 
withdrawn shares to participants* 
accounts by book-entry movement. 
These movements will be reflected the 
next day on the agent's position report. 

PSDTC generally will make physical 
delivery of tendered shares to the agent 
two business days after the expiration 
of the. offer or any protection period. 
These time frames, however, can be 
adjusted by agreement of PSDTC and 
the agent The agent immediately must 
confirm to PSDTC the total number of 
shares delivered and verify that all 
shares are in good deliverable form. 

Finally, the proposal provides that 
agents must inform PSDTC as soon as a 
date for release of payment to tendering 
participants is determined. Agents also 
must provide the proration date for 
acceptance of shares, if applicable. 

II. PSDTC’s Rationale 

PSDTC believes that the proposal is 
consistent with the Act and, in 
particular, Section 17A of the Act and 
Rule 17Ad-14 under the Act. PSDTC 
believes that its proposal provides an 
efficient method of handling tender and 
exchange offers by centralized book- 
entry movement of tendered shares. In 
addition, PSDTC believes that the 
establishment of depository accounts at 
PSDTC by tender and exchange agents 
furthers the prompt and accurate 
clearance and settlement of securities 
transactions while safeguarding funds 
and securities in PSDTC’s custody or 
control. Finally, PSDTC believes that 
because its proposal is sufficiently 
similar to already approved programs at 
DTC and MSTC, agents will not be 
burdened in dealing with multiple 
depositories during tender or exchange 
offers. 

III. Discussion 

For the following reasons, the 
Commission believes that PSDTC’s 


^Deadlines for withdrawal instructions will be set 
by PSDTC according to the terms of the offer. 


proposal should be approved. First, the 
Commission believes that the proposal 
will not adversely affect PSDTC’s ability 
to safeguard securities and funds. 

PSDTC has submitted to the 
Commission detailed internal 
procedures governing processing under 
the proposal. PSDTC ^so submitted 
these procedures, together with the 
proposed rule change, to the Board of 
Governors of the Federal Reserve 
System (“BOG”), PSDTC’s “appropriate 
regulatory agency” under the Act.® After 
consulting with BOG staff, the 
Commission believes that the proposal, 
including the procedures, are consistent 
with PSDTC’s statutory duty to 
safeguard securities and funds. 

Second, the Commission believes that 
PSDTC’s proposal will promote prompt 
and accurate clearance and settlement 
of securities transactions.® Tender offer 
processing can occur with substantial 
efficiency and cost savings within a 
centralized, automated, book-entry 
environment. Use of automated facilities 
substantially reduces certificate control 
problems otherwise experienced by a 
depository and the securities industry as 
a whole v^en processing must occur by 
means of physical certificate delivery. In 
addition, when depository services for 
the subject company’s securities can 
continue uninterrupted throughout a 
tender or exchange offer, customer-side 
and steet-side settlement of secondary 
market trades in these securities can 
occur quickly* and efficiently. The 
proposal is designed to meet these goals. 

Third, the Commission is satisfied that 
the proposal’s procedures are 
substantially identical to tender and 
exchange offer procedures at DTC and 
MSTC, and other qualified registered 
securities depositories under Rule 17Ad- 
14. The primary differences in PSDTC’s 
program concern the timing of inputs 
and reports, and most of these 
differences are due to the time 
differences and distances between 
California, Chicago and New York. For 
example, MSTC participants may tender 
shares to MSTC until 10:30 a.m. Central 
time on the expiration date or proration 
date of the offer for same-day delivery 
to the agent’s account. A report will be 
issued at 4:00 p.m. Central time 
reflecting these tenders. PSDTC 
participants may tender shares until 3:00 
p.m. Pacific time on the day before 
either expiration of the offer or the 


• See Section 3(a)(34)(B) of the Act 

* For • detailed discussion of how tender and 
exchange agent programs promote the prompt and 
accurate clearance and setdement of securities 

transactions, see Securitiei Exchange Act Release 
No. 20581 (January 19,1984), 49 FR 3064 (January 25, 
1984). adopting Rule 17Ad-14. 
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proration date for same-day delivery to 
the agent’s account, and a report 
reflecting these transfers will be issued 
by 8:00 a.m. Pacific time the next day. 
The Commission believes that these 
time differences are necessary for timely 
depository reports to agents, particularly 
reports of Participant tenders and 
withdrawals.’ In any event, the proposal 
provides sufficient flexibility to meet 
special needs of agents. For example, 
PSDTC will supplement weekly letters 
of transmittal to agents with more 
frequent letters upon request of the 
agent. Also, daily position reports to 
agents can be hand delivered, sent by 
facsimile transmission, or sent via 
overnight courier, depending on the 
location and needs of an agent. This 
flexibility, in the Commission’s view, 
blunts the impact of procedural 
differences among the several tender 
and exchange agent programs. 

In summary, the Commission believes 
that PSDTC has designed an efficient 
automated tender and exchange offer 
processing program that will function 
harmoniously with MSTC’s and DTC’s 
programs. By establishing PSDTC as the 
third qualified registered securities 
depository under Securities Exchange 
Act Rule 17Ad-14, the proposal 
substantially completes a nationwide 
automated tender and exchange offer 
processing system.® 

IV. Conclusion 

On the basis of the foregoing, the 
Commission finds the proposed rule 
change consistent with the Act and, 
more specifically. Section 17A of the Act 
and Securities Exchange Act Rule 17Ad- 
14. 

Accordingly, it is therefore ordered, 
pursuant to Section 19(b)(2) of the Act. 
that the proposed rule change (SR- 
PSDTC-84-^) be. and it hereby is. 
approved. 

For the Commission, by the Division of 
Market Regulation pursuant to delegated 
authority. 

Shirley E. Hollis, 

Acting Secretary. 

|FK Doc. B4-28353 FUed 8:45 am) 

BILUNO CODE tOIO-OI-M 

^ There are additional differences that the 
Commission believes are insignificant. For example. 
PSDTC and MSTC allow withdrawal of previously 
tendered shares by submitting withdrawal 
instructions to the depository: DTC requires 
withdrawal instructions to be submitt^ directly to 
the agent. PSDTC and DTC do not collect 
solicitation fees from agents on behalf of 
participants; MSTC collects these fees. 

* Philadelphia Depository Trust Company also 
plans to file a proposed rule change with the 
Commission to become a qualified registered 
securities depository under Rule 17Ad-14. 


TrhComp Sensors, Inc.; Order of 
Trading Suspension 

October 23.1984. 

It appears to the Securities and 
Exchange Commission that there is a 
lack of current and accurate information 
relating to the securities of Tri-Comp 
Sensors. Inc. (”Tri-Comp”) and that 
questions have been raised about the 
adequacy and accuracy of publicly- 
disseminated information concerning 
the uses of the proceeds of Tri-Comp’s 
initial public offering of securities. Tri- 
Comp’s financial condition, transactions 
between Tri-Comp and other companies, 
potential mergers between Tri-Comp 
and other companies, the involvement of 
certain Tri-Comp executives in 
companies with which Tri-Comp has 
engaged in material transactions, and 
other matters, and the Commission is of 
the opinon that the public interest and 
the protection of investors require a 
summary suspension of trading in the 
securities of Tri-Comp. 

Therefore, it is ordered, pursuant to 
Section 12(k) of the Securities Exchange 
Act of 1934, that over-the-counter 
trading in the securities of Tri-Comp 
Sensors. Inc. is suspended, for the 
period from 2:00 P.M. (EDT) on October 
23.1984, and terminating at midnight 
(EST) on November 1.1984. 

By the Commission. 

Shirley E. Hollis, 

Acting Secretary. 

(FR Doc 64-28351 Filed 10-25-S4:8:45 am) 

BILUNQ CODE 8010-01-11 


SMALL BUSINESS ADMINISTRATION 

I Designation of Disaster Loan Area No. 
6210) 

Designation of Disaster Loan Area; 
California 

Humboldt and Mendocino Counties in 
the State of California constitute a 
disaster area pursuant to Pub. L. 98-473 
because of El Nino related ocean 
conditions in the Pacific Ocean 
beginning December 1982. Eligible small 
businesses involved in the fishing 
industry, without credit elsewhere and 
small agricultural cooperatives involved 
in the fishing industry, without credit 
elsewhere may file applications for 
economic injury assistance until the 
close of business on July 22.1985, at the 
address listed below: 

Disaster Area 4 Office. Small Business 
Administration. 77 Cadillac Drive, 
Suite 158, Sacramento. California 
95825 


or other locally announced locations. 
The interest rate for eligible small 
business applicants without credit 
elsewhere is 4% and 10.5% for eligible 
small agricultural cooperatives without 
credit elsewhere. Eligible small 
businesses involved in the fishing 
industry are defined by Pub. L. 98-473 as 
”* * * • any trade or business involved in 
(i) the catching, taking, or harvesting of 
fish (whether or not sold on a 
commercial basis), (ii) any operation at 
sea or on land, in preparation for, or 
substantially dependent upon, the 
catching, taking, or harvesting of fish, 
and (iii) the processing or canning of fish 
(including storage, refrigeration, and 
transportation of fish before processing 
or canning) * * 

Dated: October 22.1984. 

Irene Castillo, 

Acting Administrator. 

[FR Doc 84-28333 Filed 10-25-84:8:45 am] 

BILUKO CODE 8025-01-M 


[Designation of Disaster Loan Area No. 
6223) 

Designation of Disaster Loan Area; 
Oregon 

Douglas, Lane. Curry, Lincoln. 
Clatsop. Tillamook, and Coos Counties 
in the State of Oregon constitute a 
disaster area pursuant to Pub. L. 98-473 
because of El Nino related ocean 
conditions in the Pacific Ocean 
beginning December 1982. Eligible small 
businesses involved in the fishing 
industry, without credit elsewhere and 
small agricultural cooperatives involved 
in the fishing industry, without credit 
elsewhere may file applications for 
economic injury assistance until the 
close of business on July 22.1985, at the 
address listed below; 

Disaster Area 4 Office, Small Business 

Administration. 77 Cadillac Drive, 

Suite 158, Sacramento. California 

95825 

or other locally announced locations. 
iTie interest rate for eligible small 
business applicants without credit 
elsewhere is 4% and 10.5% fer eli^ble 
small agricultural cooperatives without 
credit elsewhere. Eligible small 
businesses involved in the fishing 
industry are defined by Pub. L. 98-473 as 
“* * • any trade or business involved in 
(i) the catching, taking, or harvesting of 
fish (whether or not sold on a 
commercial basis), (ii) any operation at 
sea or on land, in preparation for, or 
substantially dependent upon, the 
catching, taking, or harvesting of fish. 
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and (iii) the processing or canning of fish 
(including storage, refrigeration, and 
transportation of fish before processing 
orcanning)* * 

Dated: October 22,1984. 

(Catalog of Federal Domestic Assistance 
Program Nos. 59002 and 59008) 

Irene Castillo, 

Acting Administrator. 

|FR Doc. 84-28335 Filed 10-2S-84; 8 45 Hm] 

SltUNG COOe 8025-01-M 


Hawaii; Region IX Advisory Council; 
Public Meeting 

The Small Business Administration 
Region IX Advisory Council, located in 
the geographical area of Honolulu. 
Hawaii, will hold a public meeing at 9:00 
a,m. on Wednesday, November 28,1984, 
at the Prince Kuhio Federal Building, 300 
Ala Moana Boulevard, Room C-270 (2nd 
Floor). Honolulu, Hawaii, to discuss 
such matters as may be presented by 
members, staff of the Small Business 
Administration, or others present. 

For further information, write or call 
David K. Nakagawa, District Director, 

LI.S. Small Business Administration. 300 
Ala Moana Boulevard. Room 2213, 
Honolulu. Hawaii 96850. (808^,546-6950. . 
lean M. Nowak, 

Director, Office of Advisory Councils 
October 22. 1984. 

P Ooc 84-28331 Filed 10-2^: 8:45 btiiI 
ruing COOE S02S-01-M 


Tennessee; Region IV Advisory 
Council; Public Meeting 

The Small Business Administration 
Region IV Advisory Council, located in 
the geographical area of Nashville, 
Tennessee, will hold a public meeting at 
9:00 a.m. oh Wednesday. October 31. 
1984. at the Board Room of Third 
National Bank. 201 Fourth Avenue 
North, Nashville, Tennessee. 37244, to 
discuss such matters as may be 
presented by members, staff of the 
Small Business Administration, or 
others present. 

For further information, write or call 
Robert M. Hartman, District Director. 

D.S. Small Business Administration, 

Suite 1012 Parkway Towers, 404 ]ames 
Robertson Parkway. Nashville. 

Tennessee 37219. Telephone (615) 251- 
5850. 

kan M. Nowak, 

Erector, Office of Advisory Counci is. 

October 22 . 1984. 

P^Doc M-28332 Filed 10-25-84; 8:45 «m) 

*UlNG CODE 8025-01-M 


(Designation of Disaster Loan Area No. 
6224] 

Designation of Disaster Loan Area; 

^ Washington 

Benton, Chelan. Clallam, Clark, 
Colwitz, Ferry, Franklin, Grant, Grays 
Harbor. Island, Jefferson, King. Kitsap, 
Lewis. Mason, Okanogan, Pacific. 

Pierce, San Juan, Skagit, Skamania. 
Snohomish. Spokane. Thurston, 
Wahkiakum, Whatcom, Whitman, and 
Yakima Counties in the Slate of 
Washington constitute a disaster area 
pursuant to Pub. L. 98-473 because of El 
Nino related ocean conditions in the 
Pacific Ocean beginning December 1982. 
Eligible small businesses involved in the 
fishing industry, without credit 
elsewhere and small agricultural 
cooperatives involved in the fishing 
industry, without credit elsewhere may 
file applications for economic injury 
assistance until the close of business on 
July 22,1985, at the address listed 
below: 

Disaster Area 4 Office. Small Business 
Administration. 77 Cadillac Drive. 
Suite 158, Sacramento. California 
95825 

or other locally announced locations. 
The interest rate for eligible small 
business applicants without credit 
elsewhere is 4% and 10.5% for eligible 
small agricultural cooperatives without 
credit elsewhere. Eligible small 
businesses involved in the fishing 
industry are defined by Pub. L. 9^-473 as 
** . . . any trade or business involved in 
(i) the catching, taking, or harvesting of 
fish (whether or not sold on a 
commercial basis), (ii) any operation at 
sea or on land, in preparation for, or 
substantially dependent upon, the 
catching, taking, or harvesting of fish, 
and (iii) the processing or canning of fish 
(including storage, refrigeration, and 
transportation of fish before processing 
or canning). , . 

Dated: October 22.1984. 

(Catalog of Federal Domestic Assistance 
Program Nos. 59002 and 59008) 

Irene Castillo. 

Acting Administration. 

|FR Doc. 84-28334 Filed 10-25-84: 8:45 am) 

BILUNC COOE 8025-01-M 

DEPARTMENT OF THE TREASURY 
Office of the Secretary 

Public Information Collection 
Requirements Submitted to 0MB for 
Review 

Dated: October 22,1984. 

The Department of Treasury has 


submitted the following public 
information collection requiremenl(s) to 
OMB (listed by submitting bureau(s)], 
for review and clearance under the 
Paperwork Reduction Act of 1980, Pub. 

L. 95-511. Copies of these submissions 
may be obtained by calling the Treasury 
Bureau Clearance Officer listed under 
each bureau. Comments regarding these 
information collections should be 
addressed to the OMB reviewer listed at 
the end of each bureau’s listing and to 
the Treasury Department Clearance 
Officer, Room 7225,1201 Constitution 
Avenue, N.W.. Washington, D.C. 20220. 

Internal Revenue Service 

OMB Number: 154S-0041 
Form Number: IRS Form 966 
Type of Review: Revision 
Title: Corporate Dissolution or 
Liquidation 

OMB Number: 1545-0226 
Form Number: IRS Form 6249 
Type of Review: Revision 
Title: Computation of Overpaid 
Windfall Profit Tax 
Clearance Officer Garrick Shear (202) 
566-6254. Room 5571,1111 
Constitution Avenue, NW.. 
Washington, D.C. 20224 
OMB Reviewer; Norman Frumkin, (202) 
395-6880, Office of Management and 
Budget, Room 3208 New Executive 
Office Building. Washington, D.C. 
20503 

Joseph F. Maty, 

Departmental Reports Management Office. 

(FR Doc 84-28263 Filed 10-2S-B4:8:45 am] 

BILLING COOE 4810-25-M 


Internal Revenue Service 

Art Advisory Panel; Closed Meeting 

agency: Internal Revenue Service. 
Treasury. 

action: Notice of Closed Meeting of Art 
Advisory Panel. 

summary: a closed meeting of the Art 
Advisory Panel will be held in 
Washington. D.C. 
date: The meeting will be held 
November 28.1984. 

FOR FURTHER INFORMATION CONTACT: 
Karen Carolan, CC:C:E:V. 1111 
Constitution Avenue. NW.. Room 2575. 
Washington. D.C., 20224, Telephone No. 
(202) 566-4138. (not a toll free number). 

Notice is hereby given pursuant to 
section 10(a](2] of the Federal Advisory 
Committee Act. 5 U.S.C. app. (1976), that 
a closed meeting of the Art Advisory 
Panel will be held on November 28,1984 
beginning at 9:30 a.m. in Room 3313, 
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Internal Revenue Service Building. 1111 
Constitution Avenue. NW., Washington. 
D.C. 20224. 

The agenda will consist of the review 
and evaluation of the acceptability of 
fair market value appraisals of works of 
art involved in federal income, estate, or 
gift tax returns. This will involve the 
discussion of material in individual tax 
returns made confidential by the 


provisions of section 6103 of Title 26 of 
the United States Code. 

A determination as required by 
section 10(d) of the Federal Advisory 
Committee Act has been made that 
these meetings are concerned with 
matters listed in section 552(c) (3). (4). 
(6), and (7) of Title 5 of the United States 
Code, and that the meetmg will not be 
open to the public. 


This document does not meet the 
criteria for significant regulations set 
forth in paragraph 8 of the Trea8ur>' 
Directive appearing in Uie Federal 
Register for Wednesday, November a, 
1978. (43 FR 52122.) 

James 1. Owens. 

Acting Commissioner, 

(FR Doc S4-28365 Piled 10-25-S4: 8.46 eioj 
BILUNG CODE 4S30-01-M 
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This section of the FEDERAL REGISTER 
contains notices of meetings published 
under the "Government in the Sunshine 
Act" (Pub. L 94 ^ 9 ) 5 U.S.C 552 b(e)( 3 ). 


CONTENTS 

Item 

Federal Energy Regulatory Commis¬ 


sion ... t 

Federal Reserve System. 2, 3, 4 

Postal Service... * 5 

Tennessee Valley Authority. 6 


1 

FEDERAL ENERGY REGULATORY 
COMMISSION 

“FEDERAL REGISTER” CnTATION OF 
^PfiEVIOUS announcement: 49 FR 41327. 
jOctober 22.1984. 

PREVIOUSLY ANNOUNCED TIME AND DATE 
;0F MEETING: 10:00 a.m., October 24.1984. 
CHANGE IN THE MEETING: The following 
^ locket No. has been added to the Items 
{listed below: 

\bem No., Docket No., and Company 

CP-l: RP 84 - 75 - 000 . Columbia Gas 
Transmission Company 
i Kenneth F. Plumb, 
pec/aro/y. 

[pi Doc 84-28383 Rled 10-3-84; 4:51 pmj 
SUJHO CODE 6717-Q2-M 


2 

federal reserve system 

AND date: 10:00 a.m„ Wednesday. 
October 31.1984. 

lJLAce: Marriner S. Eccles Federal 
P^erve Board Building. C Street 
France between 20th and 21st Streets 
Washington. D.C. 20551. 

Ntatus: Open. 

pAHERS TO BE CONSIDERED: 
puniniary Agenda 

[ of their routine nature, no 

discussion of the following items 
h wticipated. These matters will be voted on 
L uut discussion unless a member of the 
requests that an item be moved to the 
M:i:^sion agenda. 

1-Proposed amendment to Regulation D 
Requirements of Depository 

to index the low reserve tranche 
accounts and the reserve 
[ exemption amount for 1985. 

fern extension of Statement of 

I Toae for an Extension of Credit Secured 
Stock (FR U-1). 


Discussion Agenda 

3. Proposed policy statement concerning 
priced services surpluses and deficits. 

4. Proposals regarding the 1985 Private 
Sector Adjustment Factor. 

5. Proposals regarding Federal Reserve 
check collections services: (A) 1985 fee 
schedules and (B) publication for comment of 
price structure changes. 

6. Any items carried forward from a 
previously announced meeting. 

Note.—This meeting will be recorded for 
the benefit of those unable to attend. 
Cassettes will available for listening in the 
Board’s Freedom of Information Office, and 
copies may be ordered for $5 per cassette by 
calling (202) 452-3684 or by writing to: 
Freedom of Information Office, Board of 
Governors of the Federal Reserve System. 
Washington, D.C 20551. 

CONTACT PERSONS FOR MORE 

information: Mr. Joseph R. Coyne, 
Assistant to the Board; (202) 452-3204. 

Dated: October 23,1984. 

James McAfee, 

Associate Secretary of the Board. 

|FR Doa 64-28400 Filed 10-24-64; 8:45 am| 

BILUNQ CODE e210-01-M 


3 

federal reserve system 
(Board of Governors) 

time and date: Approximately 11:30 
a.m., Wednesday. October 31,1984, 
following a recess at the conclusion of 
the open meeting. 

FLACE: Marriner S. Eccles Federal 
Reserve Board Building, C Street 
entrance between 20th and 21st Streets. 
NW., Washington, D.C. 20551. 

STATUS: Closed. 
matters to be considered: 

1. Personnel actions (appointments, 
promotions, assignments, reassignments, and 
salary actions] involving individual Federal 
Reserve System employees. 

2. Any items carried forward from a 
previously announced meeting. 

CONTACT PERSON FOR MORE 

information: Mr. Joseph R. Coyne. 
Assistant to the Board: (202) 452-3204. 
You may call (202) 452-3207. beginning 
at approximately 5 p.m. two business 
days before this meeting, for a recorded 
announcement of bank and bank 
holding company applications scheduled 
for the meeting. 


Dated: October 23.1983. 

James McAfee, 

Associate Secretary of the Board. 

|FR Doc. 84-28410 Filed 10-24-84; 8:45 era) 
BILUNG CODE 6210-81-M 


4 

FEDERAL RESERVE SYSTEM 

Board of Governors 

FEDERAL REGISTER CITATION OF 
PREVIOUS ANNOUNCEMENr. 49 FR 40997, 
October 18.1984. 

PREVIOUSLY ANNOUNCED TIME AND DATE 
OF THE MEETING: 10:00 a.m., Wednesday, 
October 24. 1984. 

CHANGES IN THE MEETING: One of the 
items announced for inclusion at this 
meeting was consideration of any 
agenda items carried forward from a 
previous meeting; the following such 
closed item(s] was added: 

Federal Reserve Bank and Branch director 
appointments. (This item was previously 
announced for a closed meeting on October 1, 
1984.) 

CONTACT PERSON FOR MORE 
INFORMATION: Mr. Joseph R. Coyne. 
Assistant to the Board; (202) 452-3204. 

Dated: October 24,1984. 

James McAfee, 

Associate Secretary of the Board. 

(FR Doc 64-28484 Filed 10-24-84:3:51 pm) 

BILLING CODE 8210-01-M 


5 

POSTAL SERVICE 
Board of Governors 
The Board of Governors of the United 
States Postal Service, pursuant to its 
Bylaws (39 C.F.R. Section 7.5) and the 
Government in the Sunshine Act (5 
U.S.C. Section 552b), hereby gives notice 
that it intends to hold meetings at 1:00 
p.m. on Tuesday, November 13,1984, in 
Washington, D.C.. and at 8:30 a.m. on 
Wednesday, November 14.1984, in the 
Benjamin Franklin Room, U.S. Postal 
Service Headquarters. 475 L’Enfant 
Plaza, SW., Washington. D.C. As 
indicated in the following paragraph, the 
November 13 meeting is closed to public 
observation. The November 14 meeting 
is open to the public. The Board expects 
to discuss the matters stated in the 
agenda which is set forth below. 
Requests for information about the 
meetings should be addressed to the 
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Secretary of the Board, David F. Hanis, 
at(202) 245-3734. 

At its meeting on October 2,1984, the 
Board voted in accordance with the 
provisions of the Government in the 
Sunshine Act to close to public 
observation its meeting scheduled for 
November 13. (See 49 FR 39036, October 
9,1984.) The agenda items of the 
meeting to be dosed concern; (1) 
Discussion of personnel matters; (2) 
strategic planning in connection with 
possible continued collective bargaining 
negotiations involving the Postal Service 
and four labor organizations 
representing certain postal employees; 
and (3) further consideration of the 
Postal Rate Commission's September 7, 
1984, Opinion and Recommended 
Decision in Docket No. R84-1. 

Agenda 

Tuesday Session, November 13 (Closed) 

1 . Discussion of Personnel Matters. 

2 . Strategic Planning—Collective 
Bargaining. 

3. Consideration of Postal Rate 
Commission recommended decision in the 
omnibus rate case, Docket No. R84-1. 

Wednesday Session, November 14 (Open) 

1 . Minutes of the Previous Meeting, 

October 2-3.1984. 

2 . Remarks of the Postmaster General. (In 
keeping with its consistent practice, the 
Board’s agenda provides this opportunity for 
the Postmaster General to inform the 
Members of miscellaneous current 
developments concerning the Postal Service. 
Northing that requires a decision by the 
Board is brought up under this item.) 

3. Briefing on Postal Rate Commission 
Recommended Decision in Docket'No. R84-1. 
(Mr. Coughlin, Senior Assistant Postmaster 
General, will present management’s analysis 
of the Postal Rate Commission's September 7, 
1984. recommendations in the omnibus rate 
case.) 

4. Annual Report of the Postmaster 
General. (The Board will consider the Annual 
Report of the Postmaster General to the 
Board concerning the operation of the Postal 
Service, as requi^ by 39 U.SkC 2402. Upon 
arrival thereoC, or after making such changes 
as it considers appropriate, the Board is to 
transmit this record to the President and the 
Congress. Ms. Layton. Assistant Postmaster 
GeneraL Public and Employee 
Communications Department will present 
the proposed Annual Report for Fiscal Year 
1984.) 

5. Review of the Cdraprehenstve Statement. 
(Pub. L. 94-421 amended 39 U.S.C 2401(g) to 
require the Postal Service to present a 
"Comprehensive Statement** to the 
Legislative and Appropriations Committee of 
the Congress having cognizance over postal 
matters. The Comprehensive Statement is to 
describe the plans aod policies of the Postal 


Reorganization Act; postal operations 
generally and financial summaries and 
projections. Mr. |ohnstone. Assistant 
Postmaster General, Government Relations 
Department, will present the proposed 
Comprehensive Statement for tlie Board's 
approval.) 

8. Quarterly Report on Service 
Performance. (Mr. fellison. Senior Assistant 
Postmaster Gener^, Operations Croup, will 
present the quarterly summary on service 
performance.) 

7. Report on Employee and Labor 
Relations. (Mr. Morris, Senior Assista n t 
Postmaster General, Employee and Labor 
Relations Group, will present the annual 
report to the Board on developments in the 
Employee and Labor Relations area.) 

8. Report of Regional Postmaster General. 
(Mr. Morgan, Regional Postmasior General, 
Eastern Region, will report on postal 
operations in the Eastern Region.) 

9. Update on the Long Life Vehicle Plan. 
(Mr. SL Francis. Director. Office of Plert 
Management Delivery Services Department 
will present a report on the status of the long 
life delivery vehicle plan.) 

10. FY 1985 Vehicle Capital Plan. (Mr. 
Hagburg, Assistant Postmaster General. 
Delivery Services Department will present 
the FY 1985 vehicle capital plan.) 

11 . Capital Investments. 

a. Norman (OK) Training Facility; 

b. Springfield, MO General Mail Facility. 

12 . Consideration of Tentative Agenda for 
the December 3-4,1984, meeting in 
Washington, D.C. 

13. Consideration of Postal Rate 
Commission recommended decision 
approving the stipulation and agreement in 
Docket No. MC84-1, Special Fourth-Class 
Mail, Phase 1. 

David F. Harris, 

Secretary. 

|FR Doc 84-28422 Filed 10-24-84; 1:51 pm) 

BILLING COO€ 7710-12-81 


6 

TENNESSEE VALLEY AUTHORTTY 

(Meeting No. 1340) 

TIME AND date: 6^)0 p.m. (CST). 
Tuesday, October 30,1984. 

PLACE: Parkway Junior High School. 
1341 North Parkway, Jackson, 
Tennessee. 

status: Open. 

Agenda Items 

Approval of minutes of meeting held on 
October 10,1984. 

Action Items 
A—Budget and Financing 

Al. Fiscal year 1985 operating budget 
financed from power revenues. 

A2. Fiscal year 1985 operating budget 
financed from nonpower proceeds. 


A3. Fiscal year 1985 operating budget 
financed from regular appropriaiions. 

A4. Fiscal year 1985 capital budget 
financed from regular appropriations. 

B—Purchase Awards 

Bl. Proposal 38-634896—Steam generator 
160 MW atmospheric fluidized bed 
combustion demonstration plant for Shawnee 
Fossil Plant. The award of this contract 
contemplates the contractor’s participation as 
a contributor to the atmospheric fluidized bed 
combustion project. 

C—Power Items 

Cl.* Proposed refinancing of the purchase 
money and construction notes of the 
purchaser/lessor of the Office of Power 
building. 

C2. Proposed increase of amount of and 
revision in terms for limited inremiptiblc 
power available to TVA’s directly served 
customers and distributor-served industrial 
customers 

E—Real Property Transactions 

El. Sale of permanent waterline easement 
to the Hamilton County. Illinois. Water 
District, affecting approximately .04 acre of 
TVA's Eads Mine property in south cential 
Illinois—^Tract No. XICOR-7P. 

E2. Grant of permanent easement to 
Scottsboro Water Works, Sewer and Gas 
Board for construction of a sewerline, 
affecting approximately 2.75 acres of 
Guntersville Reservoir land in jackson 
County, Alabama—Tract No. CTGR-145S 
E3. Grant of permanent easement to the 
State of Tennessee. Department of 
Conservation, for public recreation purposes, 
affecting approximately 1.2 acres of Pickwick 
Dam Reservation land in Hardin County. 
Tennessee—^Tract No. XTPR-52RE. 

E4, Filing of condemnation cases. 

F—Unclassified 

Fl. Fertilizer distribution agreement 
between AraFert, Inc.. Kansas City, Missouri, 
and TVA providing for the company’s 
participation in TVA’s fertilizer industry 
demonstration program. 

F2, TVA policy code relating to electronic 
funds transfer. 

CONTACT PERSON FOR MORE 
INFORMATION: Craven H. Crowell. Jr.. 
Director of Infonnation, or a member of 
his staff can respond lo requests for 
information about this meeting. Call 
(615) 632-0000, Knoxville, Tennessee. 
Information is also available at TVA’s 
Washington Office (202) 245-0101. 

Dated: October 23,1904. 

John G. Stewart 

Manager of Corporate Administration and 
Planning. 

(FR Doc 84-28434 Rled 10-24-84: 1:51 pml 
BILUNQ CODE 6120-01-41 

‘ Item approved by ia^vidiud Boaid membrt 
This would give fon^ ratification tt> the BoaixTi 
action. 










■ Friday 

October 26, 1984 


Part II 

Department of Labor 

Employment Standards Administration, 
Wage and Hour Division 


Minimum Wages for Federal and 
Federally Assisted Construction; General 
Wage Determination Decisions, Notice 
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DEPARTMENT OF LABOR 

Employment Standards 
Administration, Wage and Hour 
Division 

Minimum Wages for Federai and 
Federaily Assisted Construction; 
General Wage Determination 
Decisions 

General wage determination decisions 
of the Secretary of Labor specify, in 
accordance with applicable law and on 
the basis of information available to the 
Department of Labor from its study of 
local wage conditions and from other 
sources, the basic hourly wage rates and 
fringe benefit payments which are 
determined to be prevailing for the 
described classes of laborers and 
mechanics employed on construction 
projects of the character and in the 
localities specified therein. 

The determinations in these decisions 
of such prevailing rates and fringe 
benefits have been made by authority of 
the Secretary of Labor pursuant to the 
provisions of the Davis-Bacon Act of 
March 3.1931. as amended (46 Stat. 

1494. as amended. 40 U.S.C. 276a) and of 
other Federal statutes referred to in 29 
CFR 5.1 (including the statutes listed at 
36 FR 306 (1970) following Secretary of 
Labor’s Order No. 24-70) containing 
provisions for the payment of wages 
which are dependent upon 
determination by the Secretary of Labor 
under the Davis-Bacon Act: and 
pursuant to the provisions of part 1 of 
subtitle A of title 29 of Code of Federal 
Regulations. Procedure for 
Predetermination of Wage Rates. 48 FR 
19533 (1983) and of Secretary of Labor’s 
Orders 9-83. 48 FR 35736 (1983). and 6- 
84, 49 FR 32473 (1984). The prevailing 
rates and fringe benefits determined in 
these decisions shall, in accordance 
with the provisions of the foregoing 
statutes, constitute the minimum wages 
payable on Federal and federally 
assisted construction projects to 
laborers and mechanics of the specified 
classes engaged on contract work of the 
character and in the localities described 
therein. 

Good cause is hereby found for not 
utilizing notice and public procedure 
thereon prior to the issuance of these 
determinations as prescribed in 5 U.S.C. 
553 and not providing for delay in the 
effective date as prescribed in that 
section, because the necessity to issue 
construction industry wage 
determination frequently and in large 
volume causes procedures to be 
impractical and contrary to the public 
interest. 


General wage determination decisions 
are effective from their date of 
publication in the Federal Register 
without limitation as to time and are to 
be used in accordance with the 
provisions of 29 CFR Parts 1 and 5. 
Accordingly, the applicable decision 
together with any modifications issued 
subsequent to its publication date shall 
be made a part of every contract for 
performance of the described work 
within the geographic area indicated as 
required by an applicable Federal 
prevailing wage law and 29 CFR Part 5. 
The wage rates contained therein shall 
be the minimum paid under such 
contract by contractors and 
subcontractors on the work. 

Modifications and Supersedeas 
Decisions to General Wage 
Determination Decisions 

Modifications and supersedeas 
decisions to general wage determination 
decisions are based upon information 
obtained concerning changes in 
prevailing hourly wage rates and fringe 
benefit payments since the decisions 
were issued. 

The determinations of prevailing rates 
and fringe benefits made in the 
modifications and supersedeas 
decisions have been made by authority 
of the Secretary of Labor pursuant to the 
provisions of the Davis-Bacon Act of 
March 3,1931, as amended (46 Stat. 

1494. as amended. 40 U.S.C. 276a) and of 
other Federal statutes referred to in 29 
CFR 5.1 (including the statutes listed at 
36 FR 306 (1970) following Secretary of 
Labor’s Order No. 24-70) containing 
provisions for the payment of wages 
which are dependent upon 
determination by the Secretary of Labor 
under the Davis-Bacon Act; and 
pursuant to the provisions of Part 1 of 
Subtitle A of Title 29 of Code of Federal 
Regulations. Procedure for 
Predetermination of Wage Rates. 48 FR 
19533 (1983) and of Secretary of Labor's 
Order, 6-84. 49 FR 32473 (1989). The 
prevailing rates and fringe benefits 
determined in foregoing general wage 
determination decisions, as hereby 
modified, and/or superseded shall, in 
accordance with the provisions of the 
foregoing statutes, constitute the 
minimum wages payable on Federal and 
federally assisted construction projects 
Xo laborers and mechanics of the 
specified classes engaged in contract 
work of the character and in the 
localities described therein. 

Modifications and supersedeas 
decisions are effective from their date of 
publication in the Federal Register 
without limitation as to time and are to 


be used in accordance with the 
provisions of 29 CFR Parts 1 and 5. 

Any person, organization, or 
governmental agency having an interest 
in the wages determined as prevailing is 
encouraged to submit wage rate 
information for consideration by the 
Department. Further information and 
self-explanatory forms for the purpose 
of submitting this data may be obtained 
by writing to the U.S. Department of 
Labor, Employment Standards 
Administration, Wage and Hour 
Division, Office of Program Operations. 
Division of Government Wage 
Determinations, Washington. D.C. 20210. 
The cause for not utilizing the 
rulemaking procedures prescribed in 5 
U.S.C. 553 has been set forth in the 
original General Determination 
Decision. 

Modifications to General Wage 
Determination Decisions 

The numbers of the decisions being 
modified and their dates of publication 
in the Federai Register are listed with 
each State. 


CaMfomia: 

CA84-5007... May 18. 1984. 

CA83-5119__ SepL 16. 1963. 

Connecticut CTB4-3016-.......-Juno 8. 1984. 

Illinois: IL82-2049 Ocl. 15. 1962 

IL83-2037,........- Apr. 29. 1983 

Massachusetts: MA84-3007- Apr. 6. 1964. 

Ohio: OH84-5024......Aug. 24. 1984. 

OklahonvL 

OK84-4049.... Sept 7. 1984. 

OK84-4050...... Sept. 7. 1984 

Oregon: OR84-5020......... Juno 22.1964. 

Rhode Island: RI83-3042..Aug. 19. 1984. 

Texas: 

TX84-4028..... May 4. 1964 

TX84-4005. Feb. 22. 1984 

TX84-4020_ Apr. 13. 1964 

TX84-4045_ Aug 10. 1984. 

TX84-4015_ Mar 16. 1964 

West Virginia: WV83-3022.. Nov. 18. 1963. 


Supersedeas Decisions to General Wage 
Determination Decisions 

The numbers of the decisions being 
superseded and their dates of 
publication in the Federal Register are 
listed with each State. Supersedeas 
decision numbers are in parentheses 
following the number of the decisions 
being superseded. 


Kansas: KS84-4051 (KS84-4101- Aug. 24. 1964 

Missoun: MO83-4046 |MOe4-4l02)-June 10. 1983. 

Virginia. VA79-3050 (e4VA-3040)- Nov. 9. 1979 

Signed at Washington, D.C. this 19th day of 
October 1984. 
fames L. Valin, 

Assistant Administrator, 

BILLlNQ COO€ 4510-27-M 
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DECISION NO.: MO84-4102 Page 6 

CLASSIFICATION DEFINITIONS (Cont'd) 


TRUCK DRIVERS - Building Construction (Zone 1) 

GROUP 1 - Warehousemen and stock man. 

GROUP II - Flat beds; pick-ups; dump trucks* under 10 yds. 

GROUP III - Straddle trucks, wheel tractors (when used for towing); hydro 
lift trucks, hydraulically operated serial lifts; heavy hauling, A-frame 
and winch fork trucks; heavy excavating (dumpster, euclid, etc.); double 
bottom units (20 tons capacity and over) , 

GROUP IV - Dump trucks, 10 yds. and over; steel drivers; semi truck drivers 
GROUP V - Distributor truck drivers and operators; oilers, greasers and 
mechanics' tenders 

GROUP VI - Mechanics; transitmix;tractor trailer 
GROUP VII - Transit mix, 5 yds. and over 
GROUP VIII - Transit mix, under 5 yds. 

TRUCK DRIVERS - Site Preparation (Zone 2) 

GROUP I - Mechanics and welders 

GROUP II - A-frame, lowboy and boom truck driver 

GROUP 111 - Material trucks, tandem; two teams; semi-trailers; winch 
trucks-fork trucks; distributor drivers and operators; agitator and transit 
mix; tank wagon drivers? oinniA tank wagon drivers tandem or semi¬ 

trailers; insley wagons; dump trucks, excavating, 5 cu. yds. and over; 
dumpsters; half-tracks; speedace; euclids and other similar excavating 
equipment. 

GROUP IV - One team; station wagons; pickpu trucks; material trucks, single 
axle; tank wagon drivers, single axle 
GROUP V - Mechanics tender, oilers and greasers, field 

WELDERS: Receive rate prescribed for craft performing operation'' to which 
welding is incidental. 

Unlisted classifications needed for work not included within the scope of the 
classifications listed may be added after award only as provided in the 
labor standards contract clauses (29 CFR, 5.5(a)(1)(ii)). 


t 
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DEPARTMENT OF TRANSPORTATION 
Federal Aviation Administration 
14CFR Parts 25 and 121 

[Docket No. 23792: Arndt. Nos. 25-58 and 
121-183] 

Floor Proximity Emergency Escape 
Path Marking 

agency: Federal Aviation 
Administration (FAA). DOT. 

ACTION: Final rule. 

SUMMARY: This amendment establishes 
new performance standards for floor 
proximity emergency escape path 
marking to provide visual guidance for 
emergency cabin evacuation when all 
sources of cabin lighting more than 4 
feet above the aisle floor are totally 
obscured by smoke. This amendment 
makes the standards applicable to 
future type certification of transport 
category airplanes and, after November 
26,1986, to airplanes type certificated 
after January 1,1958, and operating 
under Part 121. These standards 
represent a significant improvement in 
aircraft cabin safety and are in addition 
to the emergency lighting standards 
currently in the regulations, 

EFFECTIVE DATE: November 26.1984. 

FOR FURTHER INFORMATION CONTACr. 
Henri Branting, Technical Analysis 
Branch (AWS-120), Aircraft Engineering 
Division, Office of Airworthiness, 
Federal Aviation Administration, 800 
Independence Avenue. SW., 

Washington. D.C. 20591: Telephone (202) 
426-8382. 

SUPPLEMENTARY INFORMATION: 
Background 

On August 23,1983, the Federal 
Aviation Administration (FAA) issued 
Notice of Proposed Rulemaking (NPRM) 
No. 83-15 (48 FR 46218; October 11. 

1983). This notice proposed new 
performance standards for floor 
proximity emergency escape path 
marking to provide visual guidance for 
emergency cabin evacuation when all 
sources of cabin lighting more than 4 
feet above the aisle floor are totally 
obscured by smoke. The notice 
proposed to make the standards 
applicable to future type certification of 
transport category airplanes and to most 
airplanes operating under Part 121 of the 
Federal Aviation Regulations (FAR). 
These proposed standards would be in 
addition to the emergency lighting 
standards currently in the regulations. 

The notice responded to certain 
findings of the Special Aviation Fire and 
Explosion Reduction (SAFER) Advisory 
Committee and was based on the results 


of research, development, and testing 
conducted by the FAA. 

The SAFER Advisory Committee was 
established in June 1978 by the FAA as a 
result of information from public 
hearings on aircraft fire safety. The FAA 
directed the Committee to “examine the 
factors affecting the ability of the 
aircraft cabin occupant to survive in the 
post-crash environment and the range of 
solutions available.” The Committee 
consisted of 24 representatives of a wide 
range of aviation and general public 
interests. Technical support groups 
included approximately 150 of the 
world’s top experts in fire research, 
accident investigation, materials 
development, and related fields. The 
Committee found that accident 
experience indicates smoke from 
burning fuel and cabin material can 
obscure overhead emergency lighting 
and make cabin evacuation difficult. 
Therefore, the Committee recommended 
that consideration be given to placing 
additional sources of lighting at a lower 
level in the relatively clear air near the 
cabin floor. The FAA accepted the 
Committee recommendation and 
conducted the research, testing, and 
design studies necessary to develop this 
proposed floor proximity marking 
concept. 

Current regulations require that 
emergency lighting provide specific 
illumination at seat armrest level. The 
sources of this emergency illumination 
are typically located overhead in the 
cabin ceiling area. Service experience 
shows that the current regulations 
effectively ensure that the airplane’s 
main aisles, cross aisles, passageways, 
and emergency exits are capable of 
sustaining raid mass evacuation under 
critical conditions over a reasonably 
extended period of time. However, the 
regulations do not adequately cover the 
brief interval between the lime buoyant 
hot smoke and gases might begin to fill 
the upper portion of the cabin and 
extend down to near floor level, 
obscuring all overhead lighting, and the 
time the cabin is not survivable. While 
this condition is extreme, it is 
considered desirable to address this in 
the aircraft design, and safety could be 
improved through the use of lights, lights 
and reflectors, or other devices to 
provide floor proximity emergency 
escape path marking. 

The FAA conducted a series of 
laboratory tests to look into the 
problems of emergency lighting in 
conditions of dense smoke and to study 
practical ways of developing improved 
lighting systems for transport category 
airplane cabins. A design feasibility and 
cost study of floor proximity emergency 
escape path'hiarking was conducted 


under FAA contract. The results of this 
study are published in FAA Report No. 
DOT/FAA/CT-83/31. Improved Interior 
Emergency Lighting Study, dated 
September 1983, available from the 
National Technical Information Service, 
Springfield, Virginia 22161. A copy of 
this report is in the docket available for 
inspection upon request. The economic 
analysis for the notice was based on 
data from this study. Eleven candidate 
systems were considered in this study; 
and although individual systems were 
found to have certain advantages 
compared to others, no system was so 
clearly superior to the others that it 
warranted its establishment through 
regulation as the single standard for 
floor proximity emergency escape path 
marking in general. Notice 83-15 pointed 
out that there might be any number of 
combinations of point lighting, flood 
lighting, strip lighting, markers, signs, 
reflective materials, and other 
components that could adequately serve 
the objective of floor proximity marking. 
Therefore, the notice proposed an 
objective performance standard rather 
than requiring a particular system. A 
performance standard in this case 
would allow industry the flexibility to 
choose among the various existing 
systems or to develop new systems. 

The standard proposed in Notice 83- 
15 would require that floor proximity 
emergency escape path marking provide 
emergency evacuation guidance for 
passengers when all sources of 
illumination more than 4 feet above the 
cabin aisle floor are totally obscured. It 
proposed that in dark of the night 
conditions, the floor proximity 
emergency escape path marking must 
enable each passenger to: (1) Visually 
identify the emergency escape path 
along Ae aisle of the cabin floor after 
leaving a cabin seat; and (2) Readily 
identify each exit from the emergency 
escape path by reference only to 
markings and visual features not more 
than 4 feet above the cabin floor. The 
marking system performance would be 
proven under dark of the night 
conditions the same as those specified 
in the emergency evacuation 
demonstration requirements of § 25.803 
of the Federal Aviation Regulations 
(FAR). 

The proposal would require that 
airplanes type certificated after January 
1.1958, and operating under Part 121 
comply with the new standard within 2 
years after the standard became 
effective. The limited number of 
airplanes type certificated before 
January 1.1958, operating under Part 
were not included because the relatively 
advanced age and smaller sizes of these 
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airplanes would make compliance 
impractical from an economic 
standpoint. The 2-year period was 
intended to allow air carriers lead time 
* to schedule the modifications necessary 
for compliance to coincide with major 
maintenance inspections and, therefore, 
avoid an undue compliance burden. 

Comments and data on marking 
systems capable of meeting the 
proposed performance standard were 
specificallj requested in the notice, with 
the stipulation that they would be 
considered in the publication of 
advisory material on acceptable means 
of compliance. 

Public Participation 

These amendments are based on 
Notice 83-15. All interested parties have 
been given an opportunity to participate 
in the making of these amendments, and 
due consideration has been given to all 
matters presented. Except for the 
changes discussed below, these 
amendments and the reasons for their 
adoption are the same as those stated in 
Notice 83-15. 

Discussion of Comments 

Twenty-four comments were received 
in response to Notice 83-15, representing 
the views of aircraft and equipment 
manufacturers, aircraft operators, 
aircraft crew organizations. U.S. and 
foreign government organizations, and 
consumer interests. All of the comments 
support the safety objective of the 
proposal, although various commenters 
disagree with certain technical aspects 
of the proposal. 

Eight conunenters disagree with the 
proposed applicability of the new 
marking requirements to airplanes 
certificated under FAR Part 25 and those 
operated under FAR Part 121. These 
commenters contend in general that 
applicability should depend on aircraft 
seating capacity, cabin size, type of 
operation, or similar factors. Four of 
these commenters oppose applicability 
to the relatively smaller airplanes with 
maximum seating capacities ranging 
from 30 to 60, depending on the view of 
the commenter. Three of the 
commenters favor extending the 
applicability to the t 3 q}e certification of 
rotorcraft and the operation of aircraft 
wider regulations other than FAR Part 
121. such as FAR Part 135. 

Notice 83-15 did not address aircraft 
certificated under Parts 23. 27. or 29 or 
operations conducted under Part 135 
because it was made in response to a 
recommendation by the SAFER 
Advisory Committee which limited its 
investigation to transport category 
airplanes. Notice 83-15 intended to 
establish additional requirements in Part 


25 and Part 121 for the type of aircraft 
and operation for which emergency 
lighting is recognized as most critical 
and for which the most stringent lighting 
requirements have been established. 
Other regulations contain lighting and 
marking requirements considerably less 
stringent. The research, development, 
and testing and the feasibility and cost 
study which supported the proposal 
were based on the type of transport 
category airplane typically used in Part 
121 operations. The proposal did not 
include rotorcraft or the types of 
airplanes operated under Part 135 
because of their relatively smaller cabin 
sizes, shorter aisle lengths, and shorter 
seat-to-exit distances compared to 
transport category airplanes. 

The FA A does not agree that 
applicability of these lighting 
requirements should be determined by 
the passenger capacity of an airplane 
operated under Part 121 or type 
certificated under Part 25. The transport 
category airworthiness standards 
require extensive emergency lighting 
and evacuation markings for aU 
transport category airplanes, regardless 
of passenger capacity, although they do 
recognize that for relatively small cabins 
seating 9 or less passengers smaller 
evacuation markings provide the 
required level of safety and obviate the 
imposition of an impractical standard^ 
(since small cabins may not be able to 
accommodate larger exit signs). These 
cabins may use smaller emergency exit 
signs with lower illumination than the 
larger cabins. The objective 
performance standard will 
accommodate the '^smaller" cabins by 
permitting the design of a marking 
system to suit the cabin size. Therefore, 
the applicability of the requirement is 
adopted as proposed. 

Nine commenters express views on 
the 2-year compliance period in 
proposed S 121.310(c)(3). Three 
commenters favor increasing it to 3 
years. Three favor accelerating 
compliance. Three concur with the 2 
years. The comments favoring an 
increase to 3 years contend that the 
marking requirements are complex and 
that additional time should be allowed 
for development and approval of new 
designs, procurement of equipment, and 
the installation of systems. 

The 2-year period wiU provide 
operators lead time to schedule 
modifications to coincide with major 
maintenance checks and therefore to 
avoid an undue compliance burden. The 
2-year compliance period recognizes 
that the scheduling of major 
maintenance checks varies widely 
among carriers and individual airplanes 
depending on route structure and 


airplane utilization rate and in many 
cases exceeds 1 year. A significant 
reduction in the compliance period 
would conflict with the intent of the 2- 
year period and likely result in added 
airplane down-time for a number of 
carriers. The FAA anticipates that 
carriers operating large fleets of various 
types of aircraft may need more than 1 
year to design, procure, and install the 
new lighting systems and to revise their 
technical manuals to include 
appropriate information and guidance 
regarding the new systems. Concerning 
extending the compliance period to 3 
years, there is no indication in the 
coipments that long-range modification 
scheduling could not begin some time 
during the design development and 
approval phase. Although the marking 
systems are not necessarily complex in 
design and construction, the 2-year 
period provides sufficient time for 
development and approval of new 
designs, procurement of equipment, and 
the installation of systems. Therefore, 
the 2-year compliance period is adopted 
as proposed. 

One commenter contends the 
proposed standard infers that a separate 
floor proximity marking system is 
required. The standard, as adopted, 
does not require a separate system. A 
single system might meet the 
requirements for both general 
illumination and floor proximity 
marking. 

Several commenters contend the 
wording of the proposed standard 
implies that marking/lighting is required 
along the aisle. One commenter says 
that aisle marking/lighting should not be 
necessary because a person leaving a 
seat needs no guidance to find the aisle, 
even in total darkness. The commenter 
says that with information provided by 
the pre-takeoff briefing and the 
passenger information card, the 
passenger will know the location of 
exits and. once in the aisle, can proceed 
to an exit, using the aisle as tactile 
guidance. Several commenters contend 
that marking/lighting should be 
necessary only for exits located off the 
main aisle. 

The FAA agrees that visual guidance 
is not needed to enable a passenger to 
move from the seat to the aisle. The 
standard does not require this. The 
standard requires visual guidance for 
the aisle escape path and the exits. It 
does not require marking/lighting along 
the aisle, although this might be one 
means of complying with the standard. 
The standard does not preclude 
compliance by the use of conspicuous 
lighting or marking near the ends of the 
aisle or at other critical points along the 





43184 


Federal Register / VoL 49, No, 209 / Friday, October 26, 1984 / Rules and Regulations 


aisle. The FAA does not agree that 
passenger exits on the main aisle need 
no floor proximity marking since 
without marking there would be no 
means by which passengers could 
readily identify the exits when overhead 
lighting is obscured. Notice 83-15 
explains that under this objective 
standard, there might be many different 
combinations of point lighting flood 
lighting, strip lighting, markers, signs, 
reflective materials, and other 
components that could provide adequate 
visual guidance. The FAA does not 
agree with the commenter that tactile 
guidance alone for the aisle is sufficient. 
Under § 25.811(c), tactile guidance 
currently may be used for locating exits 
in dense smoke. For typical airline 
passengers unfamiliar with cabin 
features, visual guidance is more 
effective than tactile. 

One commenter points out that in an 
actual fire, smoke might occur below the 
4-foot level and that visual performance 
requirements should be based on 
defined optical density for smoke. 

The FAA does not agree. It is 
impractical to define the fire scenario to 
this extent for the purpose of floor 
proximity marking design. In an actual 
fire, the obscuring layer might vary 
along the length of the cabin well above 
and below 4 feet. Notice 83-15 
acknowledges that when tights are 
totally obscured at 4 feet, the effective 
height of clear air would be somewhat 
less. Four feet is a nominal design 
height, and the air below this is deemed 
clear for the purpose of floor proximity 
marking design. 

Two commenters point out that floor 
proximity marking should not indicate a 
particular direction in which the 
passenger should move in an 
emergency, as this would depend on the 
nature of the emergency. 

The FAA agrees. The proposed 
standard was intended to provide an 
indication to each passenger of the 
nearest exits forward and aft. thus 
giving the passenger a choice, depending 
on the location of the passenger's seat. 
The rule has been revised to make this 
intent clear. The direction in which the 
passenger chooses to move in an actual 
emergency woilld depend on conditions 
in the cabin. 

In response to one comment, 

§ 25.812(e) has been clarified by using 
the term "cabin aisle floor" throughout 

Many commenters express views 
regarding the objective form of the 
standard. While several commenters 
support the objective form, others 
disagree, contending that the lack of 
specific requirements leaves much of the 
compliance Hnding to subjective 
judgment and that this will not permit a 


uniform application of the standard 
throughout industry. Several 
commenters recommend revising the 
standard to specify the location, 
illumination, and luminosity of lighting, 
markers, and signs, similar to current 
regulations on emergency lighting. 

Notice 83-15 explains why the 
proposed standard, for practical 
reasons, defines objective rather than 
specific requirements. The notice 
explains that no marking system 
appears so superior to others that it 
warrants establishment as the single 
standard for marking in general. There 
is a notable difference between the 
general illumination, which is required 
in specific terms by current regulations, 
and floor proximity marking. General 
illumination is intended to enable a 
large number of passengers to orient 
themselves within the cabin, receive 
instructions and assistance &om 
crewmembers, and queue up quickly at 
usable exits. General illumination is 
necessary for this. Non-illuminating 
markers will not suffice. Current 
regulations prescribe specific 
illumination for aisles and passageways. 
Floor proximity marking is intended to 
allow passengers who have become 
familiar with the cabin layout during the 
period of general overhead illumination 
prior to an accident to find their way to 
exits unassisted should the general 
overhead illumination become obscured 
by smoke. There are many combinations 
of lights, markers, and signs which might 
serve this objective in a cost beneficial 
manner, and each must be shown 
adequate for the particular cabin 
interior and exit arrangement in 
question. Therefore, a performance 
standard is used to allow design 
flexibility and at the same time ensure 
the necessary safety. 

Discussion Regarding Compliance With 
the Objective Performance Standard 

Several commenters contend that 
because the objective performance 
standard does not specifically define a 
means of compliance, the FAA should 
publish advisory material concurrently 
with the rule adoption to provide 
guidance for the application of the 
standard. The FAA recognizes the value 
of guidance material for the introduction 
of a new performance standard. Notice 
83-15 specifically requested comments 
and data on marking systems capable of 
meeting the proposed performance 
standard for use in the development of 
advisory material on means of 
compliance. Although the response to 
this request did not provide information 
on marking concepts which have been 
evaluated or found acceptable under the 
standard, it did identify those aspects of 


the standard for which additional 
clarification is appropriate. 

In response to the comments, the 
discussion below addresses all aspects 
of the standard necessary for the 
development of a means of compliance. 
This discussion centers pn the objective 
of floor proximity marking and the 
emergency conditions the marking is 
intended to counter. This information in 
conjunction with established FAA 
airworthiness evaluation and approval 
procedures will permit the 
determination of means of compliance 
which will ensure the consistent and 
uniform application of the standard. 
With this information, publication of 
additional guidance material is not 
necessary at this time. 

Notice 83-15 explains that floor 
proximity marking is intended to 
counter conditions which might occur 
some time after the start of the type of 
emergency evacuation which is 
simulated in the demonstration required 
by S 25.803. In this demonstration, test 
subjects representing typical airline 
passengers in a cabin filled to capacity 
must evacuate the cabin in dark of the 
night conditions within 90 seconds, 
using emergency lighting only and with 
one-half the number of emergency exits 
rendered inoperative. Typically in a 
mass evacuation of this type, passengers 
immediately leave their seats and form 
queues at operable exits which 
generally are ready for use within 15 
seconds. For the next 1 to 1 Vi minutes, 
the passengers in queues await their 
turn to escape through emergency exits 
and descend to the ground by escape 
slides. Emergency lighting is sufficient to 
enable the passengers to see the 
features of the cabin interior. 

In actual emergency evacuation 
involving a fuel spill fire or cabin fire, 
smoke might begin to fill the upper 
portion of the cabin and eventually 
obscure emergency lighting and signs. 
This is the condition floor proximity 
marking is intended to counter. By the 
time this condition prevails in an 
emergency evacuation, the evacuee 
flows are most likely well established or 
completed. The floor proximity escape 
path marking is intended to enable 
unassisted passengers who might 
remain in the airplane to find emergency 
exits when overhead lighting is 
obscured. 

A floor proximity emergency escape 
path marking system might be shown to 
meet the objective of the standard by 
means of the types of demonstrations 
discussed below or by means of 
analysis based on comparison of the 
marking system and cabin features with 
a marking system and cabin features 
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previously approved by such types of 
demonstrations. 

Demonstrations, if used, are a means 
to show that test subjects representing 
typical passengers can leave any 
passenger seat in the cabin and once in 
the walkway area immediately adjacent 
to the seat can proceed to the first exit, 
or pair of exits, forward and aft of the 
seat, and can make positive 
identification of the exits. A walkway 
area in this sense is an aisle or any 
other area beyond the seats which a 
passenger traverses to reach an exit. 
While demonstrations should not be 
necessary for each seat or seat row, 
they are appropriate for those walkway 
areas adjacent to passenger seats which 
are determined to be the more critical 
from the standpoint of visual reference 
and the objective of the performance 
standard. A sufficient number of 
demonstrations should be conducted to 
ascertain that test subjects can identify 
all of the passenger emergency exits in 
the cabin. 

In a fire situation severe enough to 
obscure all overhead lighting, some 
passengers might find themselves alone 
or in nearly vacated sections of the 
cabin, without the benefit of 
crewmembers, queues of passengers, 
individual passengers, human voices, or 
other cues to aid them in finding and 
identifying exits. This would be the most 
adverse situation from the standpoint of 
orientation and sense of direction and 
would require the passenger, alone and 
unassisted, to rely solely on the visual 
guidance provided by the floor 
proximity marking system and the 
passenger’s familiarity with the cabin 
exit arrangement acquired during the 
passenger briefing under conditions of 
general illumination. This situation 
should be accounted for in the 
demonstration of compliance. 

Demonstrations should be conducted 
either during the dark of the night or 
during daylight with dark of the night 
conditions simulated. If the 
demonstrations are conducted during 
daylight hours, each window, door, 
cniergency exit (open and closed), and 
other openings should have provisions 
io prevent daylight from entering the 
passenger cabin. Each internal door and 
curtain should be in the takeoff 
Wnfiguration. During the 
demonstrations, only the marking 
system subject to the show of 
compliance should provide light. Since 
^0 demonstrations pertain to visual 
foference and orientation, and not to 
^88 performance and evacuation rate, 
^0 distribution of articles to create 
obstructions in the aisle, as 
mentioned in S 23.803(c)(ll) for full- 


scale evacuation demonstrations, should 
not be necessary. 

These demonstrations are intended to 
confirm the efficacy of floor proximity 
markings when all lighting more than 4 
feet above the cabin aisle floor is totally 
obscured by dense smoke. Obviously, in 
an actual fire situation, illumination 
from the floor proximity system would 
be confined to within the 4 feet beneath 
the overlaying smoke and would not 
illuminate or reflect throughout the 
cabin in general. In a demonstration in 
which there is no overlaying smoke, 
illumination from the floor proximity 
system might reflect into the upper cabin 
and produce unrealistic illumination for 
the cabin and escape path. A single light 
might be sufficient to illuminate a large 
area of the cabin. Unrealistic reflections 
and illumination should be accounted 
for in demonstrations, either through a 
rational determination that they do not 
change the validity of the demonstration 
results or through the use of shielding or 
shrouding, if necessary, to minimize or 
eliminate their effects. 

Persons used as subjects for the 
demonstrations should be ambulatory 
adults in normal health. Except for 
information obtained from the pre¬ 
takeoff briefing and passenger 
information card, and from the 
instructions given immediately prior to 
the demonstration, test subjects should 
not have practiced or rehearsed or have 
had the demonstration procedures 
described to them within the past 6 
months. Crewmembers, mechanics, 
training personnel, and any other 
persons who are familiar with the 
interior features of the cabin through the 
normal course of their duties should not 
be used as test subjects. A test subject 
should not perform demonstrations for 
more than one walkway area. 

For each critical walkway area in the 
cabin, demonstrations should be 
performed by at leasi the following test 
subjects individually: one male, one 
female, and one person over 60 years of 
age, male or female. Test subjects need 
not include children. 

Prior to the demonstration, the test 
subject should be given a passenger 
information card and be in a seating 
area in a normally illuminated cabin in a 
position to see and hear the pre-takeoff 
passenger briefing required by § 121.571. 
One or more observers should be in the 
cabin. After the pre-takeoff briefing and 
shortly before the demonstration, the 
subject should be informed of the 
objective and procedures of the 
demonstration. 

In each demonstration, the test 
subject acting alone and without 
assistance should be able to : (1) Leave 


the passenger seat or seat row and enter 
the walkway area immediately adjacent 
(Visual reference to the escape path 
marking need not be used to assist the 
test subject in locating the walkway 
area immediately adjacent to the seat or 
seat row): (2) Standing or stooping in the 
adjacent walkway area, identify from 
visual reference to the floor proximity 
marking system the direction(s) of the 
first exit or pair of exists forward and 
aft and indicate to the observer the 
means by which identification is made: 
(3) Traverse to those exits without 
significant hesitation, delay, or evidence 
of confusion; and (4) Make positive 
identification of the exits by visual 
reference to features not more than 4 
feet above the cabin floor and indicate 
to the observer the means by which 
identification is made. The exits may be 
open or closed for the demonstration. 
Safety precautions should be taken for 
open exists. Identification should be 
made for at least one exit of each type 
and marking system in the cabin, in both 
the open and closed positions. 

Economic Analysis 

One commenter states that the cost of 
engineering design, documentation, and 
demonstration should be added to the 
estimated costs. The FAA agrees and 
has increased the cost estimates by 
about 10 percent. For the 1983 aircraft 
fleet, the cost to retrofit is estimated to 
be $22.95 million, including the cost 
impact of additional weight. Another 
commenter states that the benefits 
cannot be quantified with any degree of 
accuracy. Clearly, it is impossible to 
accurately determine the number of 
persons who would have died in 
accidents involving fire who will now 
live because of this rule. However, 
decisions must be made relating to 
safety based on the best available 
information. The historical fire fatalities 
for the period 1965 through 1983 were 
712. Extrapolating this fire fatality rate 
oyer the next 10 years, the expected life 
of the lighting system, the FAA 
estimates that about 10 percent of that 
number will have to be saved to justify 
the cost. The FAA’s judgment is that a 
sufficient number of persons will be 
saved to justify the cost. The Regulatory 
Evaluation which has been placed in the 
docket contains a cost benefit analysis 
of the rule. 

Trade Impact 

These rules will have little or no 
impact on U.S. or foreign trade. In the 
United States, both foreign and domestic 
manufacturers must meet the proposed 
requirements, and there will be no 
competitive advantage to either. In 
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foreign countries, there would be a 
minor cost advantage only if the foreign 
country did not require the floor 
proximity emergency escape path 
marking system. Since the cost of the 
marking system is negligible compared 
to the total costs of new aircraft, there is 
essentially no impact on trade. 

Conclusion 

Under the terms of the Regidalory 
Flexibility Act (the Act), the FAA has 
reviewed this proposal to determine 
what impact it might have on small 
entities. Since the projected cost of 
compliance could be ^tween $5,500 and 
$17,400 for each aircraft in the Part 121 
fleet, the FAA has determined that this 
rule, if adopted, may have a significant 
economic impact on a substantial 
number of small entities. Consequently, 
a regulatory flexibility analysis and 
regulatory evaluation has been 
prepared. It is contained in the docket 
which is open to public inspection. A 
copy of the evaluation may be obtained 
by contacting the person identified 
under the caption **FOR further 
INFORMATION CONTACT.** 

As required by the Act, various 
regulatory alternatives were considered, 
such as: Making the requirements 
applicable only to new airplanes, having 
different standards based on the size of 
the air carrier, letting the air carrier 
industry decide whether to use the new 
systems, and requiring all airplanes 
operating under Part 121 to come into 
compliance with the requirements 
within a certain time period. Safety 
needs are such that the FAA has 
selected the latter alternative set forth in 
these amendments. The alternative of 
making the requirements applicable only 
to new airplanes was rejected because 
of the delay this would cause 
implementing the new standards 
throughout the fleet. The alternative of 
having different standards based on the 
size of the air carrier was rejected 
because the FAA believes all members 
of the traveling public should be equally 
protected. The alternative of letting the 
air carrier industry decide whether to 
use the new systems was rejected 
because in the past a voluntary 
approach to new equipment has not 
resulted in fleetwide implementation of 
desired safety advances. 

These amendments are not likely to 
result in an annual effect on the 
economy of $100 million or more or a 
major increase in costs for consumers; 
industry; or Federal, State, or local 


government agencies. In addition, these 
amendments will have little or no 
impact on trade opportunities for U.S. 
firms doing business overseas or for 
foreign firms doing business in the 
United States. Accordingly, it has been 
determined that this is not a major 
regulation under Executive Order 12291. 
In addition, the FAA has determined 
that this action is significant under 
Department of Transportation 
Regulatory Policy and Procedures (44 FR 
11034; February 26,1979). 

List of Subjects 

14 cm Part 25 

Air transportation. Aircraft, Aviation 
safety. Safety. Tires. 

14 CFR Part 121 

Aviation safety. Safety, Air carriers. 
Air transportation. Aircraft, Airplanes, 
Airworthiness directives and standards, 
Flammable materials. Transportation, 
Common carriers. 

Adoption of the Amendment 

Accordingly, Parts 25 and 121 of the 
Federal Aviation Regulations (14 CFR 
Parts 25 and 121) are amended as 
follows efiective November 26,1964: 

PART 25—AIRWORTHINESS 
STANDARDS: TRANSPORT 
CATEGORY AIRPLANES 

1. By amending i 25312(a)(1) by 
removing the phrase “and interior 
lighting in emergency exit areas'* and 
inserting, in its place, the phrase 
“interior lighting in emergency exit 
areas, and floor proximity escape path 
marking". 

2. By amending S 25.812 by 
redesignating present paragraphs (e) 
through (k) as paragraphs (f) through (1). 

3. By amending § 25.812 by adding a 
new paragraph (e) as follows: 

$ 25.812 Emergency lighting. 

* • • « * 

(e) Floor proximity emergency escape 
path marking must provide emergency 
evacuation guidance for passengers 
when all sources of illumination more 
than 4 feet above the cabin aisle floor 
are totally obscured. In the dark of the 
night, the floor proximity emergency 
escape path marking must enable each 
passenger to— 

(1) After leaving the passenger seat, 
visually identify the emergency escape 
path along the cabin aisle floor to the 
first exits or pair of exits forward and 
aft of the seat: and 


(2) Readily identify each exit from the 
emergency escape path by reference 
only to markings and visual features not 
more than 4 feet above the cabin floor. 

• * • • * 

4. By changing the reference in the 
introductory text of newly designated 
paragraph (f) of { 25.812 fiom 
“paragraph (g)" to “paragraph (h)". 

PART 121—CERTIFICATION AND 
OPERATIONS: DOMESTIC, FLAG, AND 
SUPPLEMENTAL AIR CARRIERS AND 
COMMERCIAL OPERATORS OF 
LARGE AIRCRAFT 

5. By amending i 121.310 by revising 
paragraph (c) to read as follows: 

§ 121.310 Additional emergency 
equipment 

* • • * * 

(c) Lighting for interior emergency 
exit markings. Each passenger-carrying 
airplane must have an emergency 
lighting system, independent of the main 
lighting system. However, sources of 
general cabin illumination may be 
common to both the emergency and the 
main lighting systems if the power 
supply to the emergency lighting system 
is independent of the power supply to 
the main lighting system. The emergency 
lighting system must— 

(1) Illuminate each passenger exit 
marking and locating sign; 

(2) Provide enough general lighting in 
the passenger cabin so that the average 
illumination when measured at 40-inch 
intervals at seat armrest height, on the 
centerline of the main passenger aisle, is 
at least 0.05 foot-candles; and 

(3) For airplanes type certificated after 
January 1,1950, after November 26.1986, 
include floor proximity emergency 
escape path marking which meets the 
requirements of § 25.812(e) of this 
chapter in effect on November 26, 1984. 

* « • • « 

6. By changing the reference in the 
introductory text of paragraph (d) of 
9 121.310 from “§ 25.812(g)" to 

“i 25.812(h)". 

(Secs. 313(a). 314(a). 601 through 610 and 
1102 of the Federal Aviation Act of 1958 (49 
U.S.C. 1354(a). 135S(a). 1421 through 143a and 
1502): 49 U.S.C. 106(g) (Revised, Pub. L 97- 
449. January 12,1983]) 

Issued in Washington, D.C.. on October 22, 
1984.^ 

Donald D. Engen, 

Administrator. 

(FR Doc. S4-2a2a3 FUmI 10-23^ ZrOS pm| 
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DEPARTMENT OF TRANSPORTATION 

14 CFR ParU 25, 29, and 121 

(Docket No. 2S791; Arndt. Nos. 25-59, 29- 
23. and 121-1$4] 

Flammability Requiramants for Aircraft 
Saat Cushions 

agency; Federal Aviation 
Administration (FAA), DOT. 
action: Final rule. 

SUMMARY: These amendments establish 
new flammability requirements for seat 
cushions used in transport category 
aircraft certificated under Part 25 and 
Part 29 and require that the cushions in 
transport category airplanes type 
certificated after January 1.1958, and 
operating under Part 121 comply with 
these new requirements after November 
26.1987. These new requirements are in 
addition to the present flammability 
requirements contained in the Federal 
Aviation Regulations and represent a 
significant advancement in aircraft fire 
safety. 

EFFECTIVE DATE: November 26.1984. 

FOR FURTHER INFORMATION CONTACT: 

Henri Branting, Technical Analysis 
Branch (AWS-120), Aircraft Engineering 
Division, Office of Airworthiness. 
Federal Aviation Administration, 800 
Independence Avenue, SW., 

Washington, D.C. 20591: telephone (202) 
426-6382. 

SUPPLEMENTARY INFORMATION: 
Background 

On August 23,1983, the FAA issued 
Notice of Proposed Rulemaking No. 83- 
14 (48 FR 46250; October 11.1983). This 
notice proposed to establish additional 
flammability requirements for seat 
cushions used in transport category 
aircraft certificated under Part 25 and 
Part 29 of the Federal Aviation 
Regulations (FAR) and to require that 
the cushions in most transport category 
airplanes operating under Part 121 
comply with these new requirements 3 
years after the effective date of the 
amendments. 

The notice responded to certain 
findings and a recommendation of the 
Special Aviation Fire and Explosion 
Reduction (SAFER) Advisory Committee 
and was based on research and 
development carried out by the Federal 
Aviation Administration (FAA) 
Technical Center and the Ames 
Research Center of the National 
Aeronautics and Space Administration. 

The SAFER Advisory Committee was 
established in June 1978 by the FAA as a 
result of information from public 
hearings on aircraft fire safety. The FAA 


directed the Committee to "examine the 
factors aflecting the ability of the 
aircraft cabin occupant to survive in the 
post-crash environment and the range of 
solutions available." The Committee 
consisted of 24 representatives of a wide 
range of aviation and general public 
interests. Technical support groups 
included approximately 150 of the 
world’s top experts in fire research, 
accident investigation, materials 
development, and related fields. At the 
conclusion of its investigation into cabin 
materials technology, the Committee 
issued findings and formal 
recommendations pertaining to long- 
range research, design, testing, and the 
problems of smoke and toxic gas 
emission. One recommendation was that 
the fire blocking layer concept be 
developed for aircraft seat cushions as a 
means of retarding flame spread. The 
FAA concurred in this recommendation 
and carried out the research and 
development necessary for 
implementation of the concept. 

As a result of regulatory amendments 
adopted in 1972, aircraft seat cushions 
are typically constructed of fire- 
retardant polyurethane foam and 
upholstery covering, all of which must 
presently pass the Bunsen burner test 
prescribed in § 25.853 of the FAR. In a 
prolonged full-scale cabin fire condition, 
however, severe thermal radiation can 
break down the outer upholstery 
covering and penetrate into the 
relatively large fuel mass of the 
polyurethane foam core. This causes the 
core to become involved in the fire, 
spreading flame and producing 
potentially lethal smoke, combustable 
gases, and toxic gases. The results of 
accident investigations and 
experimental fire tests conducted by the 
FAA have demonstrated that this 
involvement of foam cushion material is 
a dominant factor in the spread of cabin 
fire. To counter this, fire retardant 
performance standards for seat cushions 
based on the level of protection that can 
be achieved by the fire blocking layer 
concept were proposed in Notice 83-14. 

The fire blocking layer concept 
involves the use of a thin layer of highly 
fire-resistant material to completely 
encapsulate and protect the larger mass 
of foam core seat cushion material from 
Involvement in the cabin fire. This layer 
of fire-resistant material delays the 
onset of ignition and retards the 
involvement of the core in the fire. 

The initial phase of the FAA research 
program for fire blocking layers 
consisted of a series of instrumented 
controlled environment cabin fire tests 
which confirmed the efficacy and 
practicality of fire blocking layers for 
aircraft seat cushions. 


The subsequent phase of the program 
developed the test for evaluation and 
certification of cushions, using an 
adaptation of the type of 2 gallon/hour 
kerosene burner which is currently in 
standard use throughout industry as a 
test for metallic tubing assemblies and 
components. This test subjects the 
cushion test specimen to temperature 
and heat typical of full-scale cabin fire 
and is far more realistic and severe than 
the Bunsen burner test currently 
required in Part 25 for cushion materials. 

Notice 83-14 proposed the detailed 
procedures of the kerosene burner test 
developed by the FAA. The proposed 
test would subject seat bottom and seat 
back cushion specimens to a 2-minute 
burner flame impingement. The 
proposed criteria for acceptance were 
based, in part, on the percentage weight 
loss of the cushion specimen during the 
test. While the proposal was based on 
the performance attained by fire 
blocking construction, the proposal 
would not require that seat cushions be 
constructed in that way. Rather, it 
proposed objective standards of 
performance for seat cushions so that if 
other or improved means of 
accomplishing the fire safety objective 
are developed, they can be used without 
a need for regulatory amendment. The 
notice proposed to incorporate the new 
cushion flammability requirements as 
additions to the type certification 
standards for both transport category 
airplanes and transport category 
rotorcraft since the flammability 
requirements for these two categories of 
aircraft are identical. The notice also 
proposed that 3 years from the effective 
date of the final regulation, seat 
cushions in airplanes type certificated 
after January 1,1958, and operated 
under Part 121 meet the new 
requirements. 

Public Participation 

These amendments are based on 
Notice 83-14. All interested parties have 
been given an opportunity to participate 
in the making of these amendments, and 
due consideration has been given to all 
matters presented. Except for the 
changes discussed below, these 
amendments and the reasons for their 
adoption are the same as those stated in 
Notice 83-14. 

Discussion of Comments 

Forty-two comments were received in 
response to Notice 83-14, representing 
the views of aircraft and equipment 
manufacturers, aircraft operators, 
material producers and testing 
laboratories, aircraft crew 
organizations. U.S. and foreign 









Federal Register / VoL 49, No, 209 / Friday, October 26, 1984 / Rules and Regulations 


43189 


government organizations, and 
consumer interests. The comments 
strongly support the objective of 
reducing the fire potential of seat 
cushion materials. 

Several commenters believe the new 
cushion requirements should set limits 
on smoke and toxic gas emission. One 
commenter suggests using the National 
Bureau of Standards (NBS) smoke 
density chamber for this. 

The FAA recognizes that reduction in 
smoke and toxic gas emission is an 
important issue in fire safety. Notice 83- 
14 explains that the new cushions will 
greatly reduce emissions by virtue of 
their reduced heat and flame spread 
potential. This has been proven by full- 
scale cabin fire tests. However, 
addressing the emissions issue in 
quantitative terms and setting limits on 
emissions based on a defined test 
procedure are beyond the scope of 
Notice 83-14. The NBS chamber 
mentioned by one commenter is a small- 
scale laboratory test which is not 
suitable for testing large cushion 
assemblies. 

Several commenters contend the 
requirements should not apply to 
relatively small transport category 
airplanes such as executive airplanes 
and airplanes seating less than 44 
passengers. Several of these 
commenters contend the basis for the 
justification for the requirements is the 
40 seconds which can be gained in 
usable evacuation time through use of 
improved cushions to delay fire spread. 
They say while this gain might apply to 
larger aircraft, it cannot be realized in 
the smaller aircraft which generally 
have short evacuation times. Other 
commenters recommend extending the 
requirements to airplanes certificated 
under FAR Part 23 and those operated 
under FAR Part 135. 

The FAA does not agree that benefits 
of the new requirements will be realized 
only in larger aircraft. The new 
requirements will greatly improve the 
fire safety of those furnishings which 
make up a major part of the cabin by 
reducing the potential for ignition and 
occurrence of fire and by inhibiting 
fiume spread and smoke and toxic gas 
emission in the event fire does occur. 
Ignition, flame spread, smoke, and toxic 
gases are all potential hazards in inflight 
fires as well as in those post-crash fires 
^“^ving emergency evacuation. 

Although the potential gain in 
p^acuation time is more pronounced in 
«iger aircraft, the new requirements 
'vill significantly benefit smaller aircraft 
P* Notice 83-14 explains that the 
is considering the need to propose 
similar requirements for small airplanes 
and rotorcraft used in Part 135 


operations. Regulatory action for this 
would be the subject of a separate 
notice if found to be appropriate. 

Several commenters contend the 
requirements should not apply to flight 
crewmember seats and flight attendant 
seats. These commenters point out that 
seat comfort has a significant influence 
on flight crewmember performance and 
efficiency and that there is the 
possibility fire blocking layers could 
compromise comfort on flights of long 
duration. They point out that the risk of 
fire involvement of flight crewmember 
seats is low because the seats are 
isolated fi*om passengers and fuel, 
located near a fire extinguisher, and 
occupied at all times by personnel 
trained in fire prevention and control. 
One commenter points out that cushions 
of a flight attendant seat usually are thin 
and that the added thickness and weight 
of a fire blocking layer might interfere 
with the seat-retract mechanism. 

The FAA agrees with the commenters 
on the issue of flight crewmember seats. 
Since inservice evaluation of fire 
blocking materials has not been 
completed, and those materials with 
optimum comfort properties have not 
been identified, it would be premature 
at this time to require the retrofit of 
seats the comfort of which might affect 
performance of the flight crewmembers. 
Since flight attendants do not usually 
remain in their seats for the duration of 
the flight, flight attendant seats are not 
considered as critical as flight 
crewmember seats from the standpoint 
of comfort and are not excluded from 
the requirements. There are several 
commercially available fire blocking 
materials which are thin and 
lightweight. These should have no effect 
on seat-retract mechanisms. The rule, as 
adopted, excludes flight crewmember 
• seats from the requirements but does 
not exclude flight attendant seats. 

Several commenters contend the 3- 
year compliance period proposed in 
§ 121.312(b) should be extended to allow 
operators sufficient time to handle 
technical and logistical problems and to 
account for longer cushion life spans 
which they say exceed 3 years in many 
cases. The commenters contend the fire 
blocking requirements involve 
essentially a new technology and 
untested materials and that the 
proposed 3-year period does not allow 
sufficient time for cushion development, 
inservice testing, certification, 
production, and installation. They 
contend the added cost of an 
accelerated 3-year compliance period 
would be significant. 

The FAA does not agree the 
compliance period should be extended. 
The FAA closely monitors industry 


progress and, while recognizing the 
concerns of the commenters, has not 
found any foreseeable technical problem 
to suggest that retrofit cannot be 
accomplished smoothly within 3 years. 
Although the 3-year period was taken as 
the life span of a typical cushion, as 
explained in Notice 83-14, the longer life 
spans of some cushions mentioned by 
commenters would have no adverse 
impact on the regulatory action since the 
addition of fire blocking layers does not 
necessarily result in discarding 
cushions. 

Several commenters contend the 3- 
year compliance period proposed in 
§ 121.312(b) is too long and that fleet 
retrofit should be completed in a much 
shorter time. They contend the safety 
benefits of a shorter compliance time 
would exceed costs and that this 
justifies the faster retrofit. Several 
commenters recommend that all newly 
manufactured airplanes comply with the 
requirements within 1 year. 

The FAA generally recognizes that 
benefits from safety improvements are 
maximized the sooner required retrofits 
are completed. However, as pointed out 
by several commenters, the subject 
regulatory action involves a new 
technology, and there must be sufficient 
lead time in the compliance period to 
enable ail parties affected to attain 
reasonable proficiency, develop design 
alternatives, produce finished articles, 
and phase in installations. Fire blocking 
technology entails new test equipment 
and criteria and advanced state-of-the- 
art materials, many of which have not 
been service tested. The FAA believes a 
substantial reduction in the compliance 
period recommended by commenters 
would be impractical. The 
recommendation that newly 
manufactured airplanes comply within 1 
year will effectively be achieved since, 
as a matter of practice, seat and aircraft 
manufacturers would meet the 
operational rules which govern their 
market. It is highly unlikely that 
manufacturers would produce 
noncomplying seat cushions after 1 year 
has passed, knowing the cushions would 
require retrofit in less than 2 years. It is 
equally unlikely that older aircraft being 
refurbished would be refurbished with 
noncomplying seat cushions, knowing 
that they would need to be replaced 
before the end of their normal useful life. 
These commercial considerations will 
cause manufacturers and operators who 
are refurbishing older aircraft to 
introduce seat cushions with fire 
blocking layers (or other equivalent 
means of fire protection) soon after the 
effective date of this rule. The 3-year 
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compliance period is adopted as 
proposed. 

Several commenters express concern 
that the addition of a fire blocking layer 
to a seat cushion approved under 
Technical Standard Order (TSO) C72b 
for flotation devices on TSO-C39a for 
seats might constitute a major 
modification of the cushion which could 
invalidate the TSO approvals. 

The FAA has conducted cyclical 
flotation tests of several fire blocked 
cushions to determine the effect fire 
blocking layers might have on the 
buoyancy of cushions. The typical 
lightweight, highly fire-resistant 
materials being used as a fire blocker 
should have negligible e^ect on 
buoyancy. The use of heavy blocking 
material might reduce buoyancy to the 
extent which could require 
requalification under TSO-C72b. 
Provided the layer does not significantly 
reduce buoyancy or interfere with grasp 
straps, markings, or other flotation 
device features and the cushion foam 
core is not altered, the addition of fire 
blocking material is considered a minor 
modification and does not affect 
approval under TSC)-C72b. Since the 
fire blocking layer requirements are 
additional to the requirements of 
§ 25.853 and are in no way expected to 
affect seat cushions* eligibility to meet 
the standards of TSO-C39a and be so 
marked, approval under TSO-C39a is 
not affected. 

Several commenters contend cushions 
which meet the new flammability 
requirements should not be required to 
meet { 25.853(b] as this would be 
redundant. Commenters contend also 
that if fire blocking layer material is 
required to meet § 25.853(b), it should be 
tested separately and not as part of a 
cushion assembly. 

The FAA believes the new 
flammability requirements based on fire 
blocking performance and the 
requirements of S 25.853(b) are both 
necessary. Notice 83-14 explains that 
fire blocking delays, but does not 
prevent, ignition of cushion foam 
material and its involvement in cabin 
fire. The fire resistance required by 
§ 25.853(b) is necessary in the event fire 
does penetrate the cushion. Under 
S 25.853(b). fire blocking material would 
be considered as upholstery in general 
and would be tested separately if it is 
not bonded or permanently affixed to 
the cushion foam. In view of the sound 
experience which backs up § 25.853(b), 
highly fire-resistant fire blocking 
materials should have no difficulty 
qualifying, whether tested separately or 
as part of a cushion assembly. 

^veral commenters contend the 
proposed requirements of § 25.853(c) 


and Appendix F, as written, are 
inflexible and would require an 
unnecessary amount of testing with the 
full-scale oil burner apparatus. 
Commenters point out there are 
numerous variations in color, weight, 
blend, texture, and other properties of 
cushion dress covering which have a 
negligible effect on fire safety. The 
commenters contend that once a cushion 
assembly is qualified by the oil burner 
test, minor changes in dress covering 
should be allowed without 
requalification by full-scale testing. 

The FAA agrees with the commenters 
that once a cushion is qualified by full- 
scale oil burner tests, additional tests 
are not necessary for minor changes in 
dress covering provided the replacement 
covering is similar to the original 
covering in fire resistance. The FAA 
recognizes that as experience is gained 
in the testing of various fire blocldng 
materials and material combinations, 
the purposes served by full-scale testing 
and the situations which warrant it will 
become clearly focused. Therefore, 
paragraph (a)(3) of Part II of Appendix F 
is revised to allow that for a cushion 
which has been qualified by the oil 
burner test, the dress covering of that 
cushion may be replaced with a similar 
dress covering if the bum length of the 
replacement covering, as determined by 
the test specified in § 25.853(b). does not 
exceed the bum length of the original 
covering. 

Several commenters contend the oil 
burner test is impractical for aircraft 
certification and that there should be 
provisions for testing small-scale 
laboratory specimens with smaller 
equipment such as the Meker gas 
burner, the Ohio State University Heat 
Release Chamber, or a radiant panel 
type test. Several commenters are 
concerned that the oil burner test is not 
suitable for quality control testing. 

The FAA does not agree the oil burner 
test is impractical or should be replaced 
by some other test. It is intended as a 
design qualification test to substantiate 
the performance of an assembly 
product. The test subjects specimens to 
temperature and heat flux typical of 
cabin fire, as determined by full-scale 
cabin fire tests. For seat cushions, as for 
other aircraft components and 
assemblies, the required quality level of 
constituent materials is assured by use 
of small-scale tests or other assay 
methods selected by the manufacturer 
for the particular materials in question. 
The FAA does believe that eventually 
other tests may be developed which 
could be used for the qualification of 
cushions. While the commenters do not 
substantiate the validity or equivalency 
of another test at this time, the FAA 


believes this option should be left open 
to encourage future developments. 
Accordingly. S 25.853(c) and § 29.853(b) 
are specifically revised to allow a 
finding of equivalency. 

Several commenters contend the ten 
percent weight loss limit is not a 
realistic measure of a cushion's 
resistance to fire and is not an 
appropriate criterion for acceptance. 
The commenters suggest using an 
absolute weight loss of around one-half 
pound per specimen. One commenter 
suggests using a rate of weight loss, 
although no specific rate is suggested. 
Several commenters contend that under 
the 10 percent criterion, an adequate 
supply of fire blocking materials will not 
be available to meet airline needs. 

The FAA believes the 10 percent 
weight loss criterion is appropriate. The 
FAA has tested over 300 candidate fire 
blocking materials, of which over 100 
passed the 10 percent criterion. The use 
of absolute weight loss in lieu of percent 
weight loss as the criterion for these 
materials had an insignificant effect on 
the overall pass/fail results. Percent 
weight loss normalizes test results 
according to specimen weight and 
affords a safeguard against the use of 
materials which might have a lower 
resistance to fire in combination with a 
lower weight. There is no indication a 
rate of weight loss as suggested by one 
commenter is more appropriate than 
percent weight loss. Rate of weight low 
alone in this case would not provide a 
relevant indication of fire resistance 
unless related to time. The 10 percent 
criterion relates to test duration which, 
as adopted, does not exceed 7 minutes. 
In view of the FAA materials tests and 
industry's progress in implementing the 
fire blocking concept, the FAA believes 
there is an adequate supply of materials 
to meet airline needs. 

Several commenters contend the 
dimensionally standard specimens 
specified in Appendix F are not a 
realistic representation of cushions with 
complex curvatures and unique shapes. 
The commenters recommend testing 
actual cushions. 

The FAA believes only dimensionally 
standard specimens should be used in 
the subject test to ensure a consistent 
baseline for comparison of cushion fire 
blocking performance. The test 
measures the effectiveness of material 
or materials in combination, in delaying 
involvement of cushion foam in fire. For 
this, standard specimens of the 
materials are needed. The FAA 
evaluated the testing of nonstandard 
cushion shapes and found this can 
produce results unsuitable for the 
comparison of materials. 
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One commenter contends the 
requirements do not make clear if the 
seat bottom and seat back cushions / 
must be constructed of identical Hre 
blocking materials or may have different 
materials and different levels of fire 
blocking performance. This is a critical 
consideration since the test is more 
severe to the seat bottom specimen than 
the back specimen. 

The requirements do not intend that 
materials in the back cushion 
necessarily be the same as those in the 
bottom cushion since material selection 
might be governed by comfort, 
durability, and other factors pertinent to 
the particular cushion. However, the 
requirements do intend that the 
materials in both the bottom and the 
back cushions be able to satisfactorily 
withstand the flame impingement of the 
test burner since in an actual cabin fire, 
flame impingement might be equally 
severe to both cushions. To clarify this 
Intent, paragraph (a)(3) of Part 11 of 
Appendix F is revised to require that if 
different material configurations are 
used in the bottom and back cushions, 
each configuration must be tested as a 
complete specimen set. 

Several commenters point out that the 
back sides of many seat back cushions 
are bonded to metal which effectively 
provides blocking layer protection, llie 
commenters question whether in such 
cases the back side of the cushion must 
be enclosed by the same fire blocking 
material used to enclose the other sides. 

The rule does not require the same 
blocking layer material be used to 
enclose all sides of a cushion, nor does 
it preclude the use of metal blocking 
layers. As adopted, it requires that the 
cushion meet the prescribed test 
requirements or equivalent. Seat 
structure in combination with some 
other material would be an acceptable 
combination of fire blocking materials, 
provided adequate performance of the 
combination is substantiated. 

Numerous comments were submitted 
regarding the details of the proposed 
new test criteria of Appendix F. As a 
result, there are many revisions in the 
criteria, most of which are simple 
refinements to increase test 
repeatability. The most significant 
^visions are in section (a). Criteria for 
Acceptance, and these have only a 
minor effect on the performance level 
^quired of cushion specimens. 

Paragraph (a)(2) is revised to delete the 
requirement for venting internal cushion 
pressure. This requirement is not 
necessary since aircraft cushions 
mherently are selfiventing by 
construction to accommodate cabin 
a tiiucle changes. Paragraph (a)(4) is 
Clarified by changing the term *‘flame 


spread*’ to the term “bum length,*’ as 
currently used in Appendix F and by 
specification of a maximum permissible 
bum length based on specimen width. 
Also, paragraph (a)(4) is clarified 
regarding the number of specimens 
which must pass the test. Notice 83-14 
proposed that one-half of the required 
three specimens, or two. pass. The rule 
as adopted specifies two out of three. 
Paragraph (a)(5) is revised to clarify the 
procedure for determining specimen 
weight after the test and to ensure that 
wide fluctuations in test results of 
marginal specimens do not unduly 
influence the pass/fail outcome of 
combined test results. The proposed 
requirement that there be no flaming 
accumulation of melted material 
beneath the test specimen is deleted. 
This was found to be impractical. 

Flaming material accumulation is as 
much a function of the test apparatus as 
of specimen material properties. 

Numerous clarifications are made in 
sections (b) through (h). all of which 
have a negligible effect on test 
requirements. The method for 
determining ventilation rate of the test 
area is clarified. Tolerances for length, 
weight, temperature, and heat flux are 
specified, and additional descriptive 
information on equipment is provided. A 
requirement for conditioning the 
specimen at 55 percent relative humidity 
is specified. The type of fuel used for the 
test is specified as #2 Grade kerosene or 
equivalent. The time and means are 
specified for terminating the test for 
those specimens which do not self- 
extinguish. 

Regulatory Evaluation 

This amendment is expected to 
provide a net benefit to society, as likely 
benefits are expected to exceed likely 
costs. This evaluation relies heavily on 
information developed in a study done 
by the National Bureau of Standards 
(NBS), Center for Fire Research entitled 
Decision Analysis Model for 
Passenger—‘Aircraft Fire Safety With 
Application to Fire—Blocking of Seats, 
published in March 1984. A copy of this 
study is available in the docket of this 
rulemaking action. 

The NpS study reviewed an accident 
data base which included all world 
aircraft accidents where fire was a 
factor in fatalities, as well as major 
aircraft hull property damage incidents 
where a fire blocking seat interior might 
have lessened or eliminated property 
loss. The NBS study report lists all of 
these accidents, as well as the rationale 
for estimating the effectiveness of fire 
blocking layers in saving lives and 
lessening property damage. 


The benefit effectiveness of fire 
blocking layers is basically a function of 
the increased time that is made 
available for aircraft evacuation, as a 
result of fire-blocking layers. This time 
is varied, ranging between 20 seconds 
and 60 seconds, in the NBS study. Table 
1 below summarizes three basic values 
for fire-blocking benefits, based on 
assumptions*of increased evacuation 
time and different levels of property 
damage. The only adjustment to the NBS 
study data is the use of a value of life of 
$650,000 compared to the $500,000 value 
in the NBS study. The higher number is 
used in FAA evaluations. 


Fire Blocking Seat Alternatives 
Annualized Benert Summary 

[VahjM m miKont of 1963 doltart] 


Addi¬ 

tional 

•vac- 

uatton 

tima 

(aao 

ondt) 

High 

Middle 

Low 

20 

16.0 livaa . 

10.8 iNea.. 

4.4 kvet. 


$3.87 damage . 

$2.21 damage.... 

$1.76 damage. 


$14.85 total.... . 

$9.23 total_ 

$4.60 total 

43 

20.1 Bvea__ 

13.6 Ives—.— 

4.7 lives. 


$3.87 damage..... 

$2.21 damage.... 

$1.76 damage. 


$16.92 total... . 

$11.05 total_ 

$4.81 total. 

60 

22.3 IvM..... 

13.6 Rvea_ 

4.7 bvea. 


$3.87 damage — 

$2.21 damage .... 

$1.76 damage. 


$18.37 total . 

$11.05 total _ 

$4.81 total 


Note.—U vM Mvod are valued at $650,000 per We. 
Source: NBS atudy p. 28 (except as per fx>la). 


For purposes of this evaluation, we 
will concentrate on the middle and high 
benefit range and limit analysis to the 
20- and 43-second added evacuation 
time summaries. In this approach, we 
eliminate the extremes of very long 
evacuation times and very low benefit 
rates. 

The NBS study estimated the costs of 
fire blocking seat alternatives much as 
the NASA^study cited in FAA’s 
preliminary regulatory evaluation did. 
The important elements of incremental 
cost are the incremental costs of 
refurbishing seats with seat blocking 
materials and the operating cost of 
carrying added weight around in the 
aircraft. 

The following table summarized the 
high, middle, and low cost estimates of 
the incremental cost of material and 
installation for three blocking 
alternatives. The first is Norfab, a 
weave of 25 percent Nomex, 70 percent 
Kevlar, and 5 percent Kynol, aluminized 
on one side. The second is a loosely 
woven fiberglass scrim and a 
lightw'eight fiberglass paper bonded 
with a fire retardant adhesive. The third 
is Vie* Neoprene foam, bonded to 
urethane, llie manufacturing costs are 
based on estimates provided by two 
seat manufacturers. 
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Incremental Cost of F»re Blockjng Layers 
FOR U.S. Fleet (Materials. Installation 
AND Operating Costs) 


[Data M m imWon t of tsea doUws] 


Firt block allwnattv* 

Hig^ 

Mid- 

die 

Lom 

Norfab 




Materiais af¥l liwlMNion_ 

$tS58 

$11.83 

»75 

Operating ooat--- 

9jaa 

9.93 

9.93 

Total coat_ 

a&49 

21.76 

19.66 

Rbarglaaa 





11.17 

2.92 

6.66 

2.92 

4.91 

2.92 

Operating ooel______ 

Total Qoat- 

14.09 

9.60 

7.73 

Neoprene 




Materials and InelaMabon^.. 

16.95 

9^ 

5.40 

Operating oott.. ....... 

1949 

19.49 

19.49 

Total ooefc . . 

36.44 

26.78 

24.99 


Source: Tablaa G-tO and 6 ol NBS studyi 


The results of the NBS study indicate 
that there are fire blocking alternatives 
for which likely benefits clearly exceed 
likely costs. The fiberglass fabric 
alternative has a benefit/cost ratio 
greater than one except in those 
instances where comparisons use low 
benefits or high costs and middle 
benefit Comparing middle costs with 
middle benefits, the benefit/cost ratio is 
1.15* 

There is some uncertainty about the 
predicted ultimate costs and benefits of 
the fire blocking rule which is adopted 
by this amendment. The malar questions 
result from the uncertainties as to which 
technically feasible solutions will be 
practical. Several different solutions are 
being tried by industry, each of which 
appears promising. The optimum 
solutions will be known only after 
having fire blocking alternatives put into 
widescale utilization and testing with 
the airlines. On balance, however, FAA 
believes that this evaluation and the 
NBS study show that the amendment 
will create a net benefit to society. 

It is expected that the airline supplies 
and materials industries will work with 
the airlines to develop a relatively 
inexpensive* lightweight fire blocking 
material. Even if practical problems are 
encountered with a fiberglass material, 
these problems will likely be solved* or 
alternatives will likely be developed 
with have weight and expense factors 
similar to fibe^asa fabrics. 

Regulatory Flexibility Act 
Determination 

A final Regulatory Flexibility Analysis 
was conducted in compliance with 
section 604(a] of the Regulatory 
Flexibility Act The conclusion in the 
initial regulatory evaluation, that the 
rule may cause a significant economic 
impact on a substantial number of small 


entities, is not altered by the present 
evaluation* 

There were no public comments in 
response to the initial regulatory 
flexibility analysis* and there are no 
alternatives which lessen the impact on 
small entities while providing all 
members of the traveling public with an 
equal level of protection. 

Paperwork Reduction Act 

Information collection requirements in 
this regulation (Part 25, Appendix F) 
have been approved by the Office oif 
Management and Budget under the 
provisions of the Paperwork Reduction 
Act of 1980 [Pub* L 96--511) and have 
been assigned 0MB Control Number 

2120 - 00 ia 

Conclusion 

Under the terms of the Regulatory 
Flexibility Act (the Act], the FAA has 
reviewed this amendment to determine 
the impact it might have on small 
entities. 

Since the estimated impact on the 
small unscheduled air carriers could be 
approximately $9,000 per year, it has 
been determined that diis rule may have 
a significant economic impact on a 
substantia? number of small entities, 
such as small air carriers operating 
under Part 121. As required by the Act, 
the FAA has completed a regulatory 
flexibility analysis as part of the 
regulatory evaluation. A copy of the 
analysis/evaluation is contained in the 
regulatory docket A copy of it may be 
obtained by contacting the person 
identified under the caption “for 
FURTHER INFORMATION CONTACT.” 

The Act also requires that when there 
is a significant impact on small entities 
the agericy must consider alternatives in 
the rulemaking process* In the case of 
flammability requirements, the 
alternatives are limited in number. One 
alternative would be to lessen the 
impact on small entitiea by making the 
more stringent requirements apply only 
to the larger air carriers or by allowing 
the smaller entitiea a longer period to 
come into compliance. These 
alternatives were rejected because of 
the importance of passenger safety, 
whether traveling on a large, scheduled 
airline or on a sutler, unscheduled 
airline. As alternative approach€^s, the 
FAA considered both regulations that 
would specify the only materials and 
construction processes permitted to be 
used and regulations that set 
performance standards to be meL The 
FAA has proposed performance 
standards to permit those operating 
under Part 121 the opportunity to choose 
and install the most economical 
materials and processes capable of 


meeting the flammability performance 
standards. 

This rule is not likely to result in an 
annual effect on the economy of $100 
million or more, or a major increase in 
costs for consumers, industry, or 
Federal, State, or local government 
agencies. In addition, this rule would 
have little or no impact on trade 
opportunities for United States firms 
doing business overseas or for foreign 
firms doing business in the United 
States* Accordingly, it has been 
determined that this is not a major 
regulation under Executive Order 12291. 
In addition, the FAA has determined 
that this action is si^iificant under 
Department ol Transportation 
Regulatory Policy and Procedures (44 FR 
11034; February 26,1^9). 

List of Subjects 

14 CFR Part 25 

Air transportation. Aircraft Aviation 
safety. Safety, Tires. 

14 CFR Part 29 

Air transportation,, Aircraft, Aviation 
safety. Safety, Tires, Rotorcraft 

14 CFR Part T21 

Aviation safety, Safety, Air carriers. 
Air transportation. Aircraft, Airplanes. 
Airworthiness directives and standards. 
Flammable materials. Transportation. 
Common carriers. 

Adoption of the Amendment 

Accordingly, Parts 25. 29, and 121 of 
the Federal Aviation Regulations (14 
CFR Parts 25, 29. and 1211 are amended 
as follows, effective November 26,1984: 

PART 25—AIRWORTHINESS 
STANDARDS: TRANSPORT 
CATEGORY AIRPLANES 

1. By amending § 25.863 by 
redesignating present paragraphs (c) 
through (e) as paragraphs (d] dirough (f) 
and adding a new paragraph fc] as 
follows: 

§ 25.853 Compartfnent Intariars. 

(c) In addition to meeting the 
requirements of paragraph (b). seat 
cushions, except those on flight 
crewmember seats, must meet the test 
requirements of Part II of Appendix F of 
this part, or equivatent 
• * * • * 

2. By amending Appendix F to Part 25 
by removing the introductory sentence 
and by designating the text of Appendix 
F to Part 25 as Part 1 as follows: 
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Appendix F 

Part l--An Acceptable Teat Procedure for 
Showing Compliance With §§25.853, 25.865, 
and 252358 

, * * * * 

3. By amending Appendix F to Part 25 
by adding, a new Part U to read as 
follows: 

• ft * * * 

part II— Flammability of Seat Cushions 

(a) Criteria for Acceptance. Each seal 
cushion must meet the following criteria: 

(1) At least three sets of seat bottom and 
seat back cushion specimens must be tested. 

(2) If the cushion is constructed with a fire 
blocking material, the fire blocking material 
must completely enclose the cushion foam 
core material. 

(3) Each specimen tested must be 
fabricated using the principal components 
(Le.. foam core, flotation material, fire 
blocking material, if used, and dress 
covering) and assembly processes 
(representative seams and closures) intended 
for use in the production articles. If a 
different material combination is used for the 
back cushion than for the bottom cushion, 
both material combinations must be tested as 
complete specimen sets, each set consisting 
of a back cushion specimen and a bottom 
cushion specimen. If a cushion, including 
outer dress covering, is demonstrated to meet 
the requirements of this appendix using the 
oil burner test, the dress covering of that 
cushion may be replaced with a similar dress 
covering provided the bum length of the 
replacement covering, as determined by the 
test specified in § 25.853(b). does not exceed 
the corresponding bum length of the dress 
covering used on the cushion subjected to the 
oil burner test. 

(4) For at least two-thirds of the total 
mirober of specimen sets tested, the bum 
length from the burner must not reach the 
side of the cushion opposite the burner. The 
hum length must not exceed 17 inches. Bum 
length is the perpendicular distance from the 
inside edge of the seat frame closest to the 
burner to the farthest evidence of damage to 
[he test specimen due to flame impingement, 
including areas of partial or complete 
consumption, charring, or embrittlement, but 
not including areas sooted, stained, warped, 
or discolored, or areas where material has 
ihnink or melted away from the heat source. 

(5) The average percentage weight loss 
must not exceed 10 percent. Also, at least 
two-thirds of the total number of specimen 
wis tested must not exceed 10 percent weight 
loss. All droppings falling from the cushions 
and mounting stand are to be discarded 
before the after-test weight is determined. 

The percentage weight loss for a specimen 

*et is the weight of the specimen set before 
testing less the weight of the specimen set 
«ter testing expressed as the percentage of 
the weight before testing. 

(b) Test Conditions. Vertical air velocity 
^uld average 25 fpm±10 fpm at the top of 

back seat cushion. Horizontal air velocity 
would be below 10 fpm just above the 
bottom seal cushion. Air velocities should be 
“measured with the ventilation hood operating 
the burner motor off. 


(c) Test Specimens. [1} For each teat, one 
set of cushion specimens representing a seat 
bottom and seat back cushion must be used. 

(2) The seat bottom cushion specimen must 
be 18± Vk inches r457 ±3 mm) wide by 20±Vii 
inches (508±3 mm) deep by 4±Vk inches 
(102±3mm) thick, exclusive of fabric 
closures and seam overlap. 

(3) The seat back cushion specimen must 
be 18±Vii inches f432±3 mm) wide by25±Vii 
inches (635±3 mm) high by 2± ^ inches 

(51 ±3 mm) thick, exclusive of fabric closures 
and seam overlap. 

(4) The specimens must be conditioned at 
70±5 T (21±2 *C] 5S%±10% relative 
humidity for at least24 hours before testing. 

(d) Teat Apparatus. The arrangement of the 
test apparatus is shown In Figures 1 through 5 
and must include the components described 
in this section. Minor details of the apparatus 
may vary, depending on the model burner 
used. 

(1) Specimen Mounting Stand. The 
mounting stand for the test specimens 
consists of steel angles, as shown in Figure 1. 
The length of the mounting stand legs is 
12± ^ inches (305±3 mm). The mounting 
stand must be used for mounting the test 
specimen seat bottom and seat back, as 
shown in Figure 2. The mounting stand 
should also include a suitable drip pan lined 
with Sluminum foil, dull side up. 

(2) Test Burner. The burner to be used in 
testing must— 

(i) Be a modified gun type: 

(ii) Have an 80-degree spray angle nozzle 
nominally rated for 2.25 gallons/hour at 100 
psi: 

(iii) Have a 12-inch (305 mm) burner cone 
installed at the end of the draft tube, with an 
opening 6 inches (152 mm) high and 11 inches 
(280 mm) wide, as shown in Figure 3: and 

(iv) Have a burner fuel pressure regulator 
that is adjusted to deliver a nominal 2.0 
gallon/hour of # 2 Grade kerosene or 
equivalent required for the test. 

Burner models which have been used 
successfully in testing are the Lennox Model 
OB-32, Carlin Model 200 CRD, and Park 
Model DPL 3400. FAA published reports 
pertinent to this type of burner are: (1) 
Powerplant Enginering Report No. 3A. 
Standard Fire Test Apparatus and Procedure 
for Flexible Hose Assemblies, dated March 
1978: and (2) Report No. DOT/FAA/RD/76/ 
213, Reevaluation of Burner Characteristics 
for Fire Resistance Tests, dated January 1977. 

(3) Calorimeter. 

(i) The calorimeter to be used in testing 
must be a (0-15.0 BTU/ft’-sec. 0-17.0 w/cm^ 
calorimeter, accurate ±3%. mounted in a 6- 
inch by 12-inch (152 by 305 mm) by ^-inch 
(19 mm) thick calcium silicate insulating 
board which is attached to a steel angle 
bracket for placement in the test stand during 
burner calibration, as shown in Figure 4. 

(ii) Because crumbling of the insulating 
board with service can result in misalignment 
of the calorimeter, the calorimeter must be 
monitored and the mounting shimmed, as 
necessary, to ensure that the caloriiqeter face 
is flush with the exposed plane of the 
insulating board in a plane parallel to the exit 
of the test burner cone. 

(4) Thermocouples. The seven 
thermocouples to be used for testing must be 


Vis- to Vk-inch metal sheathed, ceramic 
packed, type K. grounded thermocouples with 
a nominal 22 to 30 American wire gage 
(AWG)-aize conductor. The seven 
thermocouples must be attached to a steel 
angle bracket to form a thermocouple rake for 
placement in the test stand during burner 
calibration, as shown in Figure 5. 

(5) Apparatus Arrangement. The test 
burner must be mounted on a suitable stand 
to position the exit of the burner cone a 
distance of 4± Vk inches (102±3 mm) from 
one side of the specimen mounting stand. The 
burner stand should have the Capability of 
allowing the burner to be swung away from 
the specimen mounting stand during warmup 
periods. 

(6) Data Recording. A recording 
potentiometer or other suitable calibrated 
instrument with an appropriate range must be 
used to measure and record the outputs of the 
calorimeter and the thermocouples. 

(7) Weight Scale. Weighing Device—A 
device must be used that with proper 
procedures may determine the before and 
after test weights of each set of seat cushion 
specimens within 0.02 pound (9 grams). A 
continuous weighing system is preferred. 

(8) Timing Device. A stopwatch or other 
device (calibrated to ±1 second) must be 
used to measure the time of application of the 
burner flame and self-extinguishing time or 
test duration. 

(e) Preparation of Apparatus. Before 
calibration, all equipment must be turned on 
and the burner fuel must be adjusted as 
specified in paragraph (d)(2). 

(f) Calibration. To ensure the proper 
thermal output of the burner, the following 
test must be made: 

(1) Place the calorimeter on the test stand 
as shown in Figure 4 at a distance of 4± Vk 
inches (102±3 mm) from the exit of the 
burner cone. 

(2) Turn on the burner, allow it to run for 2 
minutes for warmup, and adjust the burner 
air intake damper to produce a reading of 
10.5±0.5 BTU/ft^sec. (11.9±0.6 w/cm*) on 
the calorimeter to ensure steady state 
conditions have been achieved. Turn off the 
burner. 

(3) Replace the calorimeter with the 
thermocouple rake (Figure 5). 

(4) Turn on the burner and ensure that the 
thermocouples are reading 1900±100 ‘F 
(1038±38 *C) to ensure steady state 
conditions have been achieved. 

(5) If the calorimeter and thermocouples do 
not read within range, repeat steps in 
paragraphs 1 through 4 and adjust the burner 
air intalce damper until the proper readings 
are obtained. The thermocouple rake and the 
calorimeter should be used fi^quently to 
maintain and record calibrated test 
parameters. Until the specific apparatus has 
demonstrated consistency, each test should 
be calibrated. After consistency has been 
confirmed, several tests may be conducted 
with the pre-test calibration before and a 
calibration check after the series. 

(g) Test Procedure. The flammability of 
each set of specimens must be tested as 
follows: 
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(1) Record the weight of each set of seat 
bottom and seat back cushion specimens to * 
be tested to the nearest 0.02 pound (9 grams). 

(2) Mount the seat bottom and seat back 
cushion test specimens on the test stand as 
shown in Figure 2. securing the seat back 
cushion specimen to the test stand at the top. 

(3) Swing the burner into position and 
ensure that the distance from the exit of the 
burner cone to the side of the seat bottom 
cushion specimen is 4± Vk inches (102±3 
mm). 

(4) Swing the burner away from the test 
position. Turn on the burner and allow it to 
run for 2 minutes to provide adequate 
warmup of the burner cone and flame 
stabilization. 


- 1 - 

(5) To begin the test, swing the burner into 
the test position and simultaneously start the 
timing device. 

(6) Expose the seat bottom cushion 
specimen to the burner flame for 2 minutes 
and then turn off the burner. Immediately 
swing the burner away from the test position. 
Terminate test 7 minutes after initiating 
cushion exposure to the flame by use of a 
gaseous extinguishing agent (i.e., Halon or 
COa). 

(7) Determine the weight of the remains of 
the seat cushion specimen set left on the 
mounting stand to the nearest 0.02 pound (9 
grams) excluding all droppings. 

(h) Test Report, With respect to all 
specimen sets tested for a particular seat 


cushion for which testing of compliance is 
performed, the following information must be 
recorded: 

(1) An identification and description of the 
specimens being tested. 

(2) The number of specimen sets tested. 

(3) The initial weight and residual weight of 
each set, the calculated percentage weight 
loss of each set. and the calculated average 
percentage weight loss for the total number of 
sets tested. 

(4) The bum length for each set tested. 

BILUNQ COD€ 4910-13>M 
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TOP VIEW 


NOTE: 

ALL JOINTS WELDED 
FLAT STOCK BUTT WELDED 
ALL MEASUREMENTS INSIDE 


figure 1 
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19/32’’SPACES 



NOTE: 

ONE HALF (Va) OF TUBE 
EXTENSION SHOWN. SECOND 
HALF MATES AT SPOTWELO 
OVERLAPS. 


FIGURE 3 
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(152 X 305 X 19 mm) 

6" X 12” x’y4’* 
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TOP VIEW 

CALORIMETER BRACKET 
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4. By amending newly designated Part 
1 of Appendix F of Part 25 by removing 
the words “of this appendix" wherever 
they appear and inserting, in their place, 
the words "Part 1 of this appendix". 

PART 29—AIRWORTHINESS 
STANDARDS: TRANSPORT 
CATEGORY ROTORCRAFT 

5. By amending § 29.853 by adding a 
new paragraph (b) as follows: 

§ 29.853 Compartment interiors. 

« « * ♦ * 

(b) In addition to meeting the 
requirements of paragraph (a)(2). seat 
cushions, except those on flight 
crewmember seats, must meet the test 
requirements of Part II of Appendix F of 
Part 25 of this chapter, or equivalent. 


PART 121—CERTIFICATION AND 
OPERATIONS: DOMESTIC, FLAG, AND 
SUPPLEMENTAL AIR CARRIERS AND 
COMMERCIAL OPERATORS OF 
LARGE AIRCRAFT 

6. By amending S 121.312 by 
redesignating present paragraphs (a) 
and fb) as (1) and (2), by redesignating 
the introductory paragraph as (a), and 
by adding a new paragraph (b) to read 
as follows: 

§ 121.312 Materials for compartment 
interiors. 

* • * • * 

(b) For airplanes type certificated 
after January 1.1958, after November 26. 
1987, seat cushions, except those on 
flight crewmember seats, in any 


compartment occupied by crew or 
passengers must comply with the 
requirements pertaining to fire 
protection of seat cushions in 
§ 25.853(c), effective November 26. 1984. 
and Appendix F to Part 25 of this 
chapter, effective November 26,1984. 

(Secs. 313. 314. and 601 through 610. Federal 
Aviation Act of 1958, as amended (49 U.S.C. 
1354,1355, and 1421 through 1430); 49 U.S.C. 
106(g) (Revised, Pub. L 97-449, fanuary 12, 
1983)) 

Issued in Washington. D.C.. on October 23. 
1984. 

Donald D. Engen. 

Administrator. 

(PR Doc. 84>2B294 Filed 10-23^: 2:10pm) 

BILUNQ C00€ 4910-13-1(1 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Parts 51 and 52 
(AD-FRL 2683-1] 

Requirements for Preparation, 
Adoption and Submittal of 
Implementation Plans; Approval and 
Promulgation of Implementation Plans 

agency: Environmental Protection 
Agency (EPA). 
action: Final rule. 

SUMMARY: EPA here reaffirms its current 
requirements for the inclusion of fugitive 
emissions in calculations of whether a 
source is “major” for purposes of new 
source review under the Clean Air Act 
(the “Act”). EPA proposed to delete 
those requirements at 48 FR 38742 
(August 25.1983). In a companion notice 
in the Federal Register. EPA is proposing 
to extend the requirements for inclusion 
of fugitive emissions to surface coal 
mines, is reopening the comment period 
on the current list of sources to which 
these requirements apply, and is 
soliciting comments on an interpretive 
ruling regarding the underlying statutory 
provisions as they relate to 
consideration of fugitive emissions in 
the modification of existing sources. 
DATES: This reaffirmation takes effect 
on November 26,1984. Under section 
307(b)(1) of the Act, 42 U.S.C. 7607(b)(1). 
petitions for judicial review must be 
filed on or before December 26,1984, in 
the United States Court of Appeals for 
the District of Columbia Circuit. 

FOR FURTHER INFORMATION CONTACT: 
Kirt Q. Cox, New Source Review 
Section, Office of Air Quality Planning 
and Standards, Research Triangle Park, 
North Carolina 27711 (919-541-5591. 
FTS-629-5591). 

SUPPLEMENTARY INFORMATION: 

1. Introduction 

EPA has various rules that regulate 
the construction of new stationary 
sources of air pollution and 
modifications to existing sources. In 
general, these rules apply only to 
sources and modifications that are 
“major.” The rules define “major” in 
terms of annual rates of emissions, for 
example. 100 tons per year (“tpy”). They 
require the inclusion of “fugitive 
emissions” in quantifying emissions 
rate, but only for 30 listed source 
categories. “Fugitive emissions” are 
emissions that could not reasonably 
pass through a stack or other 
functionally equivalent opening. 

On August 25,1983, EPA proposed to 
delete entirely this requirement for the 


inclusion of fugitive emissions on the 
grounds that it rests on an incorrect 
interpretation of the Act (48 FR 38742). 
After reviewing the comments on the 
proposal, however, EPA has concluded 
that the interpretation in question is 
correct. EPA, therefore, has decided to 
retain the requirement, but to provide a 
further opportunity for comment on 
whether the requirement should not 
apply to one or more of the 30 categories 
already listed. In a companion notice in 
the Federal Register. EPA is soliciting 
comment on that question. In that 
notice. EPA is also proposing to add 
surface coal mines to the list and is 
soliciting comment on a new 
interpretation of the underlying 
statutory provisions as they apply to 
modifications involving fugitive 
emissions. 

This preamble describes the statutory 
and regulatory background, the 
comments on the August 1983 proposal, 
and EPA’s responses. 

II. Background 

A. Statute 

Section 110 of the Clean Air Act. 42 
U.S.C. 7410, requires each State to have 
a plan for (1) attaining and maintaining 
national ambient air quality standards 
(NAAQS) in all areas of the country, 
especially in areas that have yet to meet 
the standards (“nonattainment areas”); 
and (2) preventing significant 
deterioration in areas not classified as 
nonattainment (“PSD areas”). Section 
110(a)(2)(D) requires each plan (“State 
implementation plan” or “SIP”) to 
contain, among other measures, a 
program for regulating the construction 
of new stationary sources and 
modifications, including “a permit 
program as required in parts C and D 

* * * and a permit or equivalent 
program for any major emitting facility 

* ^ Section 110(a)(2)(I) requires each 
SIP to contain a ban on the construction 
or modification of any “major stationary 
source” in nonattainment areas that lack 
a SIP that meets the requirements of 
Part D. 

Part C of the Act, 42 U.S.C. 7470-91. 
specifies a permit program that applies 
to the construction or modification of 
any “major emitting facility” in any PSD 
area. It defines “major emitting facility” 
as any stationary source that either 
emits 100 tpy of a pollutant and belongs 
to one of 28 listed industrial categories 
or else emits 250 tpy of a pollutant. 

Part D of the Act, 42 U.S.C. 7501-08. 
specifies a permit program that applies 
to the construction or modification of 
any “major stationary source” in any 
nonattainment area. It contains no 
definition of “major stationary source.” 


Section 302(j) of the Act, 42 U.S.C. 
7602(j). defines both “major stationary 
source” and “major emitting facility” as 
follows: 

Except as otherwise expressly provided, 
the terms “major stationary source” and 
“major emitting facility” mean any stationaiy 
facility or source of air pollutants which 
directly emits, or has the potential to emit, 
one hundred tons per year or more of any air 
pollutant (including any major emitting 
facility or source of fugitive emissions of any 
such pollutant, as determined by rule by the 
Administrator). [Emphasis added.) 

B. Initial EPA Interpretation 

Following the enactment of the bulk of 
these statutory provisions in 1977, EPA 
issued various regulations and 
guidelines that interpreted and 
elaborated upon them. In June 1978. EPA 
promulgated PSD regulations to 
implement Part C. The regulations 
appear now at 40 CFR 51.24 (1984) (the 
“Part 51 PSD regulations”) and 40 CFR 
52.21 (1984) (the “Part 52 PSD 
regulations”). In January 1979. EPA 
revised its Emissions Offset 
Interpretative Ruling (the “Offset 
Ruling”), which now appears at 40 CFR 
Part 51, Appendix S (1984), to conform it 
to Part D. Tlien. in April 1979, EPA 
issued a guideline entitled “General 
Preamble for Proposed Rulemaking on 
Approval of Revisions for 
Nonattainment Areas” that included 
guidance on the content of Part D 
permitting programs (see 44 FR 20372). 
Finally, in July 1979, EPA issued an 
interpretive rule on construction bans 
for nonattainment areas, which now 
appears at 40 CFR 52.24 (1984). 

In eath of these pronouncements. EPA 
assumed without discussion that the 
fugitive emissions of a source of 
modification were to be included in 
quantifying its emissions rate in order to 
determine whether it is “major” [see, 
e.g., 43 FR 26 382-83, 26403-04 (June 19. 
1978)). (EPA refers to these 
quantifications of emissions rate as 
“threshold applicability 
determinations,” since they determine 
whether a project is subject to all the 
PSD or nonattainment permit 
requirements or the construction ban.)* 


' A threshold applicability determination is 
distinct from a pollutant applicability 
determination, which is a determination of which 
pollutant streams from a “major*' source or “major ‘ 
modification are subject to the substantive 
requirements of the regulations in question. The 
PSD requirements, for instance, apply to each 
regulated pollutant that a “major" source emits In 
“significant" amounts. E.g., 40 CFR 52.21(j) (1984). 
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EPA regarded the Part C definition of 
*^ajor emitting facility** as exclusively 
governing the meaning of that term for 
PSD purposes. Since ^at definition does 
not distinguish between fugitive and 
nonfugitive emissions. EPA concluded 
that fugitive emissions are as eligible for 
inclusion in the threshold 
determinations of PSD applicability as 
nonfugitive emissions. 

One of the consequences of this 
assumption was that sources of 
predominately fugitive emissions, such 
as surface co^ mines, could be **maior'* * 
and hence subject to new source re^ew 
permit requirements or the construction 
ban. 

C. D.C. Circuit Interpretation 

In December 1979, the U.S. Coui1 of 
Appeals for the District of Columbia 
Circuit held that EPA may require the 
inclusion of fugitive emissions in 
threshold applicability determinations 
for projects in a particular category only 
if it has first satisfied the rulemaking 
requirement of section 302(j) as to that 
category (see Alabama Power Company 
V. Costle, 636 F.2d 325, 369). 

Unfortunately, the court did not specify 
what it thought EPA had to consider in 
such a rulemaking. It did say. however, 
that: 

EPA’s regulation of fugitive emissions has 
been of special concern to the mining and 
forestry industries which contend, without 
serious opposition, that they are incapable of 
meeting the strict limitations on the emission 
of particulate matter set by the PSD 
provisions * * *. 

* « • * « 

The legislative history of this rulemaking 
provision [Section 302(j}] is sparse, but it may 
well de fine a legislative response ta the 
policy considerations presented by the 
regulation of sources where the predominant 
emissions are fugitive in origin, particuJarJy 
^itive dust. Whatever the motivation of the 
“rule” provision of 302(j). its existence is 
unmistakable. Even if the origin of this 
provision is fortuitous, the provision may 
well be welcomed as serendipitous, for it 
gives EPA ffeKihiiity to preside industry-by- 
industry consideration and appwpriate 
taibring of coverage. [Id (emphasis added).] 

D. Revisions in Response to Alabama 
Power 

In response to this holding. EPA 
proposed araeadments to both the PSD 
and nonattainment regulations that 
Would exclude fugitive emissions from 
Ihreshold applicability determinations 
except as to 30 listed categories of 
sources [e.g., 44 FR 51924, 51948 
(September 5.1979)]. Twenty-eight of the 
^tegories correspond generally to the 
Jjstegories in the Part C definition of 

Uiajor emitting facility'*; the remaining 
^wo categories encompassed any source 


subject on August 7,1980, to an emission 
standard under either Section 111 or 112 
of the Act, 42 U.S.C. 7411 or 7412. 

Surface coal mines were not among the 
30 categories [Id. at 51931).* EPA 
explained that it was proposing to 
require the inclusion of fugitive 
emissions as to those categories because 
(1) emissions from sources in those 
categories deteriorate air quality 
regardless of how they emanate, and (2) 
the Agency's experience in quantifying 
fugitive emissions from such sources 
was in general greater than its 
experience In quantifying fugitive 
emissions from other sources [Id). 

During the comment period, various 
industry representatives attacked this 
test as too undemanding to satisfy the 
court's opinion. They contended Aat 
section 302(j) obliges EPA to determine 
with some precision and through 
rulemaking that reasonably satisfactory 
methods for the measurement, modeling, 
and control of fugitive emissions * from a 
particular category of sources exist 
before EPA requires those emissions to 
be included in threshold applicability 
determinations [45 FR 52676, 52692 (col. 
2) (August 7.1980)]. Indeed, some 
contended that EPA had to promulgate 
such methods in the form of regulations 
[Id. at 52690 (col. 3)]. 

In its response to comments, EPA 
pointed out that, according to the D.C. 
Circuit, Congress intended the 
substantive PSD requirements to be 
applied "with equal force" to the 
fugitive and nonfugitive emissions of 
any facility that would be "major" by 
virtue of its nonfugitive emissions, even 
if EPA has yet to determine that there 
are reasonably satisfactory 
measurement, modeling, or control 
methods for the fugitive emissions [Id. at 
52691 (quoting 636 F.2d at 369)].♦Thus, 

•EPA said it would consider later whether to add 
strip mines and other sources to the list [id. [col. 2)|. 

•The phrase “measurement of fugitive emissions” 
refers in this notice to the quantification of the rale 
at which pollutants emanate “fiigitively” from a 
particular activity at a source, for instance, the rate 
at which particulate matter emanates horn an 
unpaved road at a surface mine due to truck trai6c. 
The phrase “modeling of tiigitive emissions" refers 
to the prediction through mathematical models of 
the concentrations of a pollutant in the ambient air 
that would result from fugitive emissions of the 
pollutant. 

*The relevant language from the court’s opinion is 
as follows: The term of section 165. which detail the 
preconstruction review and permit requirements for 
each new or modified “major emitting fadiity" 
apply with equal force to fugitive emissions and 
emissions from industrial point sources * * *. 

EPA is cuxrecl that a major emitting facility is 
subiect to the requirements of section 165 for each 
pollutant it emits Inrespective of the manner in 
which it is emitted. However, a source emitting 
large quantities of fugitive emissions may remain 
outside the definition of major emitting facility and 
thus may not be aubjeci to the requirements of 
section 165. [Emphasis added.] 


Congress consigned any problems of 
measurement, modeling, and control in 
those cases to each individual permit 
proceeding for resolution by the 
permitting authority. EPA reasoned that 
if Congress were willing to accept case- 
by-case resolution of such problems by 
the permitting authority in those 
circumstances, it must have been willing 
to do the same for projects that would 
be "major** only if their fugitive 
emissions were counted [Id. at 52691, 
52692). Hence, the Agency took the 
position that section 303(j) obliges it 
simply to afford the public with an 
opportunity to oppose the inclusion of 
fugitive emissions as to particular 
category, once EPA has determined at 
the proposal stage dial sources in the 
category could degrade air quality 
significantly: 

EPA • • • believes that the purpose of the 
rulemaking under section 302(j) is to afford 
members of affected categories of sources an 
opportunity to comment on the 
AdminisUator's determination to include 
fugitive emissions in the threshold calculation 
and to allow them to present factual or policy 
arguments in support of claims that it would 
not be appropriate to do so. [Id. at 52690 (col. 
3) (emphasis in original).] 

EPA did not specify the grounds on 
which it thought a commenter could 
oppose inclusion of fugitive emissions. 
But the possible candidates include 
adverse economic or social impacts- 
relative to the benefits associated with 
the listing of the applicable category. 
EPA in harmony with its basic reasoning 
said that it thought that the adequacy of 
measurement and modeling methods is 
not by itself "critical in determining 
whether, as a genera] policy matter, it is 
appropriate to include fugitive emissions 
in the threshold calculations" [Id. at 
52692 (col. 2)). 

In sum, EPA’s position was that 
section 302(j) requires it to determine 
only that (1) the sources in category 
could degrade air quality significantly 
and (2) there were no unreasonable 
costs compared to the benefits 
associated with listing the category that 
commenters raised during the comment 
period. If no commenter raised on 
objection, than EPA would have to make 
only the first determination. 

EPA concluded finally that the 
rulemaking it was conducting bad 
afforded sources the opportunity to 
comment on the proposed inclusion of 
fugitive emissions in their threshold 
calculations [Id. a 52961). Hence, in 
August 1980, it promulgated the 
substance of the amendments it had 
proposed [e.g., 45 FR 52739).‘ 


• EPA simuitaneoualy pramulgated a wide array 
of other changca to the various new source review 

Continued 
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EPA, however, put the changes into a 
different form. The new provisions on 
their face require fugitive emissions to 
be included in threshold applicability 
determinations for any project, but then 
exempt from the relevant reD or 
nonattainment requirements any project 
that (1) would be “major” only if fugitive 
emissions were included and (2) does 
not belong to one of the 30 categories 
[e.g., 40 CFR 52.21 {b)(4). {i)(4)(vii) 

(1981)1. 

E. Industry Challenges 

In December 1980. the American 
Mining Congress and various individual 
mining companies (collectively. “AMC“) 
petitioned EPA for reconsideration of 
the new PSD provisions. AMC pointed 
out that, even though the provisions 
would exempt a mining operation that 
would be “major” only if fugitive 
emissions were taken into account for 
the PSD permit requirements, 
nevertheless they could affect such an 
operation adversely in other ways.® 
AMC also observed that the preamble to 
the regulations strongly indicates that 
EPA did not intend these results [see 
Petition for Reconsideration of 
Regulations Relating to the Prevention 
of Significant Deterioration of Air 
Quality. Part 1 (December 1,1980) 
hereinafter, “AMC Petition for 
Reconsideration”)). 

In a letter dated January 19,1981, EPA 
granted the AMC petition. The Agency 
confirmed that it intended to establish 
that any project that would be “major” 
only if fugitive emissions were taken 
into account is not to be considered 
“major” for any PSD purpose, unless the 
project belongs to one of the 30 listed 
categories. EPA agreed to amend the 
regulations to conform then to that 
intention. 

In late 1980, AMC and other industry 
organizations (collectively, the “industry 
petitioners”) petitioned the D.C. Circuit 
to review the provisions that require the 
fugitive emissions of projects in the 30 
listed categories to be taken into 
account in threshold applicability 
determinations. These challenges were 
subsequently consolidated into 


regulations In effect at the lime: not only the Pari 51 
and 52 PSD regulations, the Offset Ruling, and the 
construction ban. but also 40 CFR 51.18(j). which set 
forth the requirements of the Part D permit program 
and which had first promulgated in May 1980 
(45 FR 31307). 

EPA did not include strip mines on the list of 30 
categories, although the Sierra Club in its comments 
had argued for their inclusion. 

•For example, such an operation would consume 
increment even before the baseline date, if 
construction on it commenced after January 6,1975 
[see 40 CFR 52.21 (b)(13)(ii)(a) (1961)]. 


Chemical Manufacturers Association 
rCMA**) V. EPA (No. 79-1112).’ 

The industry petitioners argued that 
EPA, before it established those 
provisions, should have considered the 
problems of measuring, modeling, and 
controlling fugitive emissions that are 
peculiar to each category and then 
provided—in the words of the Alabama 
Power opinion—“appropriate tailoring 
of coverage.” They also contended that 
the Act required the Agency to consider, 
on an industry-by-industry basis, the 
social, economic, health, and welfare 
impacts of including fugitive emissions 
in threshold applicability 
determinations. They suggested that 
EPA could decline to require the 
inclusion of fugitive emissions as to a 
particular category on the ground that 
growth in that industry was important to 
the economy and that the emissions 
posed low risks to human health and 
welfare. Finally, the industry petitioners 
asserted that EPA entirely failed to meet 
those requirements of the Act [see 
Petitioners Brief on Fugitive Emissions 
and Certain other Issues, at 12-19 
(February 11,1981) (hereinafter, 

“Fugitive Emissions Brief’)]. 

In June 1981, EPA began negotiations 
with the industry petitioners to settle the 
issues relating to fugitive emissions in 
the CAfA case. In February 1982, EPA 
entered into a settlement agreement 
with these petitioners in which it agreed 
to propose to delete the requirement for 
including fugitive emissions and to take 
final action on that proposal. 
Subsequently, the court granted a stay 
of the case pending implementation of 
the agreement. 

F. D.C. Circuit Decision in Duquesne 
Light 

In January 1983, the D.C. Circuit 
issued an opinion that is relevant here 
on EPA’s noncompliance penalty 
regulations under section 120 of the Act 
[Duquesne Light Company v. EPA, 698 
F.2d 456). The extent of liability for 
those penalties depends in large 
measure on whether a source qualifies 
as a “major stationary source.” which is 
also defined by Section 302(j). The 
noncompliance penalty regulations 
simply required the inclusion of fugitive 
emissions in threshold applicability 
determinations to the extent they were 
“regulated by the applicable state 
implementation plan” [40 CFR 
66.3(j)(1981)]. Industry challenged this 
requirement as failing to satisfy the 


^The Sierra Club challenged the apparent 
decision to postpone action on whether to list strip 
mines, The court considered this challenge 
separately from the challenges in CAM. 


rulemaking requirement in section 302(j). 
They asserted: 

To properly notify sources how emissions 
will be calculated requires the formal 
promulgation of measurement, modeling, or 
control techniques, or guidelines for 
determining the categories to which fugitive 
emissions will apply and the basis for 
quantifying such emissions. 

« • * « * 

EPA has not complied with this Court’s 
command to “provide industry-by-lndustry 
consideration and the appropriate tailoring of 
coverage" [Joint Brief for Industry Petitioners 
on Applicability of the Regulations, at 4&-49 
(April 26.1982)]. 

The court responded as follows: 

EPA’s treatment of fugitive emissions is 
• • • reasonable. Section 120 penalties 
against major stationary sources are to be 
assessed for violations of state SIP’s. The use 
of SIP’s to determine whether fugitive 
emissions should be included in calculating a 
source’s potential to emit reasonably links 
the noncompliance penalties against major 
sources with the SIP’s that give rise to their 
assessment. 

Moreover. EPA has engaged in the 
rulemaking required for inclusion of fugitive 
emissions in the calculation of whether a 
source is major. [See § 302(j)]. In 
promulgating the PSD regulations. EPA 
assumed that the rulemaking requiremeni 
was inapposite. Here, by contrast. EPA 
followed SIP regulations in determining 
whether to include fugitive emissions. As we 
emphasized in Alabama Power, the purpose 
of the rulemaking requirement may have been 
to enable EPA to* tailor the inclusion of 
fugitive emissions to particular industrial 
conditions. Adoption of a SIP involves an 
exploration of whether industrial conditions 
in the state warrant limiting fugitive 
emissions from a particular source. EPA’s 
reliance on the SIP itself to determine 
whether to include fugitive emissions in the 
calculation of a source’s potential to emit 
thus met the statutory rulemaking 
requirement, and we affirm that action. [698 

F. 2d at 474-75]. 

G. EPA Proposal 

To meet the commitments on fugitive 
emissions that EPA made to AMC in 
January 1981 and to industry petitioners 
in February 1982, EPA proposed certain 
amendments to its regulations on August 
25.1983 (48 FR 38742). The main effect of 
these amendments would be (1) to 
delete the current requirements for 
including fugitive emissions in threshold 
applicability determinations, and (2) 
expressly to exempt from all substantive 
requirements applicable to “major" 
projects any project that would be 
“major” only if its fugitive emissions 
were included. 

In the preamble to the proposal. EPA 
stated its “preliminary conclusion” that 
it had misinterpreted section 302(j) when 
it promulgated the current requirements 
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and hence had failed to go through the 
necessary rulemaking. EPA identified 
two new interpretations of how the 
rulemaking requirement of section 302(j) 
was to be conducted. One was that: 

[Ijhe parenthetical [in section 302(j)] 
obliges EPA, before it may require the 
inclusion of fugitive emissions in threshold 
applicability determinations for a particular 
dean Air Act program and a particular 
category of sources, only to (1) identify those 
problems the sources would encounter in that 
program that are specifically due to the 
fugitive nature of their emissions, and (2) 
determine that reasonable solutions to those 
problems exist. For the PSO and 
nonattainment new source review programs 
and some source categories, those problems 
may include problems of measurement, 
modeling, and control (48 FR 38744-45). 

The second interpretation was that: 

EPA, before it may require the inclusion of 
fugitive emissions in threshold applicability 
determinations [for a particular category of 
sources], need determine only that 
reasonable solutions exist for the problems of 
measurement that are endemic to the fugitive 
emissions from those sources [48 FR 38745 
(col. 1)). 

EPA said that it viewed these 
interpretations as stronger than the one 
it had adopted in 1980, the one industry 
had espoused in its brief, or the one that 
the Natural Resources Defense Council 
("NRDC**) raised in a September 1982 
letter. The NRDC interpretation was that 
the parenthetical merely requires EPA to 
identify those sources that are 
substantial emitters of fugitive 
emissions [48 FR 38745 (col. 2-3)J. EPA 
asked commenters, in commenting on 
these various interpretations, to take the 
D.C. Circuit decision in Duquesne Light 
into account [Id (col, 3)). 

Another effect of the amendments 
EPA proposed would be to allow credit 
for net decreases in fugitive emissions in 
netting calculations under the definition 
of "major modification.” even if EPA 
had yet to go through the necessary 
rulemaking for the source in question.* 


'Specifically. EPA proposed to delete the current 
exclusion for projects that fall outside the 30 
categories and to add a new paragraph to the 
dennitions of “major stationary source" and a 
ilmilar paragraph to the definition of “major 
nodification." This first paragraph would provide 
that the “fugitive emissions of a stationary source 
ioall not be included In determining for any of the 
Pofposes of (the regulations In question] whether it 
major stationary source, unless the source 
belongs to one of the following categories of 
itatlonary sources: (Reserved)" (See, e^.. 46 FR 
^53 (col. 2) (Section A(1))J. The second paragraph 
'"^uld provide that "(ajny net increase in fugitive 
•missions from a change at a stationary source shall 
“ol be included In determining for any of the 
Pjj^aes of [the regulations in question] whether 
change is a major modification, unless the 
hbiongs to one of the following categories of 
•Utionary sources: (Reserved)" [See. e.g., 46 FR 
W53 (col. 3) (Section A(4))|. 


EPA observed that disallowance of 
credit for net decreases ”could result in 
a company having to obtain a permit 
[for a source alteration], but not having 
to satisfy any substantive 
requirements.” and concluded that 
Congress could not have intended that 
(48 FR 38746). 

In the preamble, EPA recognized that 
some environmentally significant 
projects that now would be subject to 
PSD or nonattainment requirements 
would escape those requirements if EPA 
were to make the proposed amendments 
final before completing the necessary 
section 302(j) rulemaking. In view of 
this. EPA said that, if it made the 
amendments final, it would probably not 
do so until it had completed the 
necessary rulemaking as to those 
projects [48 FR 38747 (col. I)].* 

III. Comments 

The commenters on the proposal 
addressed mainly the various 
interpretations of section 302(j] that EPA 
had outlined. They also gave views on 
Duquesne Light, the crediting of net 
decreases in fugitive emissions under 
the definition of “major modification,” 
the postponement of deletion pending 
the necessary rulemaking, and the 
inclusion of fugitive emissions in 
pollutant applicability determinations. 
This section summarizes the material 
comments in each of those areas. 

A,.Comments Favoring the Industry 
Interpretation 

Many commenters supported roughly 
the interpretation industry had 
advanced in its briefs in the CMA case. 
They agreed that section 302(j] requires 
EPA to conduct a rulemaking to 
ascertain that reasonable techniques 
exist for measuring, modeling, and 
controlling fugitive emissions for each 
source category. Many commenters 
further contended that even if emissions 
from a source can be measured and 
modeled, there is little point in 
subjecting the source to PSD review if 
there is no economically and technically 
reasonable control methods. 

Central to these arguments was 
Alabama PoweFs observation that 
section 302(j) contemplates a 


•The day after the publication of this proposal, 
August 26,1983. the D.C. circuit issued its decision 
In Sierra Club v. EPA. the challenge to EPA’s 
postponement of a decision on whether to add strip 
mines to the list of 30 categories. The court 
remanded the postponement, ruling that EPA under 
the logic of its 1980 action appeared to have no good 
reason for listing the 30 categories but not strip 
mines (715 F.2d 653). EPA subsequently agreed, and 
committed to propose to list or not to list strip 
mines. The court then ordered EPA to propose one 
way or the other by a specific date. In a companion 
notice in the Federal Register, EPA is proposing to 
list strip mines. 


“legislative response to policy 
considerations” and gives “flexibility to 
provide industry-by-industry 
consideration and the appropriate 
tailoring of coverage.” These 
commenters viewed such language as 
requiring EPA to engage in a broad 
rulemaking, not one limited to 
consideration of a single technical 
factor, such as measurement, in 
disregard of other considerations, such 
as modeling and control techniques, and 
important social and economic factors. 

Finally, representatives of the mining 
industry submitted extensive comments 
on why fugitive dust emissions from 
mines should not be included in 
threshold applicability determinations. 
AMC said that, under the current 
definition of particulate matter, it would 
be impossible to permit any but the 
smallest new or modified mines if mines 
were brought under the PSD regulations, 
even if mining operations applied BACTF, 
and even though their emissions present 
no substantial health or welfare 
concerns. It would be impossible. AMC 
asserted, because the mines would 
cause violations of the PSD increments 
for particulate matter. 

B. Comments Favoring EPA First 
Interpretation in the Proposal 

EPA’s first interpretation of section 
302(j) was that it obliges the Agency, 
before it includes fugitive emissions in 
threshold applicability determinations, 
only to (1) identify those problems that 
sources would encounter in the program 
in question that are specifically due to 
the fugitive nature of emissions, and (2) 
determine that reasonable solutions to 
those problems exist. One commenter 
expressly agreed with this 
interpretation, stating that “emissions 
must be quantifiable and reasonable 
solutions must exist.” Another 
commenter stated that its support of 
EPA’s proposal was contingent on EPA’s 
ability to actually resolve within some 
reasonable time the problems arising 
from the inclusion of fugitive emissions. 
This commenter noted that health and 
welfare effects occur regardless of 
whether pollutants are emitted from 
stacks or are fugitive. 

C. Comments Favoring EPA *s 
Alternative Interpretation 

As noted above, an alternative 
interpretation that EPA proposed was 
that section 302(j) requires EPA to 
determine only that reasonable 
solutions exist for problems of 
measurement that are endemic to the 
fugitive emissions from a source 
category before it may require inclusion 
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of fugitive emissions in threshold 
applicability determinations. 

A Stale agency strongly supported 
this interpretation, noting that “the only 
real difference between fugitive 
emissions is in the degree of difficulty in 
measuring emissions rates.** This 
commenter stated that once emission 
levels are known, there is no important 
difference in either controlling or 
modeling fugitive emissions. Modeling 
fugitive emissions, this commenter 
stated, is often simply a matter of 
inducing deposition factors in the 
models in order to account for the 
settling of larger particles. 

D. Comments Favoring EPA *s 1980 
Interpretation 

While no commenter directly focused 
on EPA*8 1980 interpretation, several did 
offer general support for iL For example, 
the San Diego Air Pollution Control 
District concluded that Congress did not 
have in mind the “cumbersome 
administrative process'* that the 
industry and the proposed EPA 
interpretations would entail. The 
District concluded that 
“Congress * * * provided EPA with the 
flexibility to subject fugitive emissions 
to the same requirements as those for 
nonfugitive emissions if that is deemed 
appropriate.** In addition, the California 
Air Resources Board expressed support 
for the existing regulations and 
recommended that EPA begin work to 
add to the current list of 30 categories • 
for which fugitive emissions are known 
to be significant. Other commenters. 
while not expressly supporting the 
approach taken in the 1980 rulemaking, 
strongly supported retention of the 
coverage of fugitive emissions that it 
provided. These commenters, such as 
the Association of Local Air Pollution 
Control Officials, also generally stressed 
that “Ifjugitive emissions represent a 
very significant component of total air 
pollution emissions for many industrial 
categories * * *.** and that these fugitive 
emissions have as great an impact on 
health and welfare as stack emissions. 

E. Comments Favoring the NRDC 
Interpretation 

Many commenters favored the NRDC 
interpretation, which is that section 
302(j) requires EPA merely to identify 
those sources that are substantial 
emitters of fugitive emissions. They 
contended that to exclude figitive 
emissions from threshold applicability 
determinations would have substantial 
adverse air quality effects. According to 
these commenters. section 302(j) 
performs a sorting function, telling 
permitting agencies on a calegory-by- 
category basis which sources must 


count fugitive emissions and which need 
not. The commenters noted that there is 
nothing in the Act's legislative history • 
that would require a more complicated 
test. Since Congress was very specific in 
detailing permit processes, as in 
sections 165 and 173, it is highly unlikely 
that Congress, by use of the unadorned 
word “rule** in section 302(j). intended to 
establish difficult hurdles for EPA to 
jump before requiring sources to account 
for great amounts of fugitive emissions. 
Hie only legislative comment on the 
parenthetic^ in section 3Q2(j) is the 
House Report which says simply that 
“the major stationary source definition 
is clarified to indicate inclusion of major 
sources of fugitive emissions. Last year’s 
bill was unclear in this respect.** This 
reflects Congress* appreciation that 
fugitive emissions, no less than stack 
emissions, are real pollution. 

NRDC added that interpretations that 
would require EPA to do more than 
conclude that fugitive emissions can be 
measured for a source category have 
absolutely no support in the Act. since 
section 302(j] relates only to one issue, 
whether a source emits more than 100 
tons per year. Modeling, control 
technology, and economic and social 
impacts have nothing to do with this, the 
commenter noted, and indeed EPA has 
properly left room for handling the 
measurement issue in allowing sources 
to make hardship determinations at the 
applicability stage. 

In rebuttal comments, the American 
Petroleum Institute (API) criticized 
NRDC’s interpretation on the grounds 
that it (1) makes the rulemaking 
requirement of section 302(jJ 
meaningless; (2) violates Alabama 
Poweris construction of section 302(j); 

(3) fails to recognize that the Act 
distinguishes between fugitive and stack 
emissions: (4) would unreasonably 
preclude consideration of measurement, 
modeling, and control issues which are 
necessary to apply the PSD 
requirements and can best be dealt 
within in the context of national 
rulemakings rather than individual 
permit proceedings where individual 
source owners cannot marshall the same 
resources and broad-based unput; and 
(5) would effectively eliminate the 
“impossibility of compliance** criterion 
sanctioned by Alabama Power. 

F. Interpretation of Duguesne Light 

Commenters who considered 
Duguesne Light differed in their view of 
the significance of that court’s holding 
according to the interpretation of section 
302(j) that then endorsed. 

AMC argued that Duguesne Light is 
not controlling here, despite its 
“superficial similarity.** because the 


fugitive emissions issue in that case was 
minor and peripheral. The purpose of 
including fugitive dust emissions in 
applicability determinations under 
Section 120 was simply to impose 
penalties on companies that it did not 
comply with State fugitive emissions 
requirements. But the consequences of 
including fugitive emissions in PSD 
determinations, AMC argued, are far 
more significant, amotmting in some 
cases to a bar on new sources. 

Another commenter stated that 
Duguesne Light reaffirms that section 
302(j] rulem^ing allows EPA to tailor 
inclusion of fugitive emissions to 
particular industry conditions, but 
stated that the same outcome should not 
necessarily follow for PSD as for the 
very different section 120 program. 

Another commenter stated that 
Duguesne Light supports a view of 
section 302(j) that requires EPA to 
determine dial “reasonable controls'* 
exist for fugitive source categories. The 
court limited its holding to sources 
subject to SIP requirements, which, 
according to the commenter. generally 
entail only reasonable controls. 

On the other hand, one commenter 
stated that EPA’s proposal goes far 
beyond any requirement imposed under 
Duguesne Light by placing a heavy 
burden on EPA both to identify industry 
fugitive emissions and to come up with 
reasonable solutions to the problems of 
modeling and measurement before 
requiring inclusion of fugitive emissions 
in threshold applicability 
determinations. Similarly, NRDC stated 
that Duguesne Light rejected precisely 
the contentions industry makes in this 
rulemaking, and upheld the same type of 
simple sorting determinations that 
NRDC says are all that section 302(j) 
requires. 

G. Crediting of Decreases in Fugitive 
Emissions 

Most commenters opposed EPA’s 
proposal to credit net decreases in 
fugitive emissions, but not net increases. 
These commenters agreed that the 
proposal in this respect is “anomalous.** 
and stated that increases and decreases 
should be treated similarly. 

One State agency stated that both 
increases and decreases in fugitive 
emissions should be taken into account 
and that it was feasible to quantify most 
fugitive emissions. Another State 
agency, in noting that logic would 
require equal treatment of fugitive 
emissions increases and decreases, 
stated that the aim of section 302(j] is 
not to relax requirements with respect to 
nonfugitive emissions. 
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Several commenters stated that EPA 
should follow the terms of the 
settlement agreement, which provided 
for equal treatment of increases and 
decreases. 

The Department of the Interior (DOI) 
commented that: 

EPA'8 rationale for allowing credit for 
decreases in fugitive emissions while 
excluding increases in determining whether a 
source is major is flawed. EPA states that if 
both increases and decreases in fugitive 
emissions are excluded in determining if a 
source is a major modification, the result 
could be that a company might be required to 
obtain a permit, but not have to satisfy any 
substantive requirements, if the sum of 
contemporaneous increases and decreases 
are less than the values considered 
“significant” under 40 CFR 52.21(b)(23](i) 

* * * Although this could occur in some 
instances, it is not necessarily true for all 
situations. For example, this is not true in the 
case when the sum of contemporaneous 
fugitive increases and nonfugitive increases 
exceed fugitive decreases by more than the 
specific significant pollutant levels. The 
following example illustrates this point: 



Nonfugttive 

VOCfTPY) 

Fugitive 
VOC (TPY) 

firrt nryyfficstiQn. 

+ 39 
+2,039 

+2,000 

-2,000 

Sooood nxxftftcstton... 

(Contomporanaous with 

first modrtication)_ 

+ 2,078 

0 


If increases in fugitive emissions are not 
included in the PSD applicability 
determination, the first modification, 
although increasing emissions by 2039 TPY 
would be exempt from PSD review 
(significant VOC level is 40 TPY). The second 
modification would also be exempt from 
review if the fugitive decreases are credited. 
(Note that under current EPA policy, if the 
sum of increases and decreases resulting 
directly from a proposed alteration is not 
“significant,” then the alteration cannot be a 
“major modification.” regardless of other 
contemporaneous emission increases.) 
However, if fugitive decreases could not be 
credited, the second modification would 
trigger the substantive PSD requirements by 
virtue of a net 2078 TPY increase in 
contemporaneous emissions. Suppose further 
that a different source proposes a 
modification resulting in a 40 TPY increase in 
nonfugitive VOC emissions. This 
modification, assuming no contemporaneous 
decreases, would require PSD review, 
whereas the first modification emitting 2039 
TPY would require no PSD review 
whatsoever under the proposed revision. 
These examples illustrate the inconsistency 
and inequity of crediting decreases while 
ignoring fugitive emission increases. 

[Footnote omitted.) 

DOI agreed that creditable decreases in 
fugitive emissions should be allowed, 
but only if increases are also counted 
and the decreases result from an 
enforcement control strategy. It follows 


logically, DOI stated, that any source 
category using quantifiable decreases in 
fugitive emissions should be held liable 
for any fugitive emissions increase 
quantified in the same way. DOI noted 
that past State permitting has produced 
much information in estimating fugitive 
emissions from various source 
categories. Finally, DOI noted that the 
EPA proposal would encourage 
piecemeal project development since a 
source, by breaking a project in two, 
could get the fugitive sources exempt 
under the new provisions and then 
apply for its nonfugitive sources, 
thereby eliminating review of the 
fugitive emissions. 

In supporting DOI’s comments, 
another commenter noted that it is 
important that the permit continue to be 
the authoritative record of the current 
obligations of each major source 
because permits are the only reference 
point for (1) enforcement by EPA and 
the public; and (2) modeling by 
subsequent permit applicants in areas to 
assess the cumulative impact of all PSD 
sources on increments, NAAQS, and air 
quality related values of Class I areas. 
Moreover, this commenter stated, the 
EPA scenario illustrates why its 
proposal not to count increases in 
fugitive emissions is faulty; since 
Congress did not intend meaningless 
permits, then it must have intended 
fugitives to be counted, both increases 
and decreases. 

The American Iron and Steel Institute 
(AISI) commented that EPA’s proposal, 
though perhaps lacking in symmetrical 
logic, is justifiable as a practical, 
realistic interim approach to a short¬ 
term problem and. as such, is a 
reasonable exercise of EPA’s 
discretionary authority. AISI noted that 
the superficially inconsistent treatment 
of fugitive emissions increases and 
decreases is temporary, and will last 
only until EPA undertakes category-by- 
category 302(j) rulemaking. In addition, 
AISI stated that by allowing credit for 
decreases, EPA provided a strong 
incentive for companies to develop 
fugitive emissions measuring, modeling, 
and control techniques, and this added 
experience gained during the interim 
period may aid EPA in making section 
302(j) category-by-category 
determinations. 

H. Future Rulemaking on Fugitive 
Emissions 

EPA stated that it planned, if it were 
still inclined after reviewing comments 
to delete the current requirements, to 
withhold final deletion until it 
completed the necessary rulemaking to 
reestablish the requirement as to at least 


some of the 30 categories presently 
listed. 

Many commenters disagreed with this 
approach and stated that EPA should 
delete the 30 source categories in 
accordance with the CMA settlement 
agreement. Some stated that EPA 
needed to delete the 30 categories now 
because, under the holding in Alabama 
Power, it simply had no authority to 
keep them in effect until after it had 
instituted industry-by-industry 
rulemaking. API stated that NRDC 
grossly overestimated the impact of 
delisting fugitive emissions until 
completion of an adequate rulemaking. 

NRDC stated that while this proposal 
was an improvement, it had two 
concerns: (1) That EPA had not 
indicated how many or which categories 
are encompassed by the phrase ”at least 
some.” and (2) that the entire exercise 
would be a waste of time since it is clear 
that EPA will be able to make 
determinations that fugitive emissions 
should be included for nearly every 
source category. 

DOI supported withholding immediate 
deletion because it would avoid the 
permitting loophole for large sources of 
fugitive emissions that could adversely 
affect Class 1 areas such as national 
parks. 

Other commenters also supported the 
EPA proposal to avoid confusion, to 
avoid a rush of applications for permits 
during the time between this 
amendment and promulgation of the 
section 302(j) list, and to avoid the 
incongruity of reviewing sources subject 
to PSD under different sets of rules 
before and after section 302[j) 
rulemaking. 

/. Inclusion of Fugitive Emissions in 
Pollutant Applicability Determinations 

Two commenters stated that, as with 
threshold applicability determinations, 
EPA should not include fugitive 
emissions in pollutant applicability 
determinations before acting under 
section 302(j]. API stated that 
applicability determinations, whether 
for an entire source or an individual 
pollutant, involve the same function; 
each examines emissions at a particular 
stage in the process to determine 
whether PSD review will be triggered. 
Any problems relating to quantification, 
control, and increment compliance 
which arise in such an inquiry—and are 
cognizable in section 302(j) 
rulemakings—will exist irrespective of 
the context in which fugitives are being 
considered. 
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IV. Response to Comments 

A. Interpretation of Section 302(j) 

EPA has concluded that its 1980 
interpretation regarding the nature of 
the section 302[j) rulemaking 
requirement was correct. Congress 
intended that EPA make only two 
determinations before it required 
fugitive emissions to be included in 
threshold applicability determinations 
for sources in a particular category: (1) 
That the sources have the potential to 
degrade air quality significantly and (2) 
that no unreasonable socioeconomic 
impacts relative to the benefits would 
result from subjecting the sources to the 
relevant PSD or nonattainment 
programs. Thus, a finding that the 
sources in a category pose a threat of 
significant air quality degradation is 
enough to propose listing, though EPA 
must consider broader-based objections 
raised by commenters during the 
rulemaking before taking final action.*® 

The intention behind section 302[j) is 
difRcult to discern. On the one hand, the 
"by rule" requirement plainly evidences 
an intention (1) to shift the policy 
decision on whether new sources of 
predominantly fugitive emissions should 
be subject to PSD and nonattainment 
review to EPA, and (2) to ensure that 
EPA makes that decision only after it 
hears from the general public and the 
target industries. Contrary to the 
contentions of NRDC, it is unlikely that 
Congress intended EPA to determine 
merely that the sources in a category are 
substantial emitters, since to determine 
that requires little expertise and public 
participation. 

On the other hand, the statute and the 
legislative history strongly suggest that 
Congress did not intend to require EPA 


'^In adopting this **safety valve*" interpretation. 
EPA does not intend to suggest that it views section 
302(j) as prohibiting it from gathering and analyzing 
cost/benefit data prior to a proposal or a final 
action under that section. To the contrary, while 
EPA has concluded that Congress did not intend to 
require a cost/benefit analysis before proposal, it 
has also concluded that Congress did not intend to 
prohibit it. either. Consequently. EPA intends to 
adhere in the future to applicable requriements for 
cost/benefit analyses under EO. 12291 not only 
with respect to proposals but also with respect to 
final actions. 46 FR 13193 (1961). 

This reaffirmation of the 1980 interpretation goes 
primarily to the content of the rulemaking 
requirement in section 302(j) as opposed to the 
appUcabilUy of the requirement As indicated in the 
companion notice. EPA is inclined to view the 
requirement as not applying to modifications. For 
this reason. EPA is %vithholding final action with 
respect to that portion of the r^emaking regarding 
the definition of **major modification** pending a 
final decision on the new applicability 
interpretation. EPA is taking final action on the 
change in the definition of 'major stationary 
source.** but is retaining current provisions 
concerning the treatment of fugitive emissions from 
modifications. 


to shoulder the burden of intense, 
industry-by-industry rulemaking. First, 
as EPA observed in 1980, the statute 
does not expressly require EPA to go 
through rulemaking to require the 
inclusion of fugitive emissions in 
pollutant applicability determinations. 

In fact, section 165(a), 42 U.S.C. 7575(a), 
by its own terms requires the inclusion 
of fugitives in such determinations. In 
addition, the committee report on the 
bill that first contained the "by rule" 
requirement completely ignores it, 
saying only that "the 'major stationary 
source' definition is clarified to indicate 
the inclusion of major surces of fugitive 
emissons (last year's bill was unclear in 
this respect)." H.R. Rep. No. 95-294, 95th 
Cong., Ist Seas, at 4 (1977). Similarly, the 
conference report completely fails to 
mention the requirement, even though it 
purports to summarize the definition of 
"major stationary source" in the House 
bill. H.R. Report No. 95-564, 95th Cong.. 
Ist Sess. at 192 (1977). If Congress had 
intended to require the sort of 
rulemaking effort that industry contends 
it did. it would have shown at least 
some recognition of the intensity and 
massiveness of that effort 
The interpretation of section 302(j) 
that EPA espoused in 1980 reasonably 
harmonizes these discordant 
Congressional signals. A determination 
by EPA that the sources in a category 
pose a threat of significant air quality 
degradation in effect establishes a 
presumption that the sources should be 
subject to PSD and nonattainment 
review. This is because the primary 
purpose of that review is to prevent the 
construction of new projects that would 
interfere materially with timely 
attainment and maintenance of NAAQS 
and PSD increments. Commenters then 
may seek to rebut this presumption by 
producing a record that unreasonable 
social or economic costs relative to the 
anticipated benefits would occur if PSD 
or nonattainment review were applied 
to a particular category of sources.** In 
the end, it is EPA’s role to resolve any 
clash of views. Thus, EPA engages in a 
deliberative process that can go far 
beyond the virtually ministerial 
decision-making that NRDC advocates, 
but that need go beyond it only if and to 
the extent that there are legitimate, 
cost/benefit concerns. Under this 
interpretation, section 302(j) functions as 
a useful "safety valve," while at the 

EPA will conaider all available information 
regarding socioeconomic impacts and associated 
benefits in arriving at a final decision whether to 
list or not to list the given source category. EPA will 
consider a broad range of cost/benefit concerns, 
including economic efficiency, societal costs and 
benefits, and distributive costs such os changes in 
price, employment, and balance In trade. 


same time minimizing the expenditure of 
Agency resources. 

This "safety valve" interpretation not 
only harmonizes the signals from 
Congress, it also is consistent with the 
relevant case law. It affords EPA 
precisely the "flexibility to provide 
industry-by-indu8try consideration and 
appropriate tailoring of coverage" that 
Judge Leventhal had in mind in 
Alabama Power. In addition, it assures 
that EPA will establish as to each 
category of sources that rational nexus 
between the listing and the purposes of 
the program in question that the D.C. 
Circuit found essential in Duquesne 
Light Moreover, the rulemaking 
potentially "involves an exploration of 
whether industrial conditions * * 

warrant limiting fugitive emissions from 
a particular source." Duquesne Light 
Company v. EPA, 698 F.2d at 475.** 
Finally, the D.C. Circuit has offered a 
similar approach in an analogous 
setting. See Portland Cement Assoc, v. 
Ruckdshaus, 486 F.2d 375, 387 (col. 2) 
(1973).** 

B. Crediting of Decreases in Fugitive 
Emissions 

EPA agrees that its rationale for 
allowing credit for net decreases in 
fugitive emissions was flawed primarily 
for the reasons DOI gave in the 
comments quoted above. 

C. Proposal to Postpone Deletion of the 
Current Listing Pending Rulemaking 

Since EPA has decided to reaffirm the 
current listing, its proposal to postpone 
deletion of the listing, and the comments 
on it. are moot. 

D. Inclusion of Fugitive Emissions in 
Pollutant Applicability Determinations 

As EPA indicated above in sections 
II.D. and IV.A., it does not agree that 
Congress must have intended the 
rulemaking requirement of section 302(j) 
to apply to pollutant applicability 
determinations. 

V. Final Action 

In light of its conclusion that its 1980 
interpretation was correct. EPA has 
decided to retain its current 
requirements for the inclusion of fugitive 
emissions and, to reconfigure those 
requirements as they relate to major 
stationary sources in a form that as to 
those sources will satisfy its 
commitment to AMC in January 1981. 


“Further, the court in Duquesne Light rejected 
industry arguments, identical to those made in tliis 
proceeding, that EPA should make a much more 
searching inquiry Into the availability of 
measurement, modeling, and control techniques 
“Sec Footnote. 10. 
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The amendments EPA is promulgating 
today are intended to implement this 
decision. As mentioned, the Agency, 
elsewhere in today's Federal Register, is 
proposing an interpretive ruling 
regarding the applicability of the section 
302(j) niJemaking requirement to 
mocUftcatiens. EPA anticipates final 
action on the interpretive ruling, after 
the public comment period, in the form 
of promulgating, as proposed in the 
August 25.1983 Federal Register, the 
amendments to 40 CFR 51.24(i)(4)(ii); 
52.21(i)(4)(vii); 51.18(j)(4); Part 51. 
Appendix S. II.G.; 52.24(h). This will also 
take the form of not promulgating the 
changes identified as 40 CFR 
51.24(b)(2)(iv); 52.21(b)(2)(iv); 
51.18(j)(l)(v)(d); Part 51. Appendix S. 
lIA5(iv); 52.24(f)(5){iv) in the August 25. 
1983. proposal. 

VI. Parallel Actions 

EPA’s review of the 1980 rulemaking 
record has made it aware that that 
rulemaking could have given fuller 
notice of EPA's interpretation of section 
302(j). Though EPA believes its 1980 
rulemaking met the applicable legal 
standards, section 307(d)(8). 42 U.S.C. 
7607(d)(8), as a matter of policy it is 
soliciting further comment on the listing 
of the 30 categories in a parallel notice 
in the “Proposed Rules’* section of the 
Federal Register. If EPA receives 
significant comment on any source 
category, it will reconsider the listing of 
that category. 

In the same parallel notice. EPA is 
also proposing to add strip mines to the 
list of 30 categories and to adopt a new 
interpretation of Section 302fi) as it 
relates to modifications. 

Vn. Miscellaneous 

The final actions here are nationally 
applicable and based on determinations 
of nationwide scope and effect. 

Therefore, under section 307(b)(1) of the 
Act. 42 U.S.C. 7607(b)(1). judicial review 
may be sought only in the United States 
Court of Appeals for the District of 
Columbia Circuit. Petitions for judicial 
rule must be filed on or before 
December 26,1984. 

VIII. Regulatory Flexibility Act 

As required by section 3(a) of the 
Regulatory Flexibility Act. 5 U.S.C. 

®15(b), I certify that this regulation will 
not have a significant impact on a 
^bstantial number of small entities. 

This action reaffirms the current 
'“equirements and imposes no new costs 
on any entities, small or large. 

EO. 12291 

finder Executive Order 12291, this 
nction is not considered ’’major.” This 


action reaffirms the current 
requirements and therefore, does not 
have an annual effect on the economy of 
$100 minion or more. This action has 
been submitted to the Office of 
Management and Budget for review 
under Executive Order 12291. 

List of Subjects 

40 CFR Part 51 

Administrative practice and 
procedures. Air pollution control, 
intergovernmental relations. Reporting 
and recordkeeping requirements, Ozone, 
Sulfur oxides. Nitrogen dioxide. Lead, 
Particulate matter. Hydrocarbon, 

Carbon monoxide. 

40 CFR Port 52 

Air pollution control. Ozone, Sulfur 
oxides. Nitrogen dioxide. Lead. 
Particulate matter, Carbon monoxide, 
Hydrocarbons. 

Authority: Section 101(b)(1), 110.160-169, 
171-17S, and 301(a) of the Clean Air Act as 
amended (42 U.S.C. 7401(b)(1), 7410, 747(K-79. 
7501-08 and 7601(a); Section 129(a) of the 
Clean Air Act Amendments of 1977 (Pub. L. 
No. 95-95. 91 Stat. 685 (August 7,1977))]. 

Dated: October 19,1984. 

Alvin L Aim, 

Deputy Administrator. 

A. Requirements for State PSD Plans 

Section 51.24 of Title 40 of the Code of 
Federal Regulations is amended as 
follows: 

1. By adding a new paragraph 

(b)(l)(iii) to read as follows: “(iii) The 
fugitive emissions of a stationary source 
shall not be included in determining for 
any of the purposes of this section 
whether it is a major stationary source, 
unless the source belongs to one of the 
following categories of stationary 
sources: 

(o) Coal cleaning plants (with thermal 
dryers): 

(h) Kraft pulp mills; 

(c) Portland cement plants; 

(cO Primary zinc smelters; 

(a) Iron and steel mills: 

(/) Primary aluminum ore reduction plants: 

(g) Primary copper smelters; 

(/?] Municipal incinerators capable of 
charging more than 250 tons of refuse per 
day; 

(/) Hydrofluoric, sulfuric, or nitric acid 
plants; 

(/) Petroleum refineries; 

(A) Lime plants: 

(/) Phosphate rock processing plants: 

(m) Coke oven batteries: 

(n) Sulfur recovery plants; 

(o) Carbon black plants (furnace process); 

(/;) Primary’ lead smelters: 

(q) Fuel conversion plants; 

(r) Sintering plants; 

( 5 ) Secondary metal production plants; 

(/) Chemical process plants; 


(u) Fossil-fuel boilers (or combination 
thereof) totaling more than 250 million British 
thermal units per hour heat input; 

[v] Petroleum storage and transfer units 
with a total storage capacity exceeding 
300,000 barrels; 

(iv) Taconite ore processing plants; 

(x) Class fiber processing plants; 

(y) Charcoal productioD plants; 

(z) Fossil fuel-fired steam electric plants of 
more that 250 million British thermal units per 
hour heat input' 

[aa] Any other stationary source category 
which, as of August 7,1960. is being regulated 
under Section 111 or 112 of the Act.’* 

B. New Source Review for PSD 
Purposes 

Section 52.21 of Title 40 of the Code of 
Federal Regulations is amended as 
follows: 

1. By adding a new paragraph 

(b)(l)(iii) to read as follows: ”(iii) The 
fugitive emissions of a stationary source 
shall not be included in determining for 
any of the purposes of this section 
whether it is a major stationary source, 
unless the source belongs to one of the 
following categories of stationary 
sources: 

(а) Coal cleaning plants (with thermal 
dryers); 

( б ) Kraft pulp mills; 

(c) Portland cement plants: 

(d) Primary zinc smelters; 

(e) Iron and steel mills: 

(/) Primary aluminum ore reduction plants; 

ig) Primary copper smelters: 

(A) Municipal incinerators capable of 
charging more than 250 tons of refuse per 
day: 

(/] Hydrofluoric, sulfuric, or nitric arid 
plants: 

(/) Petroleum refineries; 

(A) Lime plants; 

(7) Phosphate rock processing plants: 

(m) Coke oven batteries: 

(n) Sulfur recovery plants: 

(a) Carbon black plants (furnace process); 

l/i) Primary lead smelters: 

(( 7 ) Fuel conversion plants: 

(r) Sintering plants; 

(s) Secondary metal production plants; 

(0 Chemical process plants; 

(ti) Fossil-fuel boilers (or combination 
thereof) totaling more than 250 million British 
thermal units per hour heat input; 

(v) Petroleum storage and transfer units 
with a total storage capacity exceeding 
300.000 barrels; 

(w) Taconite ore processing plants; 

(x) Glass fiber processing plants: 

(y) Charcoal production plants: 

(z) Fossil fuel-fired steam electric plants of 
more that 250 million British thermal units per 
hour heat input.*' and 

{aa) Any other stationary source category 
which, as of August 7.1980, is being regulated 
under Section 111 or 112 of the Act," 
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C. State Plans for New Source Review 
for Nonattainment Purposes 

Section 51.18 of Title 40 of the Code of 
Federal Regulations is amended as 
follows: 

1. By adding a new paragraph 
(j)(l)(iv)(c) to read as follows: “(c) The 
fugitive emissions of a stationary source 
shall not be included in determining for 
any of the purposes of this subsection 
whether it is a major stationary source, 
unless the source belongs to one of the 
following categories of stationary 
sources: 

(i) Coal cleaning plants (with thermal 
dryers); 

{2) Kraft pulp mills; 

(5) Portland cement plants; 

(4) Primary zinc smelters; 

(5) Iron and steel mills; 

(C) Primary aluminum ore reduction plants; 

(7) Primary copper smelters; 

(C) Municipal incinerators capable of 
charging more than 250 tons of refuse per 
day; 

(P) Hydrofluoric, sulfuric, or nitric acid 
plants: 

(7C) Petroleum refineries; 

(17) Lime plants; 

[12) Phosphate rock processing plants: 

[13] Coke oven batteries: 

(74) Sulfur recovery plants; 

(75) Carbon black plants (furnace process): 

(75) Primary lead smelters; 

(77) Fuel conversion plants; 

(75) Sintering plants; 

( 7 P) Secondary metal production plants; 

(20) Chemical process plants; 

(27) Fossil-fuel boilers (or combination 
thereof) totaling more than 250 million British 
thermal units per hour heat input: 

[22) Petroleum storage and transfer units 
with a total storage capacity exceeding 
300.000 barrels; 

[23) Taconite ore processing plants; 

[24) Glass fiber processing plants; 

[25) Charcoal production plants; 

[26) Fossil fuel-fired steam electric plants 
of more than 250 million British thermal units 
per hour heat input; 

[27) Any other stationary source category 
which, as of August 7,1980, is being related 
under Section 111 or 112 of the Act.” 


D. Emission Offset Interpretative Ruling 

Appendix S of Part 51 of Title 40 of 
the Code of Federal Regulations is 
amended as follows: 

1. By adding a new paragraph 
II.A.4(iii) to read as follows: “(iii) The 
fugitive emissions of a stationary source 
shall not be included in determining for 
any of the purposes of this ruling 
whether it is a major stationary source, 
unless the source belongs to one of the 
following categories of stationary 
sources: 

(a) Coal cleaning plants (with thermal 
dryers); 

(h) Kraft pulp mills: 

(c) Portland cement plants; 

{(fl Primary zinc smelters; 

(e) Iron and steel mills: 

(/) Primary aluminum ore reduction plants; 

[g) Primary copper smelters; 

[h) Municipal incinerators capable of 
charging more than 250 tons of refuse per 
day: 

(/) Hydrofluoric, sulfuric, or nitric acid 
plants: 

(/) Petroleum refineries; 

(A) Lime plants; 

(/) Phosphate rock processing plants; 

(m) Coke oven batteries; 

(/?) Sulfur recovery plants; 

(o) Carbon black plants (furnace process); 

(p) Primary lead smelters; 

(p) Fuel conversion plants; 

(/*) Sintering plants; 

(s) Secondary metal production plants; 

(t) Chemical process plants; 

(u) Fossil-fuel boilers (or combination 
thereof) totaling more than 250 million British 
thermal units per hour heat input; 

(v) Petroleum storage and transfer units 
with a total storage capacity exceeding 
300.000 barrels: 

(w) Taconite ore processing plants; 

(x) Glass fiber processing plants; 

(y) Charcoal production plants; 

(z) Fossil fuel-fired steam electric plants of 
more than 250 million British thermal units 
per hour heat input; 

(oo) Any other stationary source category 
which, as of August 7.1980, is being regulated 
under Section 111 or 112 of the Act.” 


E. Restrictions on Construction for 
Nonattainment Areas 

Section 52.24 of Title 40 of the Code of 
Federal Regulations is amended as 
follows: 

1. By adding a new paragraph (f)(4)(iii) 
to read as follows: "(iii) The fugitive 
emissions of a stationary source shall 
not be included in determining for any 
of the purposes of this section whether il 
is a major stationary source, unless the 
source belongs to one of the following 
categories of stationary sources: 

(o) Coal cleaning plants (with thermal 
dryers); 

(Z>) Kraft pulp mills; 

(c) Portland cement plants; 

(d) Pi-imary zinc smelters; 

(e) Iron and steel mills; 

(/) Primary aluminum ore reduction plants: 

(g) Primary copper smelters; 

(A) Municipal incinerators capable of 
charging more than 250 tons of refuse per 
day; 

(/) Hydrofluoric, sulfuric, or nitric acid 
plants: 

(/) Petroleum refineries; 

(A) Lime plants: 

[l) Phosphate rock processing plants; 

[m) Coke oven batteries; 

[n) Sulfur recovery plants; 

[o) Carbon black plants (fximace process); 

[p) Primary lead smelters; 

( 9 ] Fuel conversion plants; 

(r) Sintering plants; 

(s) Secondary metal production plants; 

(/) Chemical process plants; 

(ii) Fossil-fuel boilers (or combination 
thereof) totaling more than 250 million British 
thermal units per hour heat input; 

(v) Petroleum storage and transfer units 
with a total storage capacity exceeding 
300.000 barrels; 

(w) Taconite ore processing plants; 

(x) Glass fiber processing plants; 

(y) Charcoal production plants; 

(z) Fossil fuel-fired steam electric plants of 
more than 250 miUion British thermal units 
per hour heat input; 

[aa) Any other stationary source category 
which, aa of August 7,1980. is being regulated 
under Section 111 or 112 of the Act.” 

(FR Doc- S4-281S7 Rlad 10-25-S4; 8:45 tm] 
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environmental protection 

AGENCY 

40 CFR Parts 51 and 52 
lAO-FRL 2683-la] 

Requirements for Preparation, 
Adoption, and Submittal of 
Implementation Plans; Approval and 
Promulgation of Implementation Plans 

agency: Environmental Protection 
Agency (EPA). 

action: Proposal of amendments to 
regulations. 

summary: The various EPA regulations 
that govern new construction under the 
Clean Air Act (the “Act’*) generally 
apply to “major” new stationary sources 
of air pollution and “major” 
modifications of existing sources. They 
require fugitive emission^ to be included 
io threshold applicability determinations 
of whefhet a new project is “major.” but 
only for 30 categories of sources. EPA 
here proposes to add surface coal mines 
to the current list of 30 categories and 
reopens the comment period on the 
current list EPA is also soliciting public 
comment on an interpretive ruling 
regarding section 302(j) of the Act. 42 
U.S.C. 7602(j). as it relates to the review 
of modifications involving fugitive 
emissions. In a parallel notice, EPA is 
announcing its reaffirmation of the 
current list and the legal interpretation 
behind it 

imtes: The period for initial comment 
on the addition of surface coal mines to 
the current list on the list itself, and on 
EPA’s legal interpretation of Section 
302(j) with respect to modification 
closes on December 26.1984. A public 
bearing on these items will be held in 
Washington, D.C. on December 3.1984, 
and in Denver, Colorado, on December 
7.1984. EPA will hold the public docket 
for this rulemaking open for 30 days 
after the close of the initial comment 
period for the submission of written 
rebuttal and supplementary information. 
addresses: Comments should be 
submitted (in triplicate, if possible) to: 
Central Docket Section (LE-131A). 
Environmestal Protection Agency, 401 M 
Sfreet. S.W.. Washington, D.C. 20460, 
Attention: Docket No. A-84-33. 

Public Hearing: Room 2126/2409, 
Waterside Mall, 401 M Street. S.W., 
Washii^ton, D.C. and EPA Regional 
Administrator’s Conference Room. 9th 
Ploor, 1800 Lincoln Street, Denver, 
Colorado. 

Docket: EPA has established a docket 
[or this rulemaking, Docket No. A-84-33, 
jn accordance with section 307(d) of the 
Clean Air Act. 42 U.S.C. 7607(d). The 


docket is available for public inspection 
and copying between 8:00 a.xn. and 4:00 
p.m., Monday through Friday, at EPA’s 
Central Docket Section. West Tower 
Lobby, Gallery I, 401 M Street S.W., 
Washington. D.C. A reasonable fee may 
be charged for copying. 

FOR FURTHER INFORMATION CONTACT*. 
Kirt Q. Cox, New Source Review 
Section. Office of Air Quality Planning 
and Standards, Research Triangle Park, 
North Carolina 27711, (919-541-5591, 
FTS-629-5591). 

SUPPLEMENTARY INFORMATION: 

I. Background 

In 1980, EPA overhauled its 
regulations governing the construction 
of new stationary sources of air 
pollution and modifications to existing 
sources in response to Alabama Power 
Company v. Castle, 636 F.2d 323 (D.C. 
Cir. 1979) [see 45 FR 52676 (August 7. 
1980)). The various regulations * that 
emerged from the overhaul apply 
generally to “major stationary sources” 
and “major modifications.” In addition, 
they require “fugitive emissions”^ * to be 
included in threshold applicability 
determinations of whether a project is 
“major,” but only for 30 source 
categories.*Those categories do not 
include surface coal mines. EPA said 
that it would decide at a future time 
whether to add such mines to the list of 
30 categories. The effect of this 
postponement was to exempt at least 
temporarily most surface coal mines 
from the substantive requirements of the 
relevant PSD and nonattainment 
regulations. 

In requiring the inclusion of fugitive 
emissions for 30 source categories.£PA 
took account of section 302(j) of the 
Clean Air Act. 42 U.S.C 7602(j), which 
provider. 

Except as otherwise expressly provided, 
the terms “major stationary source” and 

* One set, 40 CFR 51.24, specifies the aiinimum 
requiremeoU that a prevention of significant 
deterioration [PSD] permit program must contain to 
warrant approval by EPA as a revision to a State 
implementation plan (SIP). Another set, 40 CFR 
52.21, delineates the Federal PSD permit program, 
which cinrently applies in a majority of the States 
as part of their SIP'S. Another set, 40 CFR 51.18(jJ, 
specifieB the elements of an approvable state permit 
program for reconstruction review for 
. nonattainment purposes. A fourth set. 40 CFR Part 
51. Appendix S. embodies the "Emissions Offset 
Interpretative Ruling" for certain nonattainment 
situations. A fifth set. 40 CFR 52.24. embodies the 
construction moratorium for certain nonattainment 
areas. A sixth set. 40 CFR 51.18(k). embodies the 
basic requirement of section 110(a)(2)(D) that each 
SIP contain a permit program for "major" projects to 
assure they will not interfere with timely attainment 
and maintenance of the national ambient air quality 
standards (NAAQS). 

'"Fugitive emissions" are emissions that would 
not paae through a stack or other functionally 
equivalent opening [e.g.. 40 CFR 52.21(b)(20) (1084)1. 

*See, e.g., 40 CFR 52.21 (b)(4). {i)(4)(vii) (1984). 


“major einittiiig facility” mean any stationary 
facility or source of air pollutants which 
directly emits, or has the potential (including 
any major emitting facility or source of 
fugitive emissions of any such pollutant, as 
determined by rule by the Administrator). 

The DX. Circuit in Alabama Power, 
held in light of this section that EPA 
may require the indusions of fugitive 
emissions in threshold applicabihty 
determinatiaiis for a particular source 
only if St has firs! established through 
rulemaking that fugitives are to be 
included £ot that class of sources. The 
court did not specifically list what 
factors it thou^t EPA had to consider in 
such a rulemaking. EPA took the 
position that the section obliges it, in 
proposing to require inclusion for a 
particular category of sources, to 
determine at least that the sources pose 
a significant threat of air quality 
degradation and then, in taking final 
action, to consider, if commenters 
objected to the proposal, whether 
inclusion for the category would 
produce unreasonable social and 
economic impacts relative to the 
anticipated benefits. EPA added that the 
adequacy of methods of measuring and 
modeling the fugitive emissions was not 
by itself a decisive factor in determining 
whether to require inclusion, suggesting 
that the potential of social or economic 
disruption and damage to national 
security would have much greater 
weight [see generally FR 52690-92). 

Various industry and environmental 
groups, including the Sierra Club, 
petitioned the D.C. Circuit to review the 
1980 regulations, including the 
provisions relating to fugitive emissions. 
Industry contend^ that EPA. in 
requiring the inclusion of fugitive 
emissions for the 30 categories, had 
failed to conduct the rulemaking the 
court had contemplated. The Sierra Club 
contended that EPA. in postponing a 
decision on strip mines, had acted 
arbitrarily and capriciously. The court 
consolidated the industry challenges 
under Chemical Manufacturers 
Association (CMAJ v. EPA. No. 79-1112, 
£md kept the Sierra Club challenge on its 
own track. 

In 1982, EPA entered into a settlement 
agreement with the industry petitioners 
in the CMA case. EPA committed to 
propose, among other things, to delete 
the requirement for incinding fugitive 
emissions for the 30 categories and to 
take final action on the proposal. The 
court stayed the litigation pending 
implementation of the agreement. 

On August 25.1983, 48 FR 38742, EPA 
proposed to delete that requirement. 

EPA stated that it had concluded 
preliminarily that its original 
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Interpretation of section 302(j) was 
wrong. 

In a Federal Register notice that 
parallels this one, EPA is announcing a 
final action on that proposal which 
reaffirms the current requirements. EPA 
states that it has concluded that its 
original interpretation was correct after 
all. Thus, EPA continues to view section 
302(j) as requiring it to determine only 
that (1) the sources in a category could 
degrade air quality significantly, and (2) 
no factors raised by commenters during 
the comment period indicate that listing 
the category would produce 
unreasonable social and economic 
impacts when compared to the benefits 
of listing. In performing rulemaking for a 
particular source catagory, the Agency 
regards the first determination as 
establishing a presumption in favor of 
listing the category that could be 
rebutted only by an analysis which 
proves that unreasonable costs would 
result taking into account all positive 
aspects of the listing. The reader should 
see the companion notice for a more 
detailed explanation of this ^'safety 
valve* *’ Interpretation of Section 302(j) 
and the reaffirmation of the current 
listing. 

Meanwile, on August 26,1983, in the 
Sierra Club case, the D.C. Circuit 
remanded EPA’s postponement of action 
on strip mines, ruling that EPA under the 
logic of its 1980 action appeared to have 
no good reason for listing the 30 
categories but not strip mines (715 F. 2d 
653). In EPA’s response to the remand, it 
agreed with that ruling and committed 
to propose to list or not list strip mines. 
The court then ordered EPA to propose 
one way or the other by October 22, 

1984. 

11. Proposal to List Surface Coal Mines 

EPA has concluded on the basis of 
various studies * that surface coal mines 
do pose a threat of signiHcant air quality 
degradation. Most such mines of an 
economically viable size emit in excess 
of 250 tons per year, the volume of 
emissions that Congress found 
significant in section 169(1) of the Act, 

42 U.S.C. 7479(1), for sources outside the 
28 categories listed in that section. EPA 
therefore proposed to add surface coal 
mines to the current list of 30 categories 
of sources whose fugitive emissions are 
to be Included in threshold applicability 
determinations. EPA solicits comments 
on this proposal.^ 


* Characterization of PMi© and TSP Air Quality 
Around Western Surface Coal Mines, PEDCo 
Environmental. Inc., and TRC Environmental 
Consultants (EPA Contract No. 8S-02-3512 (August 
19S2)). 

*EPA is obligated to propose visibility new 
source review SIFs for numerous States under a 


EPA fully expects that weighty 
objections to the listing of surface coal 
mines will be raised. EPA expects these 
to Include claims that such mines simply 
cannot meet PSD requirements if they 
are listed, and that to prevent the 
opening of new surface mines by 
subjecting them to PSD requirements 
would not serve either the cause of a 
sound energy policy or the broader 
national interest. Moreover, surface 
mines differ from many other sources of 
pollution in that they must be located 
where the mineral deposit on which they 
depend is found, and therefore have 
limited geographical mobility. 

The fact that EPA is proposing to list 
surface coal mines does not mean that it 
has determined that these factors lack 
merit, or that it is in some way unlikely 
to give weight to them at the time of 
final promulgation. Rather, as today’s 
companion notice makes clear, EPA 
believes that the “safety valve” function 
of section 302(j) is best served if these 
broader issues are first raised in pubic 
comments and thereafter considered by 
EPA in making its final decision. 

Because of particular concern with 
longstanding problems arising from the 
regulation of surface mining and the 
requirements of Executive Order 12291, 
EPA is independently preparing an 
analysis of the effects of adding strip 
mines to the current list.® EPA intends to 
make the results of the study available 
to the public for comment before the 
Agency takes final action on today’s 
proposal. 

EPA is analyzing the nature of the 
surface coal mining industry and is 
assembling information regarding the 
size, number, location, and lifespan of 
mines, and the rate, size and location of 
industry growth. After addressing the 
population of mines that could be 
subject to PSD permitting requirements, 
an analysis will be prepared of the costs 
of PSD review to them. This includes the 


statement agreement in EDF v. EPA, N.D. Calif. No. 
C82-S8S0 RPA. EPA anticipates that such Sm's will 
contain similar lists of source categories whose 
fugitive emissions would be included in threshold 
applicability determinations. EPA also proposed to 
add surface coal mines to those lists if and when 
these are promulgated. EPA solicits comment on 
such an action at this time. 

* As EPA stated in the companion notice, it does 
not view section 302(j) as barring the preparation of 
a cost/beneflt analysis prior to a propose or final 
action under the section, but rather as allowing EPA 
not to prepare one. Under normal circumstances. 
EPA would have prepared such an analysis under 
E.0.12291 for the strip mines proposal here. EPA is 
constrained by the court ordered deadline of 
October 22.1984. to propose action on strip mines 
without having completed such an analysis. 
Nevertheless, that analysis will be completed prior 
to final action. Moreover, for future proposals as to 
other source categories, if any. EPA intends to 
adhere to the applicable requirements for cost 
benefit analysis under the ^eculive Order. 


cost of preparing a permit application 
and of applying best available control 
technology to mine operations. Most 
significantly, the study is addressing the 
costs that would accrue to the mining 
industry as a result of the constraints 
from the PSD increments. Analysis is 
also being prepared on the degree of 
emissions reductions that the 
increments and NAAQS might require 
and the estimated benefits to public 
health and welfare that would arise 
from it. 

This study will also address potential 
impact on Class I areas. Protection of 
Class 1 areas, such as national parks, 
has long been a special concern and 
may present a rationale for regulation of 
mines which would affect them that is 
considerably stronger than it is for 
mines locating in order areas. EPA 
therefore solicits comments on the 
possibility of restricting the applicability 
of the relevant regulations to those 
surface coal mines that would affect 
Class I areas and possibly the 
mandatory Class II areas ’ as well. One 
issue is whether section 302(j) provides 
authority to list only a subclass of 
surface coal mines. EPA is inclined to 
conclude that it does. Another issue is 
whether the balance of benefits and 
costs to society justify a distinction 
along those lines. 

In addition. EPA also solicits comment 
on whether the existing strip mines that 
the proposed listing would render 
’‘major” should consume PSD increment. 
Section 169(4) of the Act provides that 
all major emitting facilities on which 
construction commenced after January 
6,1975, are not to be included in the 
baseline concentration and instead 
consume the available PSD increment. A 
listing of surface coal mines pursuant to 
section 302(j) would cause many of them 
to be classified as major sources. This 
raises the issue whether section 169(4) 
would require all large mines that 
commenced construction (even though 
not then as “major” stationary sources) 
since January 6,1975, but prior to today, 
to retroactively consume increment 
instead of continuing to contribute to 
baseline concentration. EPA does not 
believe that the Congress intended such 
a disruption to occur. Instead, the 
Agency believes that it should 
“grandfather” existing mines from 
retroactive consumption of increment 
but seeks public comment on this 
matter. The effects of not doing so will 
be addressed to a limited degree in 
EPA’s study. 

^ Such areas are described in section 164(0) of tiw 
Act. 42 U.S.C. 7474(a). 
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Any grandfathering from increment 
consumption granted must be 
reasonably bounded. The Agency 
proposes that this exemption be granted 
to all mines which have commenced 
construction prior to the date of final 
action on this notice. “Commencement 
of construction'* is the key term. For the 
proposes of this action, EPA suggests 
that the term includes the receipt of all 
necessary permits plus certain other 
activities evidencing a commitment to 
the project These may include on-site 
activity or site specific contracts. 

Because of the location specific nature 
of mining permits and possibility that 
factors other than those applicable to a 
conventional industrial source may be 
germaine, EPA solicits comment on an 
appropriate policy for addressing the 
potential grandfathering of mines within 
the presently applicable definitions of 
commencement of construction. EPA 
also proposes to extend an exemption 
from PSD permitting requirements to 
these same sources. Today’s notice 
contains proposed regulations to 
accomplish both of these grandfathering 
actions. Public comment is also solicited 
on these proposed regulations. 

III. Reopening of Comment Period on 
the List of Thirty Categories 

As explained in detail in the 
companion notice, although EPA has 
reaffirmed the list of 30 source 
categories and the underlying statutory 
interpretation, it recognizes it could 
have provided a fuller opportunity to 
comment on the original listing. 

Therefore, as a policy matter. EPA is 
reopening the comment period for the 
current list of 30 categories, and solicits 
comments on that list. 

Consistent with its “safety valve” 
interpretation of Section 302(j], however, 
KPA is inclined not to remove a category 
from the list unless a commenter shows 
adverse consequences to the board 
national interest in continuing the 
listing. 

IV. Nonapplicability of Section 302(j) to 
Modifications 

In overhauling its new source review 
regulations in 1980 and in proposing 
lurther amendments in 1983, EPA 
assumed that the rulemaking 
requirement in section 302(j) applies to 
jnodifications as well as to sources. The 
litigants and commenters have all 
carried that assumption into their 
communications, without evidencing 
examination of it. Drawn by the 
(atest round of proposal and comment 
‘nlo examiqmg the assumption, EPA has 
concluded that it appears to be 
incorrect. This section of this notice 
Outlines the reasons for that conclusion 


and solicits comment on it. After 
evaluating any comments. EPA may 
translate the conclusion directly without 
further comment into regulatory 
amendments.® 

The literal language of the Act 
strongly suggests that Congress did not 
intend the rulemaking requirement in 
section 302(j) to apply to modifications. 
First, section 302(j) on its face applies 
only to new and existing emissions units 
and, hence, not to modifications. It 
provides that: 

the terms “major stationary source” and 
“major emitting facility” mean any stationary 
facility or source (that has a certain pollution 
potential] (including any major emitting 
facility or source of fugitive emission * * *, 
as determined by rule by the Administrator). 
(42 U.S.C. 7602(j) (emphasis added)). 

Plainly, this language explicitly attached 
the rulemaking requirement only to 
proposed or actual units; it says nothing 
about modifications to such units. 

In contrast. l*arts C and U, the 
provisions that detail the applicability 
and content of the PSD and 
nonattainment new source review 
program, expressly define the term 
“modification” by reference to a parallel 
definition which appears to require the 
inclusion of fugitive emissions in 
threshold applicability determinations 
for modifications. Section 169(2)(C). 42 
U.S.C. 7479(2)(C), states, for purposes of 
Part C, that; 

[l]he term “construction” when used in 
connection with any source or facility, 
includes the modification (os defined in 
section 111(a) of this title] of any source or 
facility. [Emphasis added.) 

Similarly, section 171(4). 42 U.S.C. 
7501(4), provides, for purposes of both 
Part D and the construction ban in 
section 100(a)(2)(l). that: 

[t)he terms “modification” and “modified” 
mean the same as the term “modification” as 
used in section 111(a)(4) of this title. 
[Emphasis added.) 

Section 111(a)(4). 42 U.S.C. 7411(a)(4), in 
turn provides that; 

[t]he term “modification” means any physical 
change in. or change in the method of 
operation of. a stationary source which 
increases the amount of any air pollutant 
emitted by such source or which results in 
the emissions of any air pollutant not 
previously emitted. [Emphasis added.) 


* Specifically, EPA would not promulgate the 
amendment to the deflnition of “major 
modification” that was proposed on August 25.1983. 
namely those proposed as $$ 51.24(b)(2)(iv). 
52.21(b)(2)(iv). 5l.l8{i)(l)(v)(d). nJV.S(iv) of 
Appendix S to Part 51. and 52.24(n(5)(iv). EPA 
would also add a provision to the relevant 
regulations that would “grandfather” any 
modifications that (1) would not have been subject 
to review but for the deletion of those amendments 
and (2) commenced construction before the final 
deletion. 


In defining “modification” solely in 
terms of the total amount of pollution 
that a source change would produce, 
section 111(a)(4) suggests that Congress 
intended to establish here no qualitative 
distinction between emissions, and, 
hence, to require the inclusion of fugitive 
emissions for modifications, without any 
intermediate rulemaking step. 

The legislative history strongly 
supports this view that Congress 
intended the section 302(j) rulemaking 
requirement not to apply to 
modifications. First, the passages in the 
relevant House and conference reports 
that focus on section 302(j) refer, as does 
section 302(j). only to proposed and 
existing emissions units, and not at all 
to modifications [see H.R. Report No. 
95-294, 95th Cong., 1st Sess. 4. 9,144 
(1977); H.S. Rep. No. 95-564, 95th Cong., 
1st Sess. 172 (1977)). In addition, the 
explanation by the conference 
committee of section 169(2)(C) states 
that it: 

[i]mplements conference agreement to cover 
“modification” as well as “construction” by 
defining “construction” in Part C to conform 
to usage in other parts of the Act. [123 Cong. 
Rec. H 11957, col. 3 (daily ed.) (November 1. 
1977) (emphasis added).] 

The phrase “usage in other parts of the 
Act” most probably refers, not only to 
section 111(a)(4), but also to the EPA 
regulations implementing section 111 
that were in effect at the time. Like 
section 111(a)(4), those regulations on 
their face require the inclusion of 
fugitive emissions in section 111 
applicability determination, inasmuch as 
they concern themselves only with the 
quantity of the emissions in question 
[see 40 CFR 60.14(a) (1977)). Finally. EPA 
and the States prior to enactment of 
section 302(j) in 1977 made no 
distinction between fugitive and 
nonfugitive emissions in threshold 
applicability determinations [see, e.g, 40 
CFR 51.18 (1977); 41 FR 55528 (December 
21,1976) (the original Offset Ruling), 40 
CFR 51.21(d)(1) (1977) (original PSD 
regulations)). Section 302(j). therefore, 
ran against the grain of longstanding 
practice. If Congress had intended a 
change as to modifications, it probably 
would have said so explicitly, yet it said 
nothing. 

EPA’s new interpretation as to the 
applicability of the section 302(j) 
rulemaking requirement is consistent 
with Congress’ purposes. Requiring 
fugitive emissions to be included in 
threshold applicability determinations 
for modifications would not frustrate the 
protections from the burdens of new 
source review that the rulemaking 
requirement affords. Under the Act and 
EPA regulations, a modification is 
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“major” and subject to review only if 
the source at which it would occur is 
also “major” [see. e.g,^ 40 CFR 
52.21(bJ(2Ki) (1984)]. Hence, a 
modification to a source of 
predominantly fugitive emissions that 
does not belong to a currently listed 
category, for instance a surface coal 
mine, could not be subject to review, 
even if its fugitive emissions were taken 
into account, because the source would 
not be “major”. In addition, requiring 
fugitive emissions to be included in 
threshold applicability determinations 
would promote the Congressional goal 
of minimizing unnecessary burdens. As 
discussed at length in the preamble to 
the 1983 proposal and in the comments 
[see, e.g., 48 FR 38746), the exclusion of 
fugitive emissions decreases, as well as 
increases, in threshold applicability 
determinations for modifications can 
result in a company having to obtain a 
permit, but not having to meet any 
substantive requirements to obtain it. 

The universal inclusion of fugitive 
emissions increases and decreases 
would cure this problem of an empty 
proceeding. Finally, universal inclusion 
removes any incentive a company 
would otherwise have to artifically 
sequence the construction of a group of 
modifications so that the modifications 
that produce only fugitive emissions 
might escape review on the theory that 
they are separate and not “major.” 

V. Miscellaneous 

A. Docket 

EPA has established a docket for this 
rulemaking. Docket No. A-84-33. The 
docket is an organized and complete file 
of all significant information submitted 
to or otherwise considered by EPA 
during this proceeding. The contents of 
the docket will serve as the record in the 
case of judicial review under section 
307(b) of the Act, 42 U.S.C. 7607(b). The 
docket is available for public inspection 
and copying between 8:00 a.m. and 4:00 
p.m., Monday through Friday, at EPA’s 
Central Docket Section* West Tower 
Lobby. Gallery I, 401 M Street. S.W., 
Washington, D.C. A reasonable fee may 
be charged for copying. 

B. Public Hearing 

EPA will hold a public hearing on 
December 4.1984, at 10:00 a.m., in Room 
2126/2409, Waterside Mall, 401 M Street, 
S.W., Washington, D.C., and on 
December 6.1984, at 10:00 a.m.. in EPA 
Regional Administrator’s Conference 
Room, 9th Floor. 1860 Lincoln Street, 
Denver. Colorado. The hearings will be 
informal. A panel of EPA staff will hear 
the oral presentations. There will be no 
cross-examination and no requirement 


that any person be under oath. Each 
member of the panel may seek 
clarification or amplification of any 
presentation. The presiding officer of the 
panel may set a time limit for each 
presentation and may restrict any 
presentation that would be irrelevant or 
repetitious. A transcript of each hearing 
will be made and placed in the 
rulemaking docket 

Any person who wishes to speak at a 
hearing should as soon as possible send 
written notice of this to EPA, give name, 
address, telephone number, and the 
length of the presentation. Anyone 
stating that his or her presentation 
would be longer than 20 minutes should 
also state why it need be longer. Each 
notice should be sent to Kirt Q. Cox, at 
the address given at the beginning of 
this notice. EPA will develop a schedule 
for presentations based on the notices it 
receives. Anyone who fails to submit a 
notice, but wishes nevertheless to speak 
at the hearing should so notify the 
presiding officer immediately before the 
hearing. The presiding officer will 
decide whether, when, and for how long 
the person may speak. Each speaker 
should bring extra copies of his or her 
presentation for the convenience of the 
hearing panel, the hearing reporter, the 
press, and other participants. The 
hearings will be open to the public. 

C. Executive Order 12291 

Under Executive Order 12291, EPA 
must prepare a regulatory impact 
analysis for any regulation that qualifies 
as a “major rule.” A major rule is 
defined as any regulation that is likely 
to result in an annual effect on the 
economy of $100 million or more. EPA 
has determined that the proposal to list 
strip mines might have an annual effect 
on the economy of $100 million or more, 
and EPA is therefore preparing the 
economic analysis described above in 
section II. EPA has determined, on the 
other hand, that the proposed new 
interpretation of section 302(j) as it 
relates to modifications will not have 
sufficient economic effect to be 
considered a major rule. The new 
interpretation will not require large 
numbers of additional modifications to 
obtain permits because there are 
relatively few modifications involving 
fugitive emissions at major sources 
other than those sources already on the 
current list of 30 source categories. 
Those modifications must presently 
obtain permits under the existing 
regulations: therefore, EPA is not 
preparing a regulatory impact analysis 
for this portion of the rulemaking. 

These regulations have been 
submitted to the Office of Management 
and Budget for review under Executive 


Order 12291. Any comments from the 
office, and EPA's responses to any such 
comments, will be placed in the docket 
for this proceeding and are available for 
public inspection at the times and place 
described earlier in this preamble. 

D. Economic Impact Assessment 

Section 317 of the Clean Air Act, 42 
U.S.C. 7617, requires EPA to prepare an 
economic impact assessment in 
connection with proposal of any 
substantial revisions to existing 
regulations. The economic analysis 
concerning strip mines that EPA is 
preparing in order to comply with 
Executive Order 12291 will also satisfy 
the requirement for preparation of an 
economic impact assessment on the 
proposal to list strip mines. This 
analysis will be available to the public 
within the next few months. The 
comment period on these proposed 
regulations will be provided to allow the 
public sufficient time to comment on the 
analysis. EPA will not be preparing an 
economic analysis on the new 
interpretation of section 302(j) as it 
relates to modifications because this is 
not a substantial revision. As discussed 
above, this interpretation will not bring 
many additional modifications under 
review. 

E. Regulatory Flexibility Act 
Certification 

As required by section 3(a) of the 
Regulatory Flexibility Act, 5 U.S.C. 
605(b). I certify that this regulation will 
not have a significant adverse impact on 
a substantial number of small entities. 
The proposal to list strip mines will 
primarily effect large mining operations. 
The proposed new interpretation of 
section 302(j) as it relates to 
modifications will not bring a large 
number of additional modifications into 
the permitting system. 

F. Paperwork Reduction Act 

The Office of Management and Budget 
(OMB) has approved some of the 
information collection requirements 
contained in this proposed rule under 
the provisions of the Paperwork 
Reduction Act of 1980, 44 U.S.C. 3501 et 
seq, and has assigned OMB control 
number 2060-0003- This proposed rule 
also introduces additional requirements, 
and these have been transmitted to 
OMB. Comments on these requirements 
should be submitted to the office of 
Information and Regulatory Affairs of 
OMB. marked “Attention: Desk Officer 
for EPA.” The final rule will respond to 
any OMB or public comments on the 
information collection requirements. 
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List of Subjects 
iOCFRPartSl 

Administrative practice and 
procedures. Air pollution control. 
Inlergovemmental relations, Reporting 
and recordkeeping requirements, Ozone, 
Sulfur Oxides, Nitrogen dioxide. Lead, 
particulate matter. Hydrocarbon, 

Carbon monoxide. 

40CFRPart52 

Air pollution control, Ozone. Sulfur 
oxides. Nitrogen dioxide, Lead. 
Particulate matter. Carbon monoxide. 
Hydrocarbons. 

Authority: Sections 101(b)(1), 100-169,171- 
178, and 301(a) of the Clean Air Act as 
amended (42 U.S.C. 7401(b)(1). 7410, 7470-79. 
7501-08 and 7601(a)]; Section 129(a) of the 
Clean Air Act Amendments of 1977 [Pub. L 
No. 95-95,91 Stat. 685 (August 7,1977)). 

Dated: October 19,1984. 

Alvin L. Aim, 

Deputy Administrator. 

Title 40 of the Code of Federal 
Regulations, as amended, is proposed to 
be amended, as follows: 

PARTS 51 AND 52—[AMENDED] 

A. Requirements for State PSD Plans 

§51.24 (Amended) 

Section 51.24 of Title 40 of the Code of 
Federal Regulations is proposed to be 
amended as follows: 

1. By redesignating paragraph (aa) of 
§ 51.24(b)(l)(iii), as (bb) to and adding a 
new paragraph (aa) to read as follows: 
“(aa) Surface coal mines,”; 

2. By adding a new paragraph (b)(13) 

(iii) to read as follows: ”(iii) The actual 
emissions of coal surface mines on 
which construction commenced prior to 
(the date that final action for the listing 
of surface coal mines is published in the 
Federal Register] will not affect the 
applicable maximum allowable 
increase, unless such emissions 
occurred after an applicable baseline 
date has been established for the 
affected area.”; and 

3. By adding a new paragraph (i)(4) 

(iv) to read as follows: ”(iv) The source 
nr modification is a surface coal mine 
otherwise qualifying as a new or 
Modified major stationary source under 
ibis section if the owner or operator 

(o) Obtained all final federal, state, 
and local preconstruction approvals or 
permits necessary under the applicable 
State implementation plan before [the 
da^ that final action for the listing of 
jurface coal mines is published in the 
federal Register]; 

W Commenced construction within 10 
Months from [the date that final action 
er the listing of surface coal mines is 


published in the Federal Register], or 
any earlier time required under the State 
implementation plan; and 

(c) Did not discontinue construction 
for a period of 18 months or more and 
completed construction within a 
reasonable time.” 

B. New Source Review for PSD 
Purposes 

§52.21 (Amended] 

Section 52.21 of Title 40 of the Code of 
Federal Regulations is proposed to be 
amended as follows: 

1. By redesignating paragraph (aa) of 
§ 52.21(b)(l)(iii), as (bb) and adding a 
new paragraph (aa) to read as follows: 
”(aa) Surface coal mines,”; 

2. By adding a new paragraph 
(b)(13)(iii) to read as follows: “(iii) The 
actual emissions of coal surface mines 
on which construction commenced prior 
to (the date that final action for the 
listing of surface coal mines is published 
in the Federal Register] will not affect 
the applicable maximum allowable 
increase, unless such emissions 
occurred after an applicable baseline 
date has been established for the 
affected area.”; and 

3. By adding a new paragraph (i)(4) 

(ix) to read as follows: ”(ix) The source 
or modification is a surface coal mine 
otherwise qualifying as a new or 
modified major stationary source under 
this section if the owner or operator: 

(o) Obtained all final federal, state, 
and local preconstruction approvals or 
permits necessary under the applicable 
State implementation plan before (the 
date that final action for the listing of 
surface coal mines is published in the 
Federal Register]; 

(6) Commenced construction within 18 
months from (the date that final action 
for the listing of surface coal mines is 
published in the Federal Register], or 
any earlier time required under the State 
implementation plan; and 

[c] Did not discontinue construction 
for a period of 18 months or more and 
completed construction within a 
reasonable time. 

C. State Plans for New Source Review 
for Nonattainment Purposes 

§51.18 (Amended] 

Section 51.18 of Title 40 of the Code of 
Federal Regulations is proposed to be 
amended as follows: 

1. By redesignating paragraph “(27) of 
§ 51.18(j)(l)(iv)(c) as (28) and adding a 
new paragraph (27) to read as follows: 
“(27) Surface Coal Mines”; and 

2. By adding a new paragraph (j)(6) to 
read as follows: “(6) Each plan may 
provide that the requirements of this 
subsection do not apply to the 


construction of a surface coal mine 
otherwise qualifying as a new or 
modified major stationary source under 
this section if the owner or operator: 

(i) Obtained all final federal, state, 
and local preconstruction approvals or 
permits necessary under the applicable 
State implementation plan before (the 
date that final action for the listing of 
surface coal mines is published in the 
Federal Register]; 

(ii) Commenced construction within 18 
months from [the date that final action 
for the listing of surface coal mines is 
published in the Federal Register], or 
any earlier time required under the State 
implementation plan; and 

(iii) Did not discontinue construction 
for a period of 18 months or more and 
completed construction within a 
reasonable time. 

D. Emission Offset Interpretative Ruling 
Appendix S [Amended] 

Appendix S of Part 51 of Title 40 of 
the Code of Federal Regulations is 
proposed to be amended as follows: 

1. By redesignating paragraph (aa) of 
ll.A.4(iii) as (bb) and adding a new 
paragraph (aa) to read as follows: “(aa) 
Surface Coal Mines,”; and 

2. By adding a new paragraph ll.E. to 
read as follows: “II.E. Section IV.A. of 
this Ruling shall not apply to the 
construction of a coal surface mine 
otherwise qualifying as a new or 
modified major stationary source under 
this section if the owner or operator 

(a) Obtained all final federal, state, 
and local preconstruction approvals or 
permits necessary under the applicable 
State implementation plan before [the 
date that final action for the listing of 
surface coal mines is published in the 
Federal Register); 

(b) Commenced construction within 18 
months from [the date that final action 
for the listing of surface coal mines is 
published in the Federal Register], or 
any earlier time required under the State 
implementation plan; and 

(c) Did not discontinue construction 
for a period of 18 months or more and 
completed construction within a 
reasonable time. 

E. Restrictions on Construction for 
Nonattainment Areas 

§ 52.24 [Amended] 

Section 52.24 of Title 40 of the Code of 
Federal Regulations is proposed to be 
amended as follows: 

1. By redesignating paragraph (aa) of 
§ 52.24(f)(4](iii] as (bb) and adding a 
new paragraph (aa) to read as follows: 
“(aa) Surface Coal Mines,”; and 
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2. Dy adding a new paragraph (e) to 
read as follows: *'(e] This section shall 
not apply to the construction of a 
surface coal mine otherwise qualifying 
as a new or modified major stationary 
source under this section if the owner or 
operator 

(1) Obtained all final federal, state, 
and local preconstruction approvals or 


permits necessary under the applicable 
State implementation plan before [the 
data that final action for the listing of 
surface coal mines is published in the 
Federal Register]; 

(2) Commenced construction within 18 
months from [the date that final action 
for the listing of surface coal mines is 
published in the Federal Register], or 


any earlier time required under the Slate 
implementation plan; and 

[3] Did not discontinue construction 
for a period of 18 months or more and 
completed construction within a 
reasonable time. 

[FR Doe. »4--Z82ao Filed 10-25-84:6:45 am] 

BILUNG COOe 6560-50>M 
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DEPARTMENT OF TRANSPORTATION 

Urban Mass Transportation 
Administration 

Fiscal Year 1985 UMTA Formula Grant 
Apportionments 

agency: Urban Mass Transportation 
Administration (UMTA). DOT. 
action: Notice. 

summary: The Federal Public 
Transportation Act of 1982 (Pub. L. 97- 
424) established a formula grant 
program for Fiscal Years 1984,1985 and 
1986 under Section 9 and Section 18 of 
The Urban Mass Transportation Act of 
1964, as amended. This Notice provides 
the Fiscal Year 1985 apportionment of 
funds to each urbanized area over 
200,000 in population, and to State 
Governors for apportionment to 
urbanized areas under 200,000 in 
population and to rural areas. 

FOR FURTHER INFORMATION CONTACT: 
Edward R. Fleischman, Chief, Resource 
Management Division, (202) 426-2053, 
400 Seventh Street, SW., Washington, 
DC. 20590. 

SUPPLEMENTARY INFORMATION: A 

program of federal assistance to urban 
mass transportation systems by means 
of formula grants for capital and 
operating assistance was enacted 
January 6,1983, under the Federal Public 
Transportation Act of 1982 (Pub. L. 97- 
424). The legislation is authorized for 
Fiscal Years 1984,1985, and 1988. Funds 
for Fiscal Year 1985 were appropriated 
by Pub. L 98-473. 

This Notice, based on Census 
information and operating and financial 
data contained in the section 15 Report, 
provides the Fiscal Year 1985 
apportionment of section 9 and section 
18 funds for urbanized and 
nonurbanized areas. Applications for 
section 9 funds should be submitted in 
conformance with UMTA Circular 
9030.1, published June 27,1983. 


Applications for section 18 funds should 
be submitted in conformance with 
UMTA Circular 9040.1, published 
September 26,1983. 

The funds shown in this Notice 
apportioned to urbanized areas will 
remain available to be obligated by 
UMTA to recipients for three (3) fiscal 
years following Fiscal Year 1985, after 
which time any unobligated funds will 
become available for reapportionment 
under section 9. Funds apportioned to 
nonurbanized areas will remain 
available to be obligated by UMTA to 
recipients for two (2) years following 
Fiscal Year 1985, after which time any 
unobligated funds will become available 
for reapportionment under section 18. 

Corrections have been made to the 
data from certain urbanized areds that 
were used to compute the Fiscal Year 
1984 formula grant apportionments 
published in the Federal Register of 
November 2,1983 (48 FR 50656). 
Differences between corrected 
apportionments and previously 
published apportionments have been 
determined, and necessary adjustments 
have been made by adding to or 
subtracting from, as appropriate, the 
apportionments calculated for Fiscal 
Year 1985. 

For urbanized areas over 200,000 in 
population, funds apportioned under 
section 9 are based, in part, on data 
collected through the section 15 
reporting system. In the process of 
collecing these data, there have been 
repeated problems with late reports, 
missing certifications and the inclusion 
of possible erroneous data in vehicle 
revenue miles (see UMTA Circular 
9030.1 for definitions). The issues are 
summarized below: 

Late reports. UMTA regulations 
require transit agencies to submit 
section 15 reports within 120 calendar 
days of the end of their fiscal year. 
Many agencies have been delirtquent in 
submitting their section 15 report or 


have submitted incomplete reports. This 
makes it difHcult for UMTA to validate 
the data and increases the risk of 
erroneous data being used in the 
apportionment. 

Independent certification. All 
reporters in urbanized areas of 200,000 
or more are required to submit with their 
section 15 reports a certification by an 
independent auditor of the 
recordkeeping system and definitions 
used to collect data used in the Section 9 
apportionment formula. When reporters 
fail to comply with this requirement, it 
calls into question the validity of the 
data submitted. 

Deadhead mileage. Certain agencies 
have not made the appropriate 
adjustment between total vehicle 
mileage and vehicle revenue mileage as 
required. The difference between these 
two figures represents deadhead 
mileage, which is not included in the 
data used for the apportionment. Those 
urbanized areas that include deadhead 
mileage in the vehicle revenue mileage 
reported receive a greater 
apportionment than they are entitled to 
while reducing the apportionments of 
those reporters who follow the 
definition of revenue vehicle mileage. 

These issues have resulted in 
problems in the timeliness of UMTA’s 
publication of apportionment data, and 
in some cases raise questions about the 
validity of certain submitted data. In 
this connection, UMTA is planning to 
issue a notice of proposed rulemaking 
that would propose penalties to address 
this problem. These penalties could 
affect an area*s ability to receive 
apportioned funds for failure to report in 
a timely manner, provide certifications, 
or submit data which are in accordance 
with UMTA definitions. 

Issued on: October 17,1984. 

Ralph L. Stanley, 

Administrator, 

BILUNQ COO€ •4>38322-M 
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FISCAL YEAR 1985 UMTA SECTION 9 FORMULA APPORTIONMENTS 
AMOUNTS APPORTIONED TO URBANIZED AREAS OVER 200,000 POPULATION 

URBANIZED AREA APPORTIONMENT URBANIZED AREA APPORTIONMENT 


Akron, Ohio .... $ 4.929,697 

Afbany-Schenectady-Troy, New York ... 8.374,270 

Albuquerque, New Mexico . 4,312,685 

Allentown-Bethlehem-Easton, Pa. N.J. .. 3,537,492 

Ann Arbor, Michigan . 2,323363 

Atlanta, Georgia .. 25,488J902 

Augusta, Georgia-South Carolina . 1,6t3,077 

Austin, Texas . 3,827.942 

Bakersfield, California . 2,247,405 

Baltimore, Maryland .-. 27,077,092 

Baton Rouge. Louisiana . 2,919,220 

Birmingham, Alabama . 4,533,656 

Boston, Massachusetts .. 67359,107 

Bridgeport, Connecticut . 5.642,655 

Buffalo, New York . 10.658.219 

Canton, Ohio . 1.917,281 

Charleston, South Carolina . 1.349.742 

Charlotte, North Carolina . 3,403.943 

Chattanooga, Tennessee-Georgla . 2,'225,477 

Chicago, Illinois-Northwestern Indiana . 181,648,252 

Cincirwioti, Obio-Kervtucky .. 12,524,229 

Cleveland, Ohio . 25,322.268 

Colorado Springs. Colorado . 2,510,731 

Columbia, South Carolina . 1,361,130 

Columbus, Georgia-Alabama . 1,846,178 

Columbes. Ohio . 10.713,064 

Corpus Christi, Texas . 1,846,770 

Dallas-Fort Worth, Texas . 21,231,745 

Davenport-Rock Island-Mokne, lowa-lllinois 2.662,927 

Dayton, Ohio . 12,563,622 

Denver, Colorado ... 16,865,486 

Des Motnes, Iowa . 2315.319 

Detroit,. MicNgan . 46J240,969 

El Paso, Texas ...... 5,691,747 

Fayetteviille, North Carolina . 1J257,625 

Flint, Michigan . 2796.941 

Fort Lauderdale-Hollywood, Florida _ 9jDa2.408 

Fort Wayne, Indiana . 2331,787 

Fresno, California . 3,796!942 

Grand Rapids, Michigan . 3,794jD04 

Greenifille* South Carolina . 1,255,915 

Harrisburg, Pennsylvania . 2,732,046 

Hartford, Connecticut . 7,449.961 

Honolulu, Hawaii . 18,3l1j649 

Houston, Texas . 27.272.483 

Indianapolis, Indiana . 8,029,277 

Jacksoo, Mississippi . 1,727,578 

Jacksonville, Florida . 5,969,070 

Kansas City, Missourl-Kansas . 8,623,728 

KnoxvIWe^ Tennessee . 2,743,631 

Lansing, Michigan . 2.631,203 

Las Vegas. Nevada . 3,164.311 

Lawrence-Haverhlll, Mass.-New Hampshire 2765,605 

Little Rock-North Little Rock, Arkansas . 2,406,903 

Lorain-Elyria. Ohio . 994,410 

Los Angeles-Long Beach, California _ 142,139,674 

Louisville, Kentucky-Indiana . 9,456.354 


Madison, Wisconsin ... $ 4.346,370 

Melbourne-Cocoa, Florida . 1.128.920 

Memphis. Terviessee-Arkansas-Mississippi 7,829,691 

Miami, Florida . 22.087,236 

Milwaukee, Wisconsin . 17,224.234 

Minneapolis-St. Paul, Minnesota . 19,784.348 

Mobi4e, Alabama . 1,901,700 

NashviHe-OavIdson, Tennessee ... 4.608,676 

New Haven, Connecticut . 6.440,623 

New Orleans. Louisiana . 14.990,274 

Newport News-Hampton, Virginia . 3,164,708 

New York, N.Y.-Northeastern New Jersey 605.064,321 

Norfolk-Portsmouth, Virginia . 8,879,475 

Ogden. Utah . 2,536,128 

Oklahoma City, Oklahoma . 4,148307 

Omaha, Nebraska-lowa .. 6374,493 

Orlando, Florida . 4371798 

Oxnard-Ventura-Thousand Oaks, California 3.692.403 

Pensacola. Rorida . 1,391,021 

Peoria, Illinois . 2.285.278 

Philadelphia, Pennsylvania-New Jersey . 108.609372 

Phoenix. Arizona . 113563^5 

Pittsburgh, Pennsylvania . 33,979.415 

Portland, Oregon-Washrngton .. 17,405,100 

Providenoe-Pawtucket-Warwick. R.I.-Mass. 13,875.854 

Raleigh. North Carolina . 1,871.219 

Richmond. Virginia . 5.557,753 

Rochester. New York . 7.323,171 

Rockford. Illinois . 1.995.552 

Sacramento, California . 8.995.978 

St. Louis, Mtssouri-lllir\ois .. 19.985,924 

St. Petersburg. Florida . 7,537.603 

Salt Lake City, Utah . 8.889.233 

San Antonio, Texas .'. 13749.546 

San Bernardino-Riverside, California ... 7.792,108 

San Diego, California . 28,129.504 

San Francisco-Oakland, California . 103.691,323 

San Jose, California . 20,909.604 

San Juan, Puerto Rico .. 15,507,178 

Sarasota-Bradenton, Florida . 2.450.187 

Scranton-Wifkes-Barre, Pennsylvania ... 3.708353 

Seattle-Everett, Washington . 34.531.593 

Shreveport. Louisiana . 2.553.883 

South Bend, Indiana-Michigan . 2.366,123 

Spokane. Washington ... 4.334.020 

Springfleld-Chicopee-Holyoke. Mass.-Corm. 5.305,326 

Syracuse, New York . 5,231.074 

Tacoma, Washington . 6.002,007 

Tampa, Florida . 5.540712 

Toledo, Ohio-Michlgan . 6,501.565 

Trenton, New Jersey-Pennsylvarua . 6.854,298 

Tucson, Arizona . 5.647,661 

Tulsa, Oklahoma .. 3,730.245 

Washingfon. D.C.-Maryland-Virginia _ 68352.428 

West Palm Beach. Florida . 3.826.276 

Wichita. Kansas . 2.739.869 

Wilmington, Delaware-New Jersey-Maryland 4.147.679 

Worcester, Massachusetts .. 2.795.342 

Youngstown-Warren, Ohio . 2.574.154 
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FISCAL YEAR 1985 UMTA SECTION 9 FORMULA APPORTIONMENTS 
AMOUNTS APPORTIONED TO AREAS UNDER 200,000 POPULATION 


S TA TE/URBA NfZED A REA A PPORTIONMENT 

ALABAMA: 

Governor's apportionment for areas 

50.000 to 200.000 population . S 5J79,318 

Anniston . 501,775 

Auburn-Opelika . 311,952 

Decatur . 365,425 

Dothan . 320,267 

Florence . 490,772 

Gadsden . 462,476 

Huntsville . 1,031,991 

Montgomery . 1,539,604 

Tuscaloosa . 755,056 

Nonurbanized . 1J14,383 

ALASKA: 

Governor's apportionment for areas 

50.000 to 200.000 population . 1,171,880 

Anchorage .. 1,171,880 

Nonurbanized . 186,550 

ARIZONA: 

Governor's apportionment for areas 

50.000 to 200,000 population . 504,708 

Yuma, Ariz.-C^lif . 504,708 

Nonurbanized . 648,105 

ARKANSAS: 

Governor's apportionment for areas 

50,000 to 200,00 population . 1,702,972 

Fayettevllle-Springdale . 405,109 

Fort Smith, Ark.-Okla . 605,737 

Pine Bluff . 555,429 

Texarkana, Tex.-Ark . 136,697 

Nonurbanized ... 1,387,894 

CALIFORNIA: 

Governor's apportionment for areas 

50,000 to 200,000 population . 17,287,920 

Antioch-Pittsburg . 970,617 

Chico . s 449,498 

Fairfield . 612,068 

Hemet . 468,180 

Lancaster . 391,909 

Modesto . 1,838,887 

Napa . 640,717 

Palm Springs . 435,084 

Redding . 359.436 

Salinas .. 1,188,955 

Santa Barbara . 1,690,384 

Santa Cruz . 962,285 

Santa Marla . 544,206 

Santa Rosa . 1,344,011 

Seaside-Monterey . 1,247,299 

Simi Valley . 837,491 

Stockton . 2,196,533 

Visalia . 544,636 

Yuba City ... 563,490 

Yuma, Ariz.-Calif . 2,234 

Nonurbanized . 3,138,108 


STATE/URBANIZED AREA APPORTIONMENT 

COLORADO: 

Governor's apportionment for areas 
50,000 to 200,000 population .. $ 3,820,739 

Boulder .. 947,106 

Fort Collins . 703.674 

Grand Junction . 457.107 

Greeley ... 672.717 

Pueblo . 1.040.135 

Non urbanized . 703.095 

CONNECTICUT: 

Governor's apportionment for areas 

50,000 fo 200.000 population . 16,187,091 

Bristol . 666,121 

Danbury, Conn.-N.Y . 2,602,453 

Meriden . .. 542,368 

New Britain . 1,340,061 

New London-Norwich . 1.099,013 

Norwalk . 2,909.631 

Stamford . 3,627.840 

Waterbury . 3,399,604 

Nonurbanized . 638.541 

DELAWARE: 

Nonurbanized . 182,661 

FLORIDA: 

Governor's apportionment for areas 

50,000 to 200.000 population . 7,987,616 

Daytona Beach . 1,319,668 

Fort Myers .. 1,048,156 

Fort Pierce . 494.377 

Fort Walton Beach ... *_ 619.468 

Gainesville . 881.149 

Lakeland . 850.610 

Naples .. ' 353.753 

Ocala . 352.607 

Panama City . 566.425 

Tallahassee . 947.939 

Winter Haven . 553,464 

Nonurbanized . 1,866,939 

GEORGIA: 

Governor's apportionment for areas 

50,000 to 200,000 population . 4,448,850 

Albany . 641.762 

Athens . 474,175 

Macon . 1,142,323 

Rome . 361,518 

Savannah . 1,381,376 

Warner Robins . 447,696 

Nonurbanized . 2,303,529 

HAWAII: 

Governor's apportionment for areas 

50,000 to 200,000 population . 1,140,229 

KailuaKaneohe . 1,140,229 

Nonurbanized . 222,725 
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FISCAL YEAR 1985 UMTA SECTION 9 AND SECTION 18 FORMULA APPORTIONMENTS 
AMOUNTS APPORTIONED TO AREAS UNDER 200,000 POPULATION—(Conf/noed) 


ST A TE/URBA NIZED A REA A PPOR TIONMEN T 

IDAHO: 

Governor’s apportionment tor areas 
50,000 to 200,000 population ...... $ 1,654,671 

Boise City ... 1,194.830 

Pocatello... 459.841 

Non urbanized . . 608,682 

ILLINOIS: 

Governor’s apportionment for areas 
50,000 to 200,000 population .. .. 10,975,638 

Alton... 722.669 

Aurora. 1.449.977 

Beloit. Wis.-lll . 51,766 

Bloomington-Normal . 943.789 

Champaign-Urbana . 1,357,578 

Danville. 473,243 

Decatur. 971,748 

Dubuque. Iowa-Ill ....,_ 19,745 

Elgin. 1,082!924 

Joliet. 1.559,194 

Kankakee. 639,637 

Round Lake Beach . 504,341 

Springfield. 1,199,027 

Nonurbanized . 2,523,246 

INDIANA: 

Governor’s apportionment for areas 

50,000 to 200,000 population __ 6,760,551 

Anderson. 614,782 

Bloomington . 693,836 

Elkhart-Goshen ....;. 697,210 

Evansville, Ind.-Ky. .. 1,566!l86 

Kokomo. 635,885 

Lafayette-West Lafayette ... 993,554 

Muncie. 893,351 

Terre Haute . 665,747 

Nonurbanized ..... ' 2,327,051 

IOWA: 

Governor’s apportionment tor areas 

50,000 to 200,000 population . 3,770,914 

Cedar Rapids . 1,179,170 

Dubuque, Iowa-Ill. ...'___.... 633,129 

Iowa City.. . 50L182 

Sioux City, lowa-Nebr.-S.Dak .. 626,699 

Waterloo.. 830,734 

Nonurbanized . 1,596,402 

KANSAS: 

Governor’s apportionment for areas 

50,000 to 200,000 population . 1,620,996 

Lawrence.. 533.689 

St. Joseph. Mo.-Kans. .. 8,831 

. 1,078,476 

'^on-urbanized .. —. 1 , 215,555 


STATE/URBANIZED AREA APPORTIONMENT 

KENTUCKY: 

Governor's apportionment for areas 

50,000 to 200,000 population . $ 3,429,414 

Clarksville. Tenn.-Ky. .. .. 190.232 

Evansville. Ind.-Ky. .. 205.123 

Huntington-Ashland, W.Va.-Ky.-Ohio 483.991 

Lexington-Fayette . 1 , 871,434 

Owensboro . 678.634 

Nonurbanized . 1,955,756 

LOUISIANA: 

Governor’s apportionment tor areas 

50,000 to 200,000 population _ _ 4,005,619 

Alexandria . 711,613 

Houma .. 462,826 

Lafayette . 1,057,102 

Lake Charles .. 913.826 

Monroe . 860,252 

Nonurbanized . . 1,614,353 

MAINE: 

Governor's apportionment tor areas 

50,000 to 200,000 population . 1,729,170 

Bangor .. 367.130 

Lewiston-Auburn . 435,028 

Portland . 844i076 

Portsmouth-Dover-Rochester. N.H.-Maine 82.936 

Non-urbanized ... 705,181 

MARYLAND: 

Governor's apportionment tor areas 

50,000 to 200,000 population ___ 1,517,943 

Annapolis .^. 549.645 

Cumberland, Md.-W.Va . 440.300 

Hagerstown, Md.-Pa . 527^998 

Non urbanized ... 866.367 

MASSACHUSETTS: 

Governor’s apportionment for areas 

50,000 to 200,000 population . 7,565,099 

Brockton . 1.796,287 

Fall River, Mass.-R.l. ..... 1,429.016 

Fitchburg-Leominster . 527,785 

Lowell. Mass.-N.H .. 1,535,136 

New Bedford ^.. 1,546.875 

Pittsfield . 403,643 

Taunton .. 326,357 

Non urbanized .. 1,040,942 

MICHIGAN: \ 

Governor’s apportionment tor areas 

50,000 to 200,000 population . 6,731,839 

Battle Creek . 605.859 

Bay City . 695.318 

Benton Harbor . 509,917 

Jackson ..■.....; 722!463 

Kalamazoo . 1.313,226 

Muskegon-Muskegon Heights ... 865.851 

Port Huron ;... 522.972 

Saginaw . 1.496!233 

Non-urbanized .. 2,803,290 
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FISCAL YEAR 1985 UMTA SECTION 9 AND SECTION 18 FORMULA APPORTIONMENTS 
AMOUNTS APPORTIONED TO AREAS UNDER 200,000 POPULATION-(Continued) 


STATB/UfiBANIZeO AREA APPORTIONMENT 

MINNESOTA: 

Governor's apportionment for areas 

50,000 to 200,000 population . $ 2,286,805 

Duluth-Superior, Minn.-Wis. .. 682,133 

Fargo-Moorhead, N.Dak.-MInn . 323,287 

Grand Forks, N.Dak.-Mlnn . 76,704 

La Crosse. Wis.-Minn . 32,793 

Rochester .*. 623,722 

St. Cloud . 548,166 

Non-urbanized .. 1,628,684 

MISSISSIPPI: 

Governor's apportionment for areas 

50,000 to 200,000 population . 2,168,968 

Biloxi'Gulfport . 1,314,635 

Hattiesburg . 400,742 

Pascagoula-Moss Point . 453,591 

Non-urbanized . 1,556,077 

MISSOURI: 

Governor's apportionment for areas 

50,000 to 200,000 population ,,,,,, 2,673,238 

Columbia . 486,432 

Joplin .... 381,668 

St. Joseph, Mo.-Kans. .. 627.428 

Springfield ... 1,177,710 

Nonurbanized . 1,849,814 

MONTANA: 

Governor's apportionment for areas 

50,000 to 200,000 population . 1,934,407 

Billings . 765,275 

Great Falls ... 667,113 

Missoula . 502,019 

Non-urbanized .. 465,618 

NEBRASKA: 

Governor's apportionment for areas 

50,000 to 200,000 population .. 1,820,643 

Lincoln .. 1,729,893 

Sioux City, lowa-Nebr.-S.Dak . 90,750 

Non-urbanized . 753,658 

NEVADA: 

Governor's apportionment for areas 

50,000 to 200,000 population . 1,464,378 

Reno . 1,464,378 

Non-urbanized . 165,389 

NEW HAMPSHIRE: 

Governor's apportionment for areas 

50,000 to 200,000 population . 2,189,420 

Lowell, Mass.-N.H. .. 5,339 

Manchester . 969,353 

Nashua . 663,466 

PortsmouttvDover-Rochester, N.H.-Maine 551,262 

Non-urbanized . 505,466 


STATE/URBANIZED AREA APPORTIONMENT 

NEW JERSEY: 

Governor's apportionment for areas 

50,000 to 200,000 population .. $ 1,716,512 

Atlantic City ... 1,202,718 

Vineland-Millville . 513.794 

Non-urbanized .— 864,446 

NEW MEXICO: 

Governor's apportionment for areas 

50,000 to 200,000 population .. 830,083 

Las Cruces . 442,780 

Santa Fe . 387,303 

Non-urbanized . 626,312 

NEW YORK: 

Governor's apportionment for areas 

50,000 to 200,000 population - 5,472,688 

Binghamton . 1,531,416 

Danbury. Conn.-N.Y. 17.500 

Elmira . . 667.687 

Glens Falls . 394,997 

Newburgh . 489,842 

Poughkeepsie . 1.078.323 

Utica-Rome . 1,292.923 

Non-urbanized . 3,033,154 

NORTH CAROLINA: 

Governor’s apportionment for areas 

50,000 to 200,000 population . 9,378,989 

Asheville . 708.661 

Burlington . 503.870 

Concord . 502.540 

Durham . 1,387,166 

Gastonia . 773,629 

Goldsboro . 392,329 

Greensboro . 1.555,328 

Hickory . ..... 418.370 

High Point . 737.446 

Jacksonville . 492.872 

Wilmington . 599,463 

Winston-Salem . 1,307,315 

Non-urbanized . 3,125,013 

NORTH DAKOTA: 

Governor's apportionment for areas 

50,000 to 200,000 population . 1,644,380 

Bismarck-Mandan . 524,040 

Fargo-Moorhead, N.Dak.-Minn . 636.270 

Grand Forks, N.Dak.-Minn . ^ 484,070 

Non-urbanized .. 383,301 

OHIO; 

Governor's apportionment for areas 

50,000 to 200,000 population . 5.326.321 

Hamilton . 965.018 

Huntington-Ashland. W.Va.-Ky.-Ohio . 279.732 
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FISCAL YEAR 1985 UMTA SECTION 9 AND SECTION 18 FORMULA APPORTIONMENTS 
AMOUNTS APPORTIONED TO AREAS UNDER 200,000 POPULATION—(Conf/noed) 


ST A TE/ URBANIZED A REA 


APPORTIONMENT ^14 TE/URBANIZEDAREA 


APPORTIONMENT 


0H\O—Continued: 


SOUTH CAROLINA: 


Lima. $ . 613,790 

Mansfield . 607,724 

Middletown . 685!881 

Newark. 412,834 

Parkersburg, W.Va.-Ohio .. 68,176 

Sharon, Pa.-Ohio . 40,935 

Springfield . 954,214 

Steubenville-Weirton, Ohio-W.Va.-Pa. 376,243 

Wheeling, W.Va.-Ohio . 321,774 

Nonurbanized . 3,430,836 


Governor’s apportionment for areas 


50,000 to 200,000 population . $ 1,853,926 

Anderson . 381,020 

Florence . 401,385 

Rock Hill .. 359,219 

Spartanburg . 712,302 

Non-urbanized . 1,556,284 


SOUTH DAKOTA; 


OKLAHOMA: 

Governor’s apportionment for areas 


50,000 to 200,000 population . 1,159,915 

Enid... 372.302 

Fort Smith, Ark.-Okla. 14,100 

Lawton. 7731513 

Nonurbanized . 1,416,362 

OREGON: 

Governor’s apportionment tor areas 

50,000 to 200,000 population . 3,706,638 

Eugene. 1,905.967 

Longview, Wash.-Oreg. 9,759 

Medford. 466,095 

Salem. 1,324,817 

Nonurbanized . 1,099,368 


PENNSYLVANIA; 

Governor’s apportionment tor areas 

50,000 to 200,000 population . 

Altoona. 

Erie. .. 

Hagerstown, Md.-Pa. . 

Johnstown. . 

Lancaster . 

Monessen . ... 

Reading. 

Sharon, Pa.-Ohio .. 

State College. . . 

Steubenville-Weirton, Ohio-W.Va.-Pa. 

Williamsport.. . 

York. \ 

Nonurbanized . . 

PUERTO RICO: 

Governor’s apportionment tor areas 

50,000 to 200,000 population . 

Aguadiiia. 

Arecibo. 

Caguas.. 

■ Mayaguez. .!!!!!!. 

Ponce . 

Vega Baja-Manati... . . ........'.... 

Hon-urbanlzed . 

'node ISLAND: 

Governor’s apportionment tor areas 

50,000 to 200,000 population . 

Eall River, Mass.-R.l. *. 

Newport. 

^On-urbanized . 


10,613,630 

819,104 

2.091,982 

6,783 

861,479 

1,462,661 

506,617 

1,952,038 

449,423 

612,006 

1,873 

565,016 

1,284,648 

3,782,198 


7,415,680 

593,324 

679,573 

1.591.575 

1,114,570 

2.619,528 

817,110 

1,189,688 


590,068 

128,553 

461,515 

125,931 


Governor’s apportionment tor areas 


50,000 to 200,000 population . 1,177,652 

Rapid City.. . 427.975 

Sioux City, lowa-Nebr.-S.Dak . 12,321 

Sioux Falls . 737,356 

Non-urbanized . 444,667 

TENNESSEE: 

Governor’s apportionment tor areas 

50,000 to 200,000 population . 2,017,425 

Bristol, Tenn.-Bristol, Va . 195,679 

Clarksville, Tenn.-Ky . 370,488 

Jackson . 357,809 

Johnson City . .;. 551,487 

Kingsport, Tenn.-Va . 541,962 

Nonurbanized . 2,017,400 

TEXAS: 

Governor’s apportionment tor areas 

50,000 to 200,000 population . 18,556,838 

Abilene . 690,001 

Amarillo . 1,226,886 

Beaumont . 931,266 

Brownsville . 959,046 

Bryan-College Station . 659,565 

Galveston . 536,539 

Harlingen-San Benito . 515,657 

Killeen . 786!285 

Laredo . 1,260,572 

Longview . 494,548 

Lubbock . 1,443,414 

McAllen-Pharr-Edinburg .. 1,500,013 

Midland . 607,011 

Odessa . 916,460 

Port Arthur . 827,111 

San Angelo . 62oi847 

Sherman-Denison . 383,852 

Temple . 354,292 

Texarkana, Tex.-Ark. *,. 338,825 

Texas City-La Marque . 682,733 

Tyler .;. 623,772 

Victoria . 487,205 

Waco . 933,798 

Wichita Falls . 777,140 

Non-urbanized . 4,108,567 
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FISCAL YEAR 1985 UMTA SECTION 9 AND SECTION 18 FORMULA APPORTIONMENTS 
AMOUNTS APPORTIONED TO AREAS UNDER 200,000 POPULATION—(Conf/noed) 


S TA TE/URBA NIZED A REA A PPORTfONMENT 

UTAH: 

Governor's apportionment for areas 

50,000 to 200,000 population . S 1,503,979 

Provo-Orem . 1,503,979 

Non-urbanized . 331,364 

VERMONT: 

Governor's apportionment for areas 

50,000 to 200,000 population . 586,413 

Burlington . 586,413 

Non-urbanized . 350,321 

VIRGINIA- 

Governor-s apportionment for areas 

50,000 to 200,000 population . 4,203,228 

Bristol. Tenn.-Bristol, Va . 152,308 

Charlottesville . 624,030 

Danville . 439,696 

Kingsport. Tenn.-Va . 29,444 

Lynchburg . 615,322 

Petersburg-Colonial Heights. __ 844,176 

Roanoke . 1,498,252 

Non-urbanized . 1,854,473 

WASHINGTON: 

Governor's apportionment for areas 

50,000 to 200,000 population . 3,542,365 

Bellingham .., 429,809 

Bremerton . 527,785 

Longview, Wash.-Oreg . 420,790 

Olympia . 531.444 

Richland-Kennewick . 866,936 

Yakima .. 765,601 

Non-urbanized . 1,216,820 

WEST VIRGINIA: 

Governor's apportionment for areas 

50,000 to 200,000 population ___ 3,870,711 

Charleston .. 1,409.599 

Cumberland, Md.-W.Va . 20,943 


ST A TE/URBA NIZED A REA A PPORVONMEN T 

WEST VIRGINIA—Conf/nued: 

Huntington-Ashland, W.Va.-Ky.-Ohio $ 912,444 

Parkersburg, W.Va.-Ohio . 600,280 

Steubenville-Weirton. Ohio-W.Va.-Pa. 238,036 

Wheeling, W.Va.-Ohio . 689,409 

Non-urbanized . 1,245,470 

WISCONSIN: 

Governor's apportionment for areas 

50,000 to 200,000 population . 8,801,229 

Appleton ... 1,472,307 

Beloit. Wis.-lll .. ... ’ 383.770 

Duluth-Superior, MInn.-Wis. .. 172,554 

Eau Claire . 573,230 

Green Bay ..... 1,113,255 

Janesville .. 465,039 

Kenosha .. 1,064,126 

La Crosse. Wis.-Minn . 617,347 

Oshkosh . 552,981 

Racine .. 1,354,801 

Sheboygan .. 577,265 

Wausau . 454,554 

Non-urbanized . 1,908,239 

WYOMING: 

Governor's apportionment for areas 
50,000 to 200,000 population ....... 1,105,266 

Casper . 588,877 

Cheyenne ..... -. 516,389 

Non-urbanized .. 283,397 

AMERICAN SAMOA: 

Non-urbanized. . 26,014 

GUAM: 

Non-urbanized .. 85,363 

NORTHERN MARIANA ISLANDS: 

Non-urbanized . 13,516 

VIRGIN ISLANDS: 

Non-urbanized . 77,783 


|FR Doc. M>28322 Filed 10-25-04; 8;4S am) 
BILUNO CODE 4910-57-C 
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DEPARTMENT OF EDUCATtON 
34 CFR Part 760 

Secretary’s Discretionary Program 

agency: Department of Education. 
ACTION: Final regulations. 

SUMMARY: The Secretary issues 
regulations for the implementation of the 
Secretary's Discretionary Program. The 
Secretary's Discretionary Program 
supports research, demonstration, 
dissemination, training, and technical 
assistance projects designed to meet 
special educational needs of 
educationally deprived children or to 
improve elementary and secondary 
education for children consistent with 
the purposes of the Education 
Consolidation and Improvement Act of 
1981. 

DATE: These regulations will take effect 
either 45 days after they are published 
in the Federal Register or later if 
Congress takes certain adjournments. If 
you want to know the effective date of 
these regulations, write or call the 
Department of Education contact 
person. 

FOR FURTHER INFORMATION CONTACT: 

Dr. Thomas E. Enderlein, 400 Maryland 
Avenue, SW., Room 4181, Washington, 
D.C. 20202. Telephone: (202) 472-1762. 

SUPPLEMENTARY INFORMATION: 

Background 

The Education Consolidation and 
Improvement Act of 1981 (ECIA) (20 
U.S.C. 3801 et seq.) was enacted as Title 
V of the Omnibus Budget Reconciliation 
Act of 1981 (Pub. L 97-35). The ECIA 
has two principal purposes: Chapter 1 
provides financial assistance to State 
and local educational agencies (SEA's 
and lea's) to meet the special needs of 
educationally deprived children, and 
Chapter 2 consolidates 28 elementary 
and secondary level education grant 
programs into a single authorization of 
grants to States for the same purposes 
contained in the consolidated programs. 

Section 583(a) of Chapter 2 authorizes 
the Secretary to carry out directly, or 
through grants or contracts, programs 
and projects that: (1) Provide a national 
4 source for gathering and disseminating 
information on the effectiveness of 
programs designed to meet the special 
educational needs of educationally 
deprived children and others served by 
the ECIA, and for assessing the needs of 
such individuals; (2) carry out research 
and demonstrations related to the 
purposes of the ECIA; (3) are designed 
to improve the training of teachers and 
other instructional personnel needed to 
carry out the purposes of the ECIA; or 


(4) are designed to assist SEA’s and 
L^'s in the implementation of 
programs under the ECIA. 

Public Comments 

The Secretary published in the 
Federal Register on February 29,1984 
(49 FR 7546), a Notice of Proposed 
Rulemaking (NPRM) and invited public 
comment on the proposed regulations. A 
8ummai>of all substantive comments 
received on the NPRM and the 
Secretary’s response can be found in the 
Appendix to these final regulations. 

Summary of Changes From the NPRM 

Only one change was made in the 
final regulations after the review of the 
NPRM. Section 760.11(e) has been 
revised to clarify that the Secretary may 
decline to fund a project that is eligible 
for funding under another "specific 
Department of Education grant 
competition." This provision implements 
the Secretary's policy to use limited 
resources available under the 
Discretionary Program for activities that 
cannot be assisted under other grant 
competitions. 

Summary of Major Provisions 

(1) Projects Eligible for Funding 

Section 760.10 implements the 
statutory restrictions on the types of 
projects that may be funded under the 
Secretary’s Discretionary Program. To 
be eligible for funding under this 
program, a project must relate to the 
purposes of the ECIA, and must be 
limited to one or more of the following: 
gathering and disseminating 
information, assessing the effectiveness 
of programs, research, demonstration, 
training of teachers or other 
instructional personnel, or technical 
assistance to SEA's or LEA's. 

Section 583 of the ECIA does not 
authorize the Secretary to provide 
general operating revenue to any 
applicant, including a local school 
district, an institution of higher 
education, or other agencies that need or 
wish additional resources to meet local 
needs. 

(2) Establishing Priorities 

Section 760.11 of the regulations 
permits the Secretary to announce 
funding priorities for the Discretionary 
Program in one or more notices 
published in the Federal Register each 
year. The regulations incorporate the 
statutorily broad discretion of the 
Secretary in order to permit the 
Secretary to exercise leadership in 
education by focusing national attention 
on unmet national needs within the 
educational areas addressed by the 
ECIA. 


Under the final regulations, the 
Secretary would select funding priorities 
by taking into consideration any unmet 
national needs within the scope of the 
ECIA. For example, in fiscal year 1983. 
the Secretary established as funding 
priorities for this program; (1) Expanding 
parental choice in education, (2) 
improving teacher quality through 
incentives. (3) strengthening local school 
boards, and (4) improving education 
through the application of technology. 
For fiscal year 1984, the Secretary has 
made planning teacher incentive 
structures a funding priority for this 
program. See "Notice of Final Annual 
Funding Priorities, Required Activities, 
and Geographical Distribution for Fiscal 
Year 1984" published in 48 FR 56257 
(December 20,1983). 

In addition to or instead of 
establishing funding priorities, the 
Secretary could invite applicants to 
propose projects in any area of 
education within the purposes of the 
ECIA. For example, in fiscal year 1983, 
the Secretary funded unsolicited 
applications on topics that included 
follow-up activities to the National 
Commission on Excellence in Education, 
literacy in the school-age population, 
school violence, and training school 
board members in the area of special 
education. 

The ECIA generally addresses 
meeting the special educational needs of 
educationally deprived children and 
improving elementary and secondary 
education for children. However, also 
included within the scope of the ECIA 
are the purposes of the programs 
consolidated in section 561 of the ECIA. 
Accordingly, subject to other 
requirements of the ECIA and the final 
regulations, the Secretary could fund 
any project that would involve the same 
activities as formerly authorized by one 
of the programs consolidated into the 
ECIA, some of which included specific 
activities beyond the elementary and 
secondary level. 

For example, the Secretary could fund 
a demonstration project on consumer 
education that benefitted the public as a 
whole because consumer education was 
authorized to be provided to the public 
under Title III, Part E of the Elementary 
and Secondary Education Act (ESEA). 
one of the authorities consolidated into 
the ECIA. 

The only exception is that although 
Title II of the ESEA authorized activities 
beyond the elementary and secondary 
education level, Chapter 2 of the ECIA 
limits basic skills to activities relating to 
elementary and secondary school 
instruction. 
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( 3 ) Selection Criteria 

Section 760.31 of the regulations 
establishes selection criteria for this 
program and Indicates the maximum 
number of points that an application 
could score for each criterion. 
Additionally, under 760,30. the Secretary 
will distribute a reserved 15 points 
among the criteria for each grant 
competition. The Secretary will 
announce, in a notice published in the 
Federal Register, how the reserved 
points would be distributed for each 
competition. 

(4) Geographical Distribution 

Under § 760.32 of the regulations, the 
Secretary could fund applications other 
than the most highly rated applications 
if doing so would improve the 
geographical distribution of projects 
receiving funding in a particular 
competition. 

(5) Private School Children 
Participation 

Section 760.20 requires an LEA to 
provide an assurance that it will comply 
with the provisions of section 588 of the 
ECIA, governing the equitable 
participation of private school children, 
if the LEA submits an application for 
fimding to provide services, materials, or 
equipment for the benefit of public 
school students. Specific requirements 
are established in EDGAR, 34 CFR 
75.650. Applicants other than LEA*s as 
described above are not subject to the 
equitable participation requirements in 
section 586 of the ECIA or in EDGAR. 

(6) Scope of the Final Regulations 

Under $ 760.3, the regulations will 
apply to grants awarded under the 
Secretary’s Discretionary Program, 
except for grants awarded under any 
grant program, such as the National 
Diffusion Network, for which the 
Secretary issues separate regulations. 

The regulations do not apply to 
contracts awarded under the Secretary’s 
Discretionary Program. 

Executive Order 12291 

These regulations have been reviewed 
in accordance with Executive Order 
12291. 

They are classified as non-major 
bemuse they do not meet the criteria for 
major regulations established in the 
Order. 

Paperwork Reduction Act of 1980 

Information collection requirements 
contained in these regulations (Sections 
760.20; 760.30-760.32) have been 
approved by the Office of Management 
and Budget under the provisions of the 
Paperwork Reduction Act of 1980 (Pub. 


L. 96-511) and have been assigned 0MB 
Control No. 1880-0505. This control 
number appears as a citation at the end 
of each applicable section. 

Assessment of Educational Impact 

In the notice of proposed rulemaking, 
the Secretary requested comments on 
whether the proposed regulations would 
require transmission of information that 
is being gathered by or is available from 
any other agency or authority of the 
United States. 

Based on the comments on the 
proposed rules and the Department’s 
own review, it has been determined that 
the regulations in this document do not 
require information that is being 
gathered by or is available from any 
other agency or authority of the United 
States. 

List of Subjects in 34 CFR Part 760 

Education. Education of 
disadvantaged, Elementary and 
secondary education. Grant programs— 
education. Reporting and recordkeeping 
requirements. 

Citation of Legal Authority 

A citation of statutory or other legal 
authority is placed in parentheses on the 
line following each substantive 
provision of these final regulations. 

Dated: October 22,1984. 

(Catalog of Federal Domestic Assistance 
Number 84.122. Secretary's Discretionary 
Program) 

T.H. Bell, 

Secretary of Education. 

The Secretary amends Title 34 of the 
Code of Federal Regulations by adding a 
new Part 760 to read as follows: 

PART 760—SECRETARY’S 
DISCRETIONARY PROGRAM 

Subpart A—General 

Sec. 

760.1 What is the Secretary’s Discretionary 
Program? 

760.2 Who is eligible for a grant under the 
Secretary’s Discretionary Program? 

760.3 What regulations apply to the 
Secretary’s Discretionary Program? 

760.4 What definitions apply to this program? 

Subpart B—What Types of Projects Does 
the Secretary Assist Under This Program? 

760.10 What types of projects does the 
Secretary assist under this program? 

760.11 Does the Secretary establish priorities 
for this program? 

Subpart C—How Does One Apply for a 
Grant? 

760.20 What assurance must an applicant 
make? 


Subpart D—How Does the Secretary Make 
a Grant? 

Sec. 

760.30 How does the Secretary evaluate an 
application? 

760.31 What selection criteria does the 
Secretary use? 

760.32 How does the Secretary select an 
application for funding? 

Subpart E—What Conditions Must Be Met 
by the Grantee? 

760.40 May the Secretary restrict the use of 
funds under this program? 

760.41 May program funds be used for 
construction purposes? 

Authority: Sec. 583 of the Education 
Consolidation and Improvement Act of 1981 
(20 U.S.C. 3851), unless otherwise noted. 

Subpart A—General 

§ 760.1 What is the Secretary’s 
Discretionary Program? 

The Secretary’s Discretionary 
Program supports projects designed to 
meet the special educational needs of 
educationally deprived children or to 
improve elementary and secondary 
education for children consistent with 
the purposes of the Education 
Consolidation and Improvement Act of 
1981. 

(20 U.S.C. 3851) 

$ 760.2 Who Is eligible for a grant under 
the Secretary's Discretionary Program? 

State educational agencies (SEA’s), 
local educational agencies (Li^’s). 
institutions of higher education, and 
other public and private agencies, 
organizations, and institutions are 
eligible for a grant under the Secretary’s 
Discretionary Program. 

(20 U.S.C. 3851) 

§ 780.3 What regulations apply to the 
Secretary’s Discretionary Program? 

(a) The following regulations apply to 
grants made under the Secretary’s 
Discretionary Program: 

(1) The Education Department 
General Administrative Regulations 
(EDGAR) established in Title 34 of the 
Code of Federal Regulations in Part 74 
(Administration of Grants). Part 75 
(Direct Grant Programs), Part 77 
(Definitions), and Part 78 (Education 
Appeal Board). 

(2) The regulations in this Part 760. 

(b) The regulations in this Part 760 do 
not apply to— 

(1) Contracts awarded under the 
Secretary’s Discretionary Program; and 

(2) Grants and contracts awarded 
under any grant program, such as the 
National Diffusion Network, for which 
the Secretai^ issues separate 
regulations. 
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Note.—Grants awarded under the National 
Diffusion Network are subject to the 
regulations in 34 CFR Part 798. 

(20 U.S.C. 3851; 3474) 

S 760.4 What definitions apply to this 
program? 

(a) Definition-^ m EDGAR. The 
following term- used in these 
regulations are defined in 34 CFR Part 
77: 

Applicant 

Application 

Award 

Budget 

Department 

EDGAR 

Local educafii agency 
Minor remoor t* 

Nonprofit 

Private 

Project 

Public 

Secretary 

State education agency 

(b) Definitions that apply to this Part. 
The following definitions apply to this 
Part: 

“Children’* means persons— 

(1) Up to age 21 who are entitled to a 
free public education not above grade 
12; or 

(2) Who are of preschool age. 
“Construction” means the preparation 

of drawings and specifications for 
school facilities; erecting, building, 
acquiring, altering, remodeling, 
improving, or extending school facilities; 
and the inspection and supervision of 
the construction of school facilities. 

(20 U.S.C. 3875) 

“ECIA” means Education 
Consolidation and Improvement Act of 
1981. 

“Educationally deprived children” 
means children whose educational 
attainment is below the level that is 
appropriate for children of their age. 

(20 U.S.C. 3851; 3474) 

Subpart B—What Types of Projects 
Does the Secretary Assist Under This 
Program? 

§ 760.10 What types of projects does the 
Secretary assist under this program? 

(a) The Secretary may fund projects 
that— 

(1) Provide a national source for 
gathering and disseminating information 
on the effectiveness of programs 
designed to meet the special educational 
needs of educationally deprived 
children and others served by the ECIA, 
and for assessing the needs of such 
individuals; 

(2) Carry out research and 
demonstrations related to the purposes 
of the ECIA; 


(3) Are designed to improve the 
training of teachers and other 
instrucHonal personnel needed to carry 
out the purposes of the ECIA: or 

(4) Provide technical assistance to 
SEA's and LEA’s in the implementation 
of programs under the ECIA. 

(d) l1ie Secretary may not provide 
general operating revenue to meet local 
needs to any applicant under this 
program. 

(20 U.S.C 3851) 

§760.11 Does the Secretary establish 
priorities for this program? 

(a) Each year, through one or more 
notices published in the Federal 
Register, the Secretary announces the 
priorities for this program, if any, and 
the manner in which those priorities will 
be implemented. 

(b) The Secretary selects priorities by 
taking into consideration unmet national 
needs within the scope of the ECIA. 

(c) The Secretary may also fund any 
project that does not meet an 
established priority if the project— 

(1) Is limited to activities— 

(1) That are at the elementary or 
secondary education level; or 

(ii) That were specifically authorized 
by one of the programs consolidated in 
the ECIA as listed in section 561 of the 
ECIA except as limited by the ECIA; and 

(2) Satisfies all other requirements for 
funding under this program. 

(d) If the Secretary selects priorities, 
the Secretary may establish a separate 
competition for each priority selected. If 
a separate competition is established for 
a priority, the Secretary may reserve all 
applications that relate to that priority 
for review under the separate 
competition. 

(ej The Secretary may decline to fund 
a project that is eligible for funding 
under a specific Department of 
Education grant competition. 

Note. —^EDGAR establishes the method for 
applying priorities. See 34 CFR 75.105 
(Annual priorities). 

(20 U.S.C. 3851; 3474) 

Subpart C—How Does One Apply for a 
Grant? 

§ 760.20 What assurance must an 
applicant make? 

An applicant must make an assurance 
in its application that it will comply with 
the provisions of section 586 of the 
ECIA, governing equitable participation 
of private school children in the 
purposes and benefits of Chapter 2, if 
the applicant— 

(a) Is an LEA; and 

(b) Proposes to use grant funds to 
provide—for the benefit of public school 
students—services, materials, or 


equipment (including training for 
teachers or other personnel serving the 
school children). 

Note.— EDGAR establishes requirements 
for private school children participation. See 
34 CFR 75.850. 

(20 U.S.C. 3882) 

(Approved by the Office of Management and 
Budget under control number 1880-0505) 

Subpart D—How Does The Secretary 
Make a Grant? 

§ 760.30 How does the Secretary evaluate 
an application? 

(a) The Secretary evaluates an 
application submitted under this 
program on the basis of the criteria in 
§ 760.31 of this part. 

(b) The Secretary may award up to 
1(X) points, including a reserved 15 
points to be distributed in accordance 
with paragraph (d) of this section, based 
on the criteria in § 760.31. 

(c) Subject to paragraph (d) of this 
section, the maximum possible points 
for each criterion is invested in 
parentheses after the heading for each 
criterion. 

(d) For each competition, as 
announced through a notice published in 
the Federal Register, The Secretary may 
distribute the reserved 15 points among 
the criteria listed in § 760.31. 

(20 U.S.C 3861; 3774) 

(Approved by the Office of Management and 
Budget under control number 1880-0505) 

§ 760.31 WKat selectioii criteria does the 
Secretary use? 

The Secretary uses the following 
criteria in evaluating each application; 

(a) Plan of operation. (20 points) 

(1) The Secretary reviews each 
application for information that shows 
the quality of the plan of operation for 
the project. 

(2) The Secretary looks for 
information that shows— 

(i) High quality in the design of the 

project; / 

(ii) An effective plan of management 
that insures proper and efficient 
administration of the project; 

(iii) A clear description of how the 
objectives of the project relate to the 
purposes of the program; 

(iv) The way the applicant plans to 
use its resources and personnel to 
achieve each objective; 

(v) A clear description of how the 
applicant will provide equal access and 
treatment for eligible project 
participants who are members of groups 
that have been traditionally 
linderrepresented, such as— 

(A) Members of racial or ethnic 
minority groups; 
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(B) Women: 

(C) Handicapped persons; and 

(D) The elderly; and 

(vi) For applicants required to provide 
an opportunity for participation of 
students enrolled in private schools—a 
clear description of how the applicant 
will provide that opportunity. 

(b) Quality of key personneL (15 
Points) 

(1) The Secretary reviews each 
application for information that shows 
the quality of the key personnel the 
applicant plans to use on the project. 

(2) The Secretary looks for 
information that shows— 

(i) The qualifications of the project 
director (if one is to be used): 

(ii) The qualifications of each of the 
other key personnel to be used in the 
project; 

(iii) The time that each person 
referred to in paragraphs (b)(2) (i) and 

(ii) of this section plans to commit to the 
project; 

(iv) The extent to which the applicant, 
as a part of its nondiscriminatory 
employment practices, encourages 
applications f^or employment ht)m 
persons who are members of groups that 
have been traditionally 
underrepresented, such as— 

(A) Members of racial or ethnic 
minority groups: 

(B) Women; 

(C) Handicapped persons; and 

(D) The elderly. 

(3) To determine the qualifications of 
a person, the Secretary considers 
evidence of past experience and 
training, in fields related to the 
objectives of the project, as well as 
other information that the applicant 
provides. 

(c) Budget and cost effectiveness. (5 
Points) 

(1) The Secretary reviews each 
application for information that shows 
that the project has an adequate budget 
and is cost effective. 

(2) The Secretary looks for 
information that shows— 

(i) The budget for the project is 
adequate to support the project 
activities; and 

(ii) Costs are reasonable in relation to 
the objectives of the project. 

(d) Evaluation plan. (5 Points) 

(1) The Secretary reviews each 
application for information that shows 
the quality of the evaluation plan for the 
project. Cross-reference—See EDGAR 
34 CFR 75.590 (Evaluation by the 
grantee). 

(2) The Secretary looks for 
Information that shows methods of 
evaluation that are appropriate for the 
project and, to the extent possible, are 


objective and produce data that are 
quantifiable. 

(e) Adequacy of resources. (5 Points) 

(1) The Secretary reviews each 
application for information that shows 
that the applicant plans to devote 
adequate resources to the project. 

(2) The Secretary looks for 
information that shows— 

(i) The facilities that the applicant 
plans to use are adequate; and 

(ii) The equipment and supplies that 
the applicant plans to use are adequate. 

(f) Improving elementary and 
secondary education. (10 Points) 

(1) The Secretary reviews each 
application for information that shows 
the extent to which the project 
contributes to the improvement of 
elementary and secondary education. 

(2) The Secretary looks for 
information such as— 

(i) The objectives of the project; and 

(ii) The manner in which the 
objectives of the project further the 
purpose of improving elementary and 
secondary education. 

(g) National significance. (15 Points) 

(1) The Secretary reviews each 
application for information that shows 
the national significance of the project. 

(2) The Secretary looks for 
information that shows the extent to 
which the project makes a contribution 
of national significance, as measured by 
factors such as— 

(i) The extent to which the project 
addesses educational problems of 
national significance; 

(ii) The extent to which the project 
meets specihe national needs as shown 
by— 

(A) The needs addressed by the 
project; 

(B) The manner in which the applicant 
identified those needs; 

(C) The manner in which those needs 
are met by the project; and 

(D) The benefits to be gained by 
meeting those needs; 

(iii) The extent to which the project 
involves techniques that are innovative; 

(iv) The extent to which the project 
builds upon and adds to current 
educational information and research; 
and 

(v) Ihe extent to which the project 
provides a model or other information 
that could be used by others to solve 
educational problems. 

(h) Applicants commitment and 
capacity. (10 Points) 

The Secretary looks for information 
that shows the extent of the applicant*s 
commitment to the project, its capacity 
to continue the project, and the 
likelihood that it will build upon the 
project when Federal assistance ends. 

(20 U.S.C, 3851; 3474) 


(Approved by the Office of Management and 
Budget under control number 1880-0505) 

§ 760.32 How does the Secretary select an 
application for funding? 

(a) After evaluating the applications 
according to the criteria contained in 

§ 760.31. the Secretary may determine 
whether or not the most highly rated 
applications are broadly and equitably 
distributed throughout the Nation for 
each competition. 

(b) The Secretary may select other 
applications for funding if doing so 
would improve the geographical 
distribution of projects funded under a 
particular competition. 

(20 U.S.C. 3851; 3474) 

(Approved by the Office of Management and 
Budget under control number 1880-0505) 

Subpart E—What Conditions Must Be 
Met by the Grantee? 

§ 760.40 May the Secretary restrict the 
use of funds under this program? 

The Secretary may restrict the amount 
of funds made available through a grant 
under this program that may be used to 
purchase equipment. 

(20 U.S.C. 3851) 

§ 760.41 May program funds be used for 
construction purposes? 

(a) No recipient may use grant funds 
'for repairs, minor remodeling, or 
construction of private school facilities. 

(b) To the extent necessary for an 
LEA to carry out its responsibility under 
section 596 of the ECIA to provide an 
opportunity for the equitable 
participation of private school children, 
an LEA may use grant funds for the 
construction of public facilities. 

(c) Subject to the restrictions in 
paragraph (a) of this section, a recipient 
may use grant funds for repairs or minor 
remodeling only to the extent necessary 
to carry out an approved project under 
the regulations in this part. 

(20 U.S.C. 3851; 3474) 

Note.—This Appendix will not appear in 
the Code of Federal Regulations. 

Appendix—Comments and Responses 
from NPRM 

The following is a summary of the 
public comments received on the 
proposed regulations published on 
February 29.1984 (49 FR 7546), and the 
Secretary’s responses to those 
comments. Generally, the comments are 
presented according to the numbered 
order of the regulations. 

During the 45 days allowed for 
comment, two letters and one informal 
response were received. The 
comraenters generally requested 
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clarification of specific provisions of the 
regulations. However, one commenter, 
the Chicago Board of Education 
(Chicago)—in addition to making many 
of the specific comments summarized 
below—characterized the proposed 
rules as **a blatant misuse, if not abuse, 
of the administrative rulemaking powers 
delegated to the Department/* 

Chicago contended in its letter that 
one of the main “piuposes of the 
proposed rules, if not the sole purpose, 
appears to be preventing the Chicago 
Board of Education from securing 
funding from the Discretionary Fund for 
implementation of its desegregation plan 
pursuant to the obligations of the Board 
and the United States under the Consent 
Decree of September 24,1980.** Chicago 
further stated “The Department is 
attempting to accomplish through its 
rulemaking process what it cannot 
accomplish before a neutral judicial 
forum. . . . This is certainly a morally 
questionable and quite possibly a 
constitutionally questionable use of the 
power of the United States against a 
local Board of Education.** Finally, after 
making many other comments (which 
are summarized below) on specific 
sections of the regulations. Chicago 
recommended “that this entire set of 
flawed regulations be redrafted 
pursuant to these comments and issued 
again in proposed form.** 

The rules of general applicability 
established by these final regulations— 
including the rules for selecting 
priorities and the selection criteria—are 
needed to govern competitive awards of 
grants with Discretionary Program 
funds. These regulations have been 
promulgated in accordance with the 
rulemaking requirements of section 431 
of the General Education Provisions Act. 
20 U.S.C. 1232, and of the Administrative 
Procedure Act. 5 U.S.C. 553, and are 
consistent with established statutory 
interpretations and practices under the 
Discretionary Program. See. for 
example. “The Secretary’s Discretionary 
Program—Planning Grants to Develop 
Teacher Incentive Structures.** 48 FR 
56257 (December 20.1983). 

These regulations are not motivated 
by any attempt to deprive Chicago or 
any other potential applicant of its right 
to compete for funds under the statute. 
On the contrary, the Secretary is issuing 
these final regulations in accordance 
with the statute and its legislative 
history, as consistently interpreted by 
the Department since the beginning of 
this program. 

General 

CommenL One commenter questioned 
the Secretary's authority to issue 
regulations under the Secretary’s 


Discretionary Program. The commenter 
cited section 591 of the ECIA, which 
authorizes the Secretary to issue 
regulations “relating to the discharge of 
duties specifically assigned to the 
Secretary under [the ECLAJ.*’ and which 
prohibits the Secretary from issuing 
regulations “in all other matters relating 
to the details of planning, developing, 
implementing, and evaluating programs 
and projects by State and local 
educational agencies * * *.** 

Response. No change has been made. 
In establishing the Secretary's 
Discretionary Program, section 583 of 
the ECIA specifically assigns to the 
Secretary the duty of carrying out the 
authorized activities directly or through 
grants or contracts. Beyond indicating in 
broad terms the types of activities that 
are eligible for funding, the statute does 
not prescribe the priorities, evaluation 
criteria, or procedures to be used by the 
Secretary in making these funding 
decisions. These are matters for the 
Secretary to determine under section 
583. as opposed to details of State and 
local administration of programs. These 
regulations clearly are authorized by 
section 591. 

Subpart A—General 

Section 760.3 (q)( 1) What regulations 
apply to the ^cretary*s Discretionary 
Program? 

CommenL One commenter questioned 
why the Secretary’s Discretionary 
Program is not subject to 34 CFR Part 79, 
the implementing regulations for 
Executive Order 12372 
(Intergovernmental Review of Federal 
Programs). The commenter contended 
that, in some cases, projects assisted 
under the Secretary's Discretionary 
Program may be of special interest to 
States. 

Response. No change has been made. 
The Secretary’s Discretionary Program 
is excluded from coverage under 34 CFR 
Part 79 because its purpose is not to 
support services to particular State or 
local jurisdictions, nor is it directly 
relevant to the governmental 
responsibilities of a State or local 
government. Nevertheless, as a courtesy 
in a case such as that described by the 
commenter. the Secretary may choose to 
notify the State single points of contact 
of competitions that may be of special 
interest to States. 

Comment. One commenter noted that 
the regulations in 34 CFR Part 760 do not 
apply to contracts awarded under the 
Secretary’s Discretionary Program and 
asked what regulations do apply. 

Response. No change has been made. 
Contracts awarded after April 1.1984 
are subject to the government-wide 


Federal Acquisition Regulations, 48 CFR 
Chapter 1. Additionally, the Departmeni 
will issue its own implementing 
regulations in the near future. 

Subpart B—What Types of Pro|ects 
Does the Secretary Assbt under This 
Program? 

Section 7G0.10 What types of projects 
does the Secretary assist under this 
program? 

CommenL One commenter 
recommended that the language in 
proposed §S 760.10(a) and 760.11(c) be 
changed to include “programs’* as well 
as “projects" as being eligible for 
funding. 

Response. No change has been made. 
Only the term “project” is used in the 
above-cited provisions of the final 
regulations to ensure consistency of 
terminology throughout the 
Department’s regulations. In 34 CFR 
77.1, “project" is defined as “the activity 
described in an application." In essence, 
a “project" consists of the specific 
activities that the Department assists. 
Nevertheless, those activities—if 
otherwise eligible—may be part of one 
or more larger programs conducted by a 
grantee.. 

CommenL One commenter questioned 
the use of the term “technical 
assistance" in § 760.10(a)(4). in 
describing the types of projects that may 
be funded under the Secretary’s 
Discretionary Program. The commenter 
pointed out that section 583 of the ECIA 
authorizes the Secretary to carry out 
programs and projects which "are 
designed to assist State and local 
educational agencies in the 
implementation of programs under [the 
ECIA)." 

Response. No change has been made. 
The term “technical assistance" reflects 
an interpretation of the activities 
Congress intended to authoriaze in 
section 583(a)(4) of the ECIA. The 
specific language of section 583(a)(4) 
supports this interpretation in that it 
authorizes projects which • assist 
State and local educational agencies in 
the implementation of programs under 
(the ECIA]." Under section 583(a)(4), 
projects are eligible only if they assist 
programs funded under the ECIA. 'The 
only logical reading of this authority is 
as a technical assistance provision to 
help improve State and local programs 
receiving funds under other parts of the 
ECIA. The legislative history of the 
ECIA also supports the Department’s 
conclusion that Congress, in section 
583(a)(4), intended to assist activities in 
the nature of technical assistance to 
State and local educational agencies. 
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not direct funding of State and local 
programs. The Senate committee report 
on the language in the Senate Bill, which 
was enacted as the ECIA, provided: “Up 
to five percent of the funds under 
subpart 2 may be used at the discretion 
of the Secretary for national 
dissemination activities, research and 
demonstration programs, and technical 
assistance programs/* S. Rep. 97-139, 

97th Cong., 1st Sess. 897 (1981), 

Comment One commenter objected to 
the provision prohibiting the Secretary 
from providing operating revenue to 
meet local needs to any applicant under 
this program. The commenter argued 
that (1) rarely, if ever, does an applicant 
for a Federal grant propose a project for 
support which does not address a local 
need, (2) the purpose of the ECIA is to 
meet the special needs of certain 
categories of children, and (3) the grant 
assistance either adds to, or provides all 
of, the operating revenue to Implement a 
grant project 

Response, No change has been made. 
The Secretary has consistently 
interpreted section 583 of the ECIA as 
not authorizing the Department to make 
a grant to an LEA or other applicant for 
general operating support. Tliis is 
expressly authorized only by sections 
561-582 of Chapter 2 of the ECIA (20 
U.S.C. 3811-3842), governing funds 
allocated by formula to LEA*s or 
reserved for State use. It would have 
been illogical for Congress to have 
established an authority for very limited 
direct funding by the Secretary at the 
national level—with a maximum of 6 
percent of Chapter 2 funds—if that 
authority were to be used for direct 
funding to meet the general operating 
needs of a particular school district, 
thereby duplicating the authorized uses 
for the 94 percent of Chapter 2 funds 
allocated to the States. In fact. Congress 
did not intend to do so. The nature of 
the activities specifically authoHzed by 
section 583, including the mandated 
programs in section 583(b); the level of 
funds authorized; the overall structure of 
Chapter 2 of the ECIA; the consistent 
practice under section 583 and its 
antecedent authority, section 303(a) of 
the Elementary and ^condary 
Education Act of 1985 (20 U.S.C. 2943); 
and the legislative history of section 503 
all lead to this conclusion. 

Section 760.10(b) is consistent with 
previous notices for competitions under 
the Secretary's Discretionary Program 
which the Department has issued. See 
Application Notice for the Secretary’s 
Discretionary Program Planning Grants 
to Develop Teacher Incentive Structures 
(46 FR 56257, December 20,1983 at 
56258, “Funding for projects under these 


grants will be limited to the cost of 
developing a workable plan.*'); 
Application Notice for the Secretary’s 
Discretionary Program Grants— 
Improving Education through the 
Application of Technology (48 FR 30080, 
June 29,1983 at 30081, “Funding under 
these awards will cover the cost of 
planning, administering, evaluating, and 
disseminating information about the 
project.**); Application Notice for the 
Secretary’s Discretionary Program 
Grants (48 FR 13220. March 30.1983 at 
13221, “Funding for demonstration 
projects under these awards will be 
limited to the cost of administering and 
evaluating the project,** and at 13222, 
“Funding for projects under these 
awards will be limited to the cost of 
collecting and analyzing information to 
describe and assess the effects of the 
demonstration,** and “Funding of 
projects under this award will not 
include stipends or travel costs for 
trainees.’*) 

Moreover, the Catalog of Federal 
Domestic Assistance (CFDA) lists the 
Secretary's Discretionary Program, 
beginning with the 1983 update, and 
indicates in the description of “uses emd 
use restrictions** that “(njo awards can 
be made to provide general operating 
support to a local educational agency 
(L^) or other eligible applicants.** See 
CFDA No. 84.122. The CFDA—which is 
published by the Executive Office of the 
President, Office of Management and 
Budget—is a basic source of information 
on Federal programs and has as its 
primary purpose assisting potential 
applicants to identify Federal programs 
for which they may apply, and providing 
general information on these programs. 
See similar provisions, making operating 
costs ineligible for support under other 
research and demonstration programs in 
34 CFR 709.12, 710.6, 716.11, 718.6. and 
720.0. 

Section 760.11(b) Does the Secretary 
establish priorities for this program? 

Comment. One commenter objected to 
the provision which provides for the 
Secretary to select priorities by taking 
into consideration unmet national needs 
and asserted that the Secretary may not 
disable himself from the discretion to 
fund any project authorized by the 
statute. The commenter noted that the 
ECIA makes the Secretary’s 
Discretionary Program funds available 
to support projects which relate to the 
purposes of the ECIA. 

Response. No change has been made. 
The Secretary has the authority to issue 
regulations “relating to the discharge of 
the Secretary’s duties specifically 
assigned under [the ECIA].** 20 U.S.C. 
3871(a). One of those duties is to 


determine how monies appropriated by 
Congress for the Discretionary Program 
are spent. In carrying out this duty, 
consistently with the purposes of the 
Discretionary Program, the Secretary 
sets priorities for distribution of monies 
“taking into consideration unmet 
national needs within the scope of the 
ECIA.** Selecting priorities does not 
preclude the Secretary from funding a 
project that does not meet an 
established priority provided that the 
project is within the scope of the ECIA 
and satisfies the requirements for 
funding described in the statute; namely, 
a project which relates to the purposes 
of the ECIA and the Discretionary 
Program’s national perspective, and 
which involves dissemination of 
information, research, demonstration, 
training of instructional personnel, or 
technical assistance to State and local 
educational agencies. 

Comment. One commenter questioned 
whether proposed § 760.11(c)(l)(ii) limits 
funding under the Secretary’s 
Discretionary Program to those 
activities which are allowable under 
programs consolidated into the ECIA, 
and argued that the purposes and 
authorized activities contained in the 
ECIA itself are the controlling authority 
for permissible activities under the 
Secretary’s Discretionary Program. 

Response, No change has been made. 
Each of the activities specifically 
authorized by section 583(a)—namely, 
dissemination of information, research, 
demonstration, the training of 
instnictionai personnel, or technical 
assistance for State or local educational 
agencies—is tied by the language of 
section 583 to the purposes of the 
subtitle, children served by the subtitle, 
or programs under the subtitle. The 
subtitle is Subtitle D of the Omnibus 
Education Reconciliation Act of 1981 
and includes Chapters 1 and 2 of the 
ECIA. As interpreted by the Secretary, 
the puiposes and activities of the 
subtitle include—in addition to Chapter 
1 programs—all of the purposes and 
activities that previously could have 
been funded under the antecedent 
programs dbnsolidated by Chapter 2. 
except to the extent inconsistent with 
specific language in Chapter 2. 

The only such inconsistency is that 
although the former basic skills program 
under Title II of the Elementary and 
Secondary Education Act authorized 
activities beyond the elementary and 
secondary level. Chapter 2 of the ECIA 
specifically limits basic skills activities 
to those relating to elementary and 
secondary school instruction. Of course, 
as indicated above, projects may be 
funded under the Secretaiy’s 
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Discretionary Program only if they meet 
the specific authorizations in section 
583. 

Comment One commenter questioned 
whether § 760.11(e) should enable the 
Secretary to decline to fund a project 
that is eligible for funding under another 
Department of Education program. The 
commenter noted that every activity 
eligible for support under the Secretary's 
Discretionary Program, by definition, 
can be funded under the Chapter 1 or 
Chapter 2 (block grant programs) of the 
ECIA. 

Response, A change has been made. 
Section 760.11(c) has been revised to 
permit the Secretary to decline to fund a 
project that is eligible for funding under 
another "specific Department of 
Education grant comp)etition." This 
change should eliminate the problem 
raised by the commenter while still 
carrying out the Secretary’s policy of 
using limited resources available under 
the Discretionary Program for 
worthwhile activities that cannot be 
assisted under other grant competitions. 

Subpart D—How Does the Secretary 
Make a Grant? 

Section 760,31 What selection criteria 
does the Secretary use? 

Comment One commenter 
recommended that the Secretary delete 
the selection criterion related to the 
national significance of a project in 
proposed § 760.31(g). The commenter 
contended that any project which 
relates to the purposes of the ECIA may 
be funded. The commenter suggested 
that in an instance where national 
significance is an appropriate criterion, 
the Secretary could assign part of the 
reserved 15 points to that criterion. 

Response, No change has been made. 
As noted above In response to a 
comment on i 760.11(b), S 760.11(c) 
permits the Secretary to fund any 
project that is within the scope of the 


ECIA and that involves dissemination of 
information, research, demonstration, 
training of instructional personnel, or 
technical assistance to State or local 
educational agencies related to 
programs implemented under the ECIA. 

Chapter 2 of the ECIA essentially 
converted the categorical antecedent 
programs into State and local programs 
and reserved a small amount of 
appropriated funds for the Secretary to 
use under the Discretionary Program in 
identifying significant programs from a 
national perspective. Use of the criterion 
of "national significance" in making 
awards is designed to identify those 
projects which best carry out the 
purposes of the Discretionary Program. 
This criterion has been consistently 
used in selecting applications for 
funding under this program. The Catalog 
of Federal Domestic Assistance (CFDA) 
describes the objectives of the 
Secretary’s Discretionary Program "to 
assist in research, dissemination, 
demonstration, improvement of training, 
and technical assistance activities, 
which address some national education 
priority as authorized by Section 583 of 
the [ECIAJ." See CFDA No. 84.122. 

Comment One commenter questioned 
the usefulness of the capacity to 
continue a project as a criterion for 
evaluating an application for funds in 
view of the fact that there may be no 
need to continue some types of projects, 
for example, a teacher training project. 

Response, No change has been made. 
Section 760.32(h) provides for the 
Secretary, in selecting applications for 
funding, to consider the extent of the 
applicant’s commitment to, and capacity 
to continue, a project, as well as the 
likelihood that the applicant will build 
upon the project when Federal 
assistance ends. While the training 
phase of a project, for example, may 
end. the continued use of the training by 
those individuals that received it is a 


measure of the impact and usefulness of 
the project. 

Section 760,32 How does the Secretary 
select an application for funding? 

Comment One commenter questioned 
the authority of the Secretary to 
consider geographic distribution of the 
most highly rated applications as a final 
factor in selecting applications for 
funding, because the ECIA does not 
mention geographic location. 

Response, No change has been made. 
Section 760.32 of the final regulations 
enables the Secretary to select for 
funding those projects that are best 
located to serve as resources for solving 
educational problems nationwide. 
Because the ECIA does not contain any 
selection criteria for the Secretary to 
consider in making awards, it is 
necessary for the Secretary to issue 
regulations establishing selection 
criteria to be used in making competitive 
awards under the statute. TTie Sectary 
has the authority and discretion to 
"issue regulations ♦ ♦ • relating to the 
discharge of duties specifically assigned 
to the Secretary under [the ECIA].’* 20 
U.S.C. 3871(a). 

With respect to demonstration 
projects, for example, the potential 
impact of a project may be greatest in 
the area in closest proximity to the 
location of the project Therefore, in 
order to ensure nationwide impact of a 
competition limited to, for example, 
demonstration projects related to a 
particular educational priority, the 
Secretary believes it is appropriate to 
base the final selection of applications 
for funding, in part on the geographic 
location of the applicant in order to 
ensure a broad and equitable 
distribution of projects throughout the 
Nation. 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 136 

IFRL-2636-61 

Guidelines Establishing Test 
Procedures for the Analysis of 
Pollutants Under the Clean Water Act 

agency: Environmental Protection 
Agency (EPA). 

action: Final Rule and Interim Final 
Rule with Request for Comments. 

summary: EPA is amending its 
Guidelines Establishing Test Procedures 
for the Analysis of Pollutants, as 
proposed on December 3,1979. EPA is 
also reprinting existing test procedures 
for the convenience of readers. 

However, only those test procedures 
which are new or revised are being 
promulgated for purposes of judicial 
review. The purpose of this amendment 
is to establish: 

• New test procedures (including 
quality control requirements) for the 
analysis of priority toxic organic 
pollutants: 

• A new test procedure for the 
measure of carbonaceous biochemical 
oxygen demand (CBOD); 

• A new test procedure based upon 
inductively coupled plasma optical 
emission spectroscopy for the analysis 
of most of the regulated trace metal 
pollutants; and. 

• Mandatory container materials, 
preservations, and holding times for 
samples of the parameters covered by 
this regulation. 

The quality control requirements 
establish control limits for acceptable 
analytical performance. However, the 
specific control limits in the test 
procedures for the priority toxic organic 
pollutants are being promulgated as an 
interim rule with a request for 
comments. Comments should be limited 
to the calculation of the numerical 
warning limits for the revised quality 
control sections. 

In accordance with the Clean Water 
Act (CWA), these procedures will be 
required for filing applications for 
National Pollution Discharge 
Elimination System (NPDES) permits 
and for State certifications. These test 
procedures will also be used for 
compliance monitoring and to express 
pollutant quantities, characteristics, or 
properties in effluent limitations 
guidelines and standards and in 
pretreatment standards set forth at 40 
CFR Parts 402 through 699 (unless 
otherwise specifically noted or defined 
in those parts). 


dates: In accordance with 40 CFR 
100.01 (45 FR 26048), this regulation shall 
be considered issued for purposes of 
judicial review at 1:00 p.m. eastern time, 
November 9.1984. lliese regulations 
shall become effective for all methods 
except CBODs on January 24,1985. The 
regulation relating to CBOD^ [40 CFR 
S 136.3(a) Table IB. parameter 14] will 
be effective Novem^r 26,1984. 
Comments on the interim final rule for 
specific control limits [40 CFR § 136.3(a) 
Table IC. footnote 7, and Table ID. 
footnote 7] will be accepted until 
December 26,1984. 

Under section 509(b)(1) of the Clean 
Water Act. judicial review of this 
regulation can be obtained only by filing 
a petition for review in the United States 
Court of Appeals within 90 days after 
these regulations are considered issued 
for purposes of judicial review (see 
NRDC v. EPA. 673 F.2d 402. D.C. Cir., 
1982). Under Section 509(b)(2) of the 
Clean Water Act. the requirements of 
this regulation may not be challenged 
later in civil or criminal proceedings 
brought by EPA to enforce these 
requirements. 

The information collection 
requirements contained in 40 CFR 
136.3(e), has not been approved by the 
Office of Management and Budget 
(OMB) and is not effective until OMB 
approves it. The incorporation by 
reference of certain publications listed 
in the regulation is approved by the 
Director of the Federal.Register as of 
January 24.1985. 

ADDRESSES: Comments on the 
calculation of control limits should be 
labelled as ‘‘Section 304(h): Control 
Limit Calculations" and submitted to: 

Dr. Robert B. Medz. Water and Waste 
Management Monitoring Research 
Division, Office of Research and 
Development (RD-680), U.S. 
Environmental Protection Agency. 401 M 
Street, SW., Washington, D.C. 20460. 
Telephone Number: (202) 382-5788. 

Most of the public record for this 
rulemaking will be available for 
inspection from 8:00 A.M. to 4:00 P.M. in 
FJ^A’s Public Information Reference 
Unit, Room 2404 (rear of the EPA 
Library), 401 M Street. SW., 

Washington, D.C. 20460. The remainder 
of the record (primarily materials 
describing interlaboratory studies) will 
be available at the Environmental 
Monitoring and Support Laboratory at 
the Andrew W. Breidenbach 
Environmental Research Center, 26 
West St. Clair Street, Cincinnati, Ohio 
45268, from 8:00 a.m. to 4:00 p.m.. 
Monday through Friday. 

The EPA information regulation (40 
CFR Part 2) allows the Agency to charge 
a reasonable fee for copying. 


FOR FURTHER INFORMATION CONTACT. 

Dr. Robert B. Medz, at the address listed 
above or call (202) 382-5788. 
SUPPLEMENTARY INFORMATION: 

Outline of Preamble Discussion 

I. Authority 

II. History and Background 

A. Structure and History of 40 CFR Part 130 

B. Consent Decree and the Priority 
Pollutants 

III. Summary of the Proposed Amendment 

A. Purposes 

B. GC, HPLC, and GC/MS Test Procedures 

C. Quality Control and Quality Assurance 

D. Other Table I Organic Parameters 

E. ICP Test Procedure 

F. CBOD* * Test Procedure 

IV. Highlights of Pinal Test Procedures 

A. Restructuring of Table 1 

B. GC HPLC, and GC/MS Test Procedures 

C. ICP Test Procedure 

D. CBOD* Test Procedure 

E Table IL Required Containers. 
Preservation Techniques, and Holding 
Times 

F. Incorporation by Reference 

V. Public Participation and Response to Most 

Significant Comments 

A. GC. HPLC and GC/MS Test Procedures 

1. Policy on Applicability of Test 
Procedures 

2. Flexibility and Analysts' Professional 
Judgment 

3. Quality Control and Quality Assurance 

B. ICP Method 

C. CBODb Method 

D. Table II: Required Containers. 
Pre8er\'ation Techniques, and Holding 
Times 

E Cost Estimates 

F. Publication of Full Texts of Test 
Procedures 

G. Consistency of Analytical Methods 
Approved Under Different Acts 

VI. Economic Analyses 
VQ. Effective Dates 

I. Authority 

Today’s amendment was proposed on 
December 3,1979 (44 FR 69464). It is 
being promulgated under the authority 
of sections 301, 304(h) and 501(a) of the 
CWA. 33 U.S.C. 1251 et seq. Section 301 
forbids anyone to discharge any 
pollutant Into navigable waters except 
pursuant to an NPDES permit issued 
under the CWA. Permits are issued 
under 5 402, which is referenced in 
Section 304(h). Subsection 304(h) 
requires the Administrator to 
"promulgate guidelines establishing test 
procedures for the analysis of pollutants 
that shall Include the factors which must 
be provided in any certification 
pursuant to section 401 of the Act or 
permit application pursuant to section 
402 of the Act" Section 501(a) 
authorizes the AdmLiistrator "to 
prescribe such regulations as are 
necessary to carry out his functions 
under the Act" 









Federal Register / Vol. 49, No. 209 / Friday, October 26. 1984 / Rules and Regulations 


43235 


The Administrator has also made 
these test methods applicable to 
monitoring and reporting of NPDES 
permits (40 CFR Part 122, Subsections 
122.21.122.41,122.44. and 123.25), and 
implementation of the pretreatment 
standards issued under section 307 of 
the CWA (40 CFR Part 403, Subsections 
403.10. and 403.12). 

n. History and Background 

A. Structure and History of 40 CFR Part 
136 

The Administrator first approved test 
procedures for the analysis of 
wastewater pollutants on October 16, 
1973, and first amended the list of 
approved test procedures on December 
1.1976 (See 38 FR 28758, October 16. 

1973 and 41 FR 52780. December 1,1976). 

The full texts of the approved test 
procedures incorporated by reference in 
the regulation are considered to be part 
of the regulatory language. Most of the 
test procedures were cited from the 
following compilations of consensus test 
procedures; 

• “EPA Manual of Methods for the 
Chemical Analysis of Water and 
Wastes." 

• “Standard Methods for the 
Examination of Water and 
Wastewater." 

• "American Society for Testing and 
Materials (ASTM) Annual Book of 
Standards, Part 31. Water." 

• "Official Methods of Analysis of the 
Association of Official Analytical 
Chemists (AOAC)," 

• “Methods for Determination of 
Inorganic Substances in Water and 
Fluvial Sediments of the U.S. Geological 
Survey." 

Additional test procedures were 
incorporated from other standards 
groups, such as the American National 
Standards Institute (ANSI), or from the 
open literature. Several test procedures, 
*uch as those for the analysis of 
benzidine, were incorporated from 
specific EPA sources. 

Test procedures have previously been 
approved for about 115 different 
parameters. Those procedures apply to 
tbe analysis of inorganic (metal, non- 
mineral), nutrient, demand, 
jesidue, radiological, organic, 
bacteriological, and physical 
parameters. For any given parameter, 
the regulations generally approved 
several different analytical methods. 

The December 1.1976 amendments to 40 
^ Part 136 approved certain test 
procedures which were identified in 
tabular form (Table I). The discharge 
parameters to be measured were 
presented alphabetically. Each 
Parameter was followed by a brief test 


procedure description and by page 
numbers of the incorporated references. 
This unambiguously identified the 
approved test procedure. 

An equivalency program is provided 
in 40 ent Part 136. Under this program 
the Administrator may approve 
alternate test procedures developed and 
proposed by dischargers or other 
persons. If dischargers or other persons 
wish to use such alternate test 
procedures, they must apply to the State 
or Regional EPA permitting office (for 
limited approval) and to the Director of 
the Environmental Monitoring and 
Support Laboratory in Cincinnati (for 
nationwide approval). The equivalency 
provisions are included in these 
guidelines to encourage the development 
of new analytical methods, and to give 
analysts a number of options for 
resolving analytical problems that may 
be unique to specific wastewaters. 

Finally, there may be discharges from 
some particular industries which need to 
be regulated on the basis of parameters 
or test procedures which have not been 
proposed and approved within the scope 
of the test procedures guidelines under 
40 CFR Part 136. EPA may include such 
parameters and alternate test 
procedures within the rule-making for 
these industries in accordance with the 
provisions prescribed at 40 CFR 401.13, 
"Test Procedures for Measurements." 
Such test procedures may be integrated 
into the text of future amendments and 
revisions of 40 CFR Part 138. 

The following provides a brief 
regulatory history of 40 CFR Part 138 
prior to the current amendment. 

• First proposal: 38 FR 17318 (at 40 
CFR Part 130, later redesignated as Part 
138). June 29.1973. 

• First promulgation: 38 FR 28750 (at 
40 CFR Part 138), October 18.1973. 

• First amendment proposal: 40 FR 
24535, June 9.1975. 

• First amendment promulgation; 40 
FR 52780. December 1.1976. 

• Second amendment proposal: 44 FR 
69484, December 3,1979. 

• Correction Document, second 
amendment proposal: 44 FR 75031. 
December 18.1979. 

• Comment period reopened, second 
amendment proposal: 48 FR 3033, 

January 13,1981. 

• Equivalent Alternate Test 
Procedure Approvals: 

Chemical Oxygen Demand: 43 FR 9341. 

March 7,1978. 

pH and Anunonia: 43 FR 38618. August 

29.1978. 

Nitrite Nitrogen: 44 FR 25505, May 1. 

1979. 

Manganese: 44 FR 34193, June 14,1979. 


Chemical Oxygen Demand: 45 FR 26811, 

April 21.1980. 

Copper and Zinc: 45 FR 36186, May 29. 

1980. 

Iron: 45 FR 43459, June 27,1980. 

Residual Chlorine: 46 FR 58489, 

December 2.1981. 

Many reviewers of the proposed 
amendments requested that certain 
documents upon which the procedures 
were based be made available for 
review. In response, the Administrator 
sent 38 supporting documents to EPA’s 
Regional Offices and to the EPA 
Headquarters Library in Washington. 
D.C., for inspection by the public. The 
closing date for comments was also 
extended from February 1.1980, to April 
28,1980, to permit adequate time for 
public inspection of the record. 

The Agency also started a series of 
formal inter-laboratory collaborative 
validation studies (each comprising of 15 
to 20 laboratories) for the trace organic 
priority pollutant test procedures and 
the trace metal ICP test procedure. 

These were designed to establish 
expected inter-labaoratory precision 
and accuracy characteristics of the test 
procedures. 

Late in 1980, representatives of the 
Chemical Manufacturers Association 
(CMA), the American Petroleum 
Institute (API), and EPA met informally 
to discuss the reliability of some of the 
proposed test procedures. On January 5, 
1981, these representatives met again to 
more formally discuss these concerns. 
CMA and API felt the test procedures 
for the toxic organic priority pollutants 
should not be promulgated as final until 
the inter-laboratory validation studies 
had been completed. The comment 
period was reopened on January 12. 

1981, to allow all interested persons to 
inspect the official transcript of the 
January 5.1981 meeting, and if needed, 
to amend their earlier comments on the 
proposed regulation. The extended 
comment period closed on February 2. 

1981, 

B. Consent Decree and the Priority 
Pollutants 

In 1978, the Agency entered into a 
consent decree in the District Court of 
the District of Columbia [Natural 
Resources Defense Council Inc,, et al v. 
Train, 8 ERC 2120 (D.D.C. 1976). as 
modified 12 ERC 1833 (D.D.C. 1979), and 
by the Court’s Orders of October 26, 

1982. August 2,1983. January 6.1984, 
and July 5.1984), and the decree 

req jires EPA to study the occurrence of 
65 categories of pollutants in industrial 
wastewaters, and to limit the discharge 
of those pollutants in effluent by issuing 
effluent guidelines based on the "best 
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available control technology 
economically achievable” (BAT), 
pretreatment standards for new and 
existing sources, and new source 
performance standards. (Note: Within 
those 65 categories. 114 specific organic 
toxic pollutants and 15 inorganic 
pollutants were identified for a total of 
129 specific toxic pollutants studied by 
EPA. Bis-chloromethyl ether (46 FR 
10723. Feb. 4.1981) and 
dichlorofluoromethane and 
trichlorofluoromethane (46 FR 46103, 

Jan. 8,1981) have since been removed 
from the list, leaving 126 toxic pollutants 
now listed as “priority” toxic 
pollutants). The Agency began 
development of test procedures for 
measuring these pollutants in complex 
industrial wastewater matrices. 

Paragraph 4(c) of the Consent Decree 
also required the EPA to establish and 
implement a program to identify and 
study pollutants other than the priority 
pollutants. At a minimum, EPA was to 
consider those additional pollutants 
listed in Appendix C of the Settlement 
Agreement. Those additional pollutants 
were not included in the December 3, 
1979 proposal of the regulation. In 
studying Methods 1624 and 1625. EPA 
has evaluated applying the methods to 
those additional pollutants. A separate 
notice in today's Federal Register 
proposes to extend the scope of those 
methods to include the paragraph 4(c) 
pollutants. 

The 1976 Test Procedures Guidelines 
(41 FR 56780. December 1.1976). 
provided approved test procedures, 
selected from the various consensus 
standards, for 14 of the 15 inorganic 
priority toxic pollutants. The exception 
was asbestos, for which no adequate 
procedure was then available. Tlie 1976 
Guidelines also provided approved test 
procedures, similarly selected, for 
several chlorinated organic compounds 
(including PCBs. pesticides, benzidine, 
and pentachlorophenol). However, 
neither those procedures nor existing 
consensus standards were adequate to 
meet the testing requirements for all of 
.the 114 priority toxic organic pollutants. 

To fill this gap. the Agency embarked 
on an extensive program to develop 
additional test procedures to implement 
sections 301, 304(h) and 402. By 1979. 
these test procedures had been 
developed to a stage that represented 
the state-of-the-art analysis of the trace 
organic priority pollutants in industrial 
wastewater discharges. On December 3. 
1979 the Agency proposed these 
methods, together with a test procedure 
for analysis of trace metals by 
inductively coupled plasma optical 
emission (ICP) and a test procedure for 


determining the carbonaceous 
biochemici oxygen demand of 
municipal wastewaters, as amendments 
to 40 CFR Part 136. 

111. Summary of the Proposed Regulation 
A. Purposes 

On December 3,1979. the Agency 
proposed to revise the “Guidelines 
Establishing Test Procedures for the 
Analysis of Pollutants.” The primary 
purposes of this proposal were: 

(1) To amend Table I, List of 
Approved Test Procedures, by adding 
the priority toxic organic pollutant 
parameters and approved alternate test 
procedures for their analysis; 

(2) To add an approved test procedure 
for a new parameter, “carbonaceous 
biochemical oxygen demand” (CBOD), 
which is important to secondary 
biological treatment technology for 
municipal wastewaters; 

(3) To approve an additional state-of- 
the-art test procedure based on the 
inductively coupled plasma optical 
emission (ICP) principle for the analysis 
of most of the trace metal parameters 
which were already covered in Table 1; 
and. 

(4) To remove Table I, footnote 1. 
which recommended sample container 
materials, preservation procedures, and 
maximum holding times, and to 
specifically list those elements as 
mandatory requirements in a new Table 
n. “Required Containers, Preservation 
Techniques, and Holding Times.” 

Several test procedures were included 
for each of the priority toxic organic 
pollutants. This allowed several 
analytical options for most analyses. 

The CBOD parameter was included for 
analysis of a new specific measure of 
oxygen demand. The ICP test procedure 
was included to provide an additional 
and more rapid tool for trace metal 
analysis. Mandatory sample container 
materials, preservation techniques, and 
maximum holding times were included 
because these have been found to be 
critical to assure NPDES data quality. 

The test procedures for the toxic 
organic priority pollutants were 
developed by the Agency in response to 
the mandates of the Consent Decree. At 
the time of proposal, the test procedures 
had been subjected to intensive single 
laboratory developmental testing. They 
were considered to be the best state-of- 
the-art test procedures available for the 
routine analysis of treated wastewaters 
for organic pollutants. They also 
appeared to be applicable to the 
analysis of untreated wastewaters. 
Multi-laboratory validations of these 
test procedures had been planned but 
had not yet been started. The Agency 


decided to propose the test procedures 
for priority toxic organic pollutants 
before completion of the inter- 
laboratory validation studies because: 

• Even without inter-laboratory 
validation these were (and are) the most 
tested and intensively validated test 
procedures available for the analysis of 
the toxic organic priority pollutants in 
industrial and municipal wastewater 
discharges, 

• Many permits were expiring and 
permit renewals would require some 
provision for priority pollutant analysis, 

• The new round of BAT effluent 
guidelines regulations would include 
limits on priority toxic organic pollutant 
discharges, and. 

• The priority toxic organic pollutants 
would need to be reported under the 
permits regulations at 40 CFR Parts 122 
and 123, and by pretreatment 
regulations at 40 CFR Part 403. 

The following discussion covers the 
provisions of the proposed regulation in 
more detail. 

B. GC, HPLQ and GC/MS Test 
Procedures 

Since 1976 the text of the regulation 
has listed pollutant parameters 
alphabetically in Table 1. “List of 
Approved Test Procedures,”—either as 
specific compounds or entities such as 
“Benzidine” or as classes of compounds 
or entities such as “Pesticides.” The 
individual parameters within such 
classes, when identified, were entered 
alphabetically within the class. 
Approved test procedures were then 
identified by test procedure descriptors 
and by page numbers in specifically 
identified references. In the case of 
“Pesticides” and several other organic 
chemical classes, the Table refers to the 
full text of the approved test procedures 
in order to clearly identify the scope of 
the test procedures. 

In 1979 the Agency proposed to 
consolidate all of these organic chemical 
parameters under a new class entry, 
“Organic Compounds”, and to identify 
alphabetically all of the specific organic 
compounds which were included within 
the scope of the various approved test 
procedures. All of the test procedures 
and organic compounds which were 
approved in 1976 continued to be 
approved, and were re-printed 
(unmodified) in the proposal only 
because Table 1 was being restructured. 

The new organic chemical entries in 
Table I were the 114 (now 111) priority 
toxic organic pollutants and the 
proposed test procedures for their 
analysis. Twelve of the proposed test 
procedures were based on gas 
chromatography (GC) and/or high- 
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pressure liquid chromatogi*aphy (HPLC). 
Three of the proposed alternate test 
procedures were based on gas 
chiomatography with mass 
spcctrometric detection (GC/MS). 

Chromatography Is the technique by 
which compounds in mixtures are 
separated by interaction between a 
mobile and a stationary phase. Tlie 
stationary phase is placed in a tube 
called a column, and the mixture is 
moved through the column by the mobile 
phase under the influence of s pressure 
differential across the tube. Different 
compounds are carried through the 
column at different speeds by the mobile 
phase. The order in which the 
compounds exit the column (elute) Is 
determined by the chemical and 
physical properties of the compounds 
and of the mobile and stationary phases. 
In each method the stationary and 
mobile phases are selected to give the 
most effective separation of the 
compounds of interest. 

In gas chromatography (GC), the 
mobile phase is a gas. and the stationary 
phase is usually a high molecular weight 
liquid, coated on an inert support or on 
the column wall of a very small 
diameter tube (an open tubular column). 
In liquid chromatography (LC) the 
mobile phase is as solvent, and the 
stationary phase is usually a selective 
adsorbant As compounds in the mixture 
elute (exit) from the column, their 
presence is indicated by various 
detectors. One detector is the mass 
spectrometer, hence the term GC/MS. 
Following detection, the compounds can 
be identified and then quantified by a 
computer or by the analyst. 

Separations by chromatographic 
techniques are not always complete. 
Several compounds within a mixture 
which have similar chemical and/or 
physical properties may simultaneously 
elute from the column, along with the 
compounds of interest. These are known 
as interfering compounds or interferents. 

Where compounds are easily 
identified, conventional detectors can 
often make better quantitative 
assessments than GC/MS can. 

However, in many cases, the 
conventional detectors used in 
chromatography are not able to 
discriminate between the compounds of 
interest and the interferents. In such 
instances, a mass spectrometer usually 
is able to discriminate between the 
compounds of interest and the 
interferents. Thus, it would be the 
preferred detection system where 
interferents are expected or many 
compounds must be identified. An 
alternative solution is to use a second 
column containing a different stationary 
phase. This aids in the identification of 


the compounds of interest by providing 
additional qualitative identification 
when conventional chromatography 
detectors are used. 

The low cost of the conventional GC 
detectors, relative to MS. makes the GC 
option particularly attractive for routine 
monitoring of small numbers of 
pollutants. On the other hand, the GC/ 
MS test procedures allow for the 
simultaneous or rapid sequential 
measurement of large numbers of 
different organic pollutants. They also 
provide certain structural Information 
that can be used to minimize 
interferences that would mask 
compound identifrcation by the less 
specific conventional GC detectors. 

EPA divided priority toxic organic 
pollutants into 12 categories, based on 
their physical and chemical properties 
and chemical structures. A GC or HPLC 
test procedure was then developed for 
each category, with the expectation that 
the pollutants within each category 
could be measured by a single 
procedure. These procedures were to be 
routinely used where the pollutants to 
be measured were known to have a high 
probability of occrurence. GC and HPLC 
could also be used for qualitative 
identifrcaiions of unJknown materials, 
although the proposed GCIMS test 
procedures were more suitable for this 
purpose. In most cases, several GC or 
HPLC confrguations of inlet, column, 
operating conditions, and detectors 
were recommended with each 
procedure. Each test procedure 
stipulated that, if it were used to screen 
samples for priority pollutants, an 
analyst needed to verify any compound 
identified with an independent 
analytical protocol. The GC/MS was 
suggested as such a protocol. 

In the proposed tests of the organic 
toxic priority pollutant test proc^ures, 
it was not EPA’s intent to require 
separate samples for each test 
procedui:e. Subsequent comments have 
Indicated that this was not clear from 
the test procedure texts or in the 
proposed sample preservation and 
holding time requirements in Table U. 

C. Quality Control and Quality 
Assurance 

Quality control (QC) includes all of 
the means taken by an analyst or an 
analytical laboratory to make certain 
that the total measurement system, 
including the analyst's performance and 
matrix problems, are calibrated 
correctly or accounted for, and remain 
in calibration or accounted for in all 
ensuing analyses. Quality assurance 
(QA) includes all the means taken 
within or beyond the laboratory to make 
certain that the measurement systems in 


different laboratories in a monitoring 
network remain in calibration with a 
common external standard, and hence 
with each other. QA/QC seeks to assure 
that analyses of the same substances 
taken by different analysts at different 
times and places are of the same quality 
and are comparable within known 
statistical confidence limits. EPA 
proposed that the QC within the GC and 
HPLC test procedures require the use of 
field replicates to validate the precision 
of sampling techniques. Laboratory 
replicates and fortified samples were 
also proposed in 1979 to validate the 
precision and accuracy of analyses. 
Since EPA's studies in this area were 
not yet finalized at the time of the 
proposal, additional quality control 
guidance was described in general terms 
and proposed as necessary to enable 
evaluation of the performance of test 
procedures. 

Similar GC configuration and quality 
control guidance was proposed for the 
GC/MS test procedures, except that the 
GC/MS could be used in a screening 
application without a mandatory 
confirmation protocol. However, a 
separate, more intensive quality control 
procedure was proposed and described 
in detail, as it might be applicable to the 
GC/MS test procedures. 

D. Other Table I Organic Parameters 

Proposed Table I was restructured to 
include the previously designated 
organic parameters benzidine, 
pentachlorophenol, Aldrin, 8-BHC, y- 
BHC, chlordane. 4,4'-DDD. 4,4'-DDE, 4.4'- 
DDT, Dieldrin, Endosulfan, ^drin, and 
Heptachlor as speciHc entries in the 
organic compounds subsection. The 
previously approved test procedures (41 
FR 52780. Dec. 1,1970) for most of the 
organic pollutants incorporated within 
Table I had been entered without 
changes under the broad parameters 
"chlorinated organic compounds (except 
pesticides)" and "pesticides." Tliese 
broad parameters included test 
procedures for chlorinated organic 
solvents, chlorinated hydrocarbon 
pesticides, carbamate pesticides, 
triazine pesticides, phosphate 
pesticides, and chlorinated phenoxy 
carboxylic acid pesticides. Approved 
test procedures for these parameters 
have been available on request from 
EPA’s Environmental Monitoring and 
Support Laboratory in Cincinnati. Ohio 
(EMS^-CI). 

E. ICP Test Procedure (ICP) 

The ICP test procedure was proposed 
as an additional option for the analysis 
of 23 trace elements: aluminum, arsenic, 
barium, beryllium, boron, cadmium. 
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calcium, chromium, cobalt, copper, iron, 
lead, magnesium, manganese, 
molybdenum, nickel potassium, 
selenium, silicon, silver, sodium, 
vanadium, and zinc. It was listed in 
Table 1, under Metals. Lithium and 
strontium were also included within the 
scope of the ICP method although the 
consent decree had not limited them as 
high priority toxic parameters. This 
proposal did not affect the previously 
approved atomic absorption (AA), 
voitametric, gravimetric, flame 
photometric, and colorimetric test 
procedures referenced in Table 1 for 
these elements. 

The ICP test is a rapid, multielement 
procedure, representing state'Of-the-art 
It was proposed because of its time- and 
cost-effectiveness, and because 
available data showed it to be 
equivalent to the other approved 
procedures for analyzing the designated 
metals in wastewater discharges. 

F. CBOIh Test Procedure 

Tlie CBODft test procedure was a new 
parameter proposed in Table 1. It 
responded to many requests for an 
approved procedure to measure the 
carbonaceous component of oxygen 
demand. It was a draft version of the 
consensus method now Included as 
Method 507 paragraph e(6) in the 15th 
Edition of *^Standard Methods for the 
Analysis of Water and Wastewater.” 

The CBODs is a different measure of 
oxygen demand than the total BOEk 
(Standard Method 507). Thus it cannot 
be used to analyze oxygen demand 
when an NPDES permit calls for BOEk 
to be measured. The CBOD5 procedure 
uses a nitrogen biochemical oxygen 
demand inhibitor. This inhibitor allows 
oxygen to be consumed only by 
organisms that require carbon as their 
nutrient source. In the presence of such 
an inhibitor, the nitrogen compounds 
remain refractory to biochemical 
degradation, since the activity of 
nitrifying organisms is suppressed. 

IV. Highlights of Final Test Procedures 

A, Restructuring of Table I 

Users familiar with the former text of 
section 136 will first notice the 
reorganization of Table 1. which lists 
pollutant parameters for which 
approved analytical methods exist, and 
indicates the approved method(8) 
available for each parameter. In the 1976 
regulations, the parameters in Table I of 
S 136.3(a) were organized around broad 
categories, such as bacteriological test 
procedures and test procedures for 
metallic or residue parameters. These 
broader categories were then entered 
alphabetically into Table L 


Analyses for an additional 111 organic 
parameters have now become essential. 
However, entering all those parameters 
into a single list of approved methods 
became unwieldy, especially with the 
proliferation of footnotes to the table. 
Therefore, to make Table 1 easier to use. 
it has been restructured for this final 
rulemaking into five sub-tables: 

• Table lA. List of Approved 
Biological Test Procedures. 

• Table IB. List of Approved Inorganic 
Test Procedures. 

• Table IC. List of Approved Test 
Procedures for Non-Pesticide Organic 
Compounds. 

• Table ID. List of Approved Test 
Procedures for Pesticides. 

• Table IE. List of Approved 
Radiological Test Procedures. 

Throu^out Table I, EPA has updated 
numerous references to consensus 
methods, e.g., from the 14th to the 15th 
edition of ^Standard Methods.” These 
changes are technical amendments 
without substantive effect and are 
promulgated as ffnal amendments. I^A 
has determined that notice and public 
procedure on these updates are 
unnecessary and contrary to public 
interest See 5 U.S.a 553(b)(3)(B). 

These technical amendments should 
not affect any on-going enforcement 
actions or other regulatory actions on 
analyses performed with earlier 
methods. Today's amendments do not 
approve consensus methods adopted 
since the proposal when they contain 
substantive revisions to the previously 
approved methods. Instead, the Agency 
has retained its approval of the prior 
method. Examples discussed below # 
include the retained approval of the 14th 
edition Standard Method for phenols 
(4AAP]. and the limited approval of the 
U.S.G.S. method for fecal streptococci 
which, as approved, is identiod to the 
previous U.S.G.S. method. 

Table LA includes bacteriological test 
parameters which were approved in the 
1976 Guidelines. Approved methods for 
their analysis are now listed in a new 
format; they are not substantively 
changed. Previously cited references ' 
have been updated. With the exception 
of the U.S.G.S. test procedures for fecal 
streptococci, no changes haVe been 
made in the test procedures. As noted 
only editorial changes have been made 
in the texts of the other test procedures 
in these updated references. 

A new EPA reference is now 
approved for several bacteriological test 
parameters. The updated USGS fecal 
streptococci test procedure is approved 
only if the dissolution of the nutrient 
medium is conducted in a boiling water 
bath. This is because dissolution on a 
hot plate or over a open flame (which 


appears to be permitted in the updated 
reference) can lead to scorching or to 
other alterations in the nutrient medium. 

Table IB includes ail of the inorganic 
and physical parameters that were in 
the 1976 Guidelines. The previously 
cited references have been updated. 

The ICP test procedure is now 
approved as an additional alternate test 
procedure for the analysis of 25 Table IB 
trace element parameters. Antimony 
and thallium are now included within 
the scope of the ICP test procedure in 
response to information made available 
in comments which were received. The 
only new parameter which has been 
added to Table IB is the Carbonaceous 
Biochemical Oxygen Demand (CBOD5 
parameter. 

Table 1C includes 97 organic, non¬ 
pesticide chemical parameters. Test 
procedures for 21 of these parameters 
were approved in the 1976 Guidelines 
and continue to be approved, 
unchanged. In Table IC. Ninety-five of 
the Table IC parameters (including 19 
parameters approved since 1976) are 
priority toxic organic pollutants for 
which new test procedures were 
proposed. The new test procedures are 
essentially the same as those proposed, 
with the exception that. (1) where 
possible, they have been made more 
flexible in response to comments and (2) 
quality assurance and quality control 
standards have been defined Two 
newly-modified GC/MS test procedures, 
Methods 1624 and 1625. which are 
variants of Methods 624 and 625. have 
been added to Table IC. They differ 
ffom Methods 624 and 625 by utilizing 
stable, isotopically labeled analogs of 
the analytes as internal standards for 
GC/MS analysis. This allows the 
analyst to accurately correct for 
variability in analyte recovery 
e^iciency, responding to a criticism 
raised by commenters. 

With the exception of the test 
procedures for benzyl chloride and 
epichlorohydrin. all test procedures In 
Table IC prescribe quality control limits. 
The actual specific control limits are the 
sole elements of this regulation which 
are promulgated as an '‘interim final” 
action. This is because the data base 
and calculations of these limits have 
been developed since proposal. 
However, the idea of specific 
mandatory, acceptability criteria was 
fully proposed, favorably commented 
on. and finally accepted Thus the 
regulatory framework for the specific 
limits is being promulgated as final. 

Table ID contains the 67 parameters 
included under the general "pesticides” 
parameter in the 1976 Guidelines. 
Although most pesticides are organic 
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compounds, they have been listed 
separately in Table ID rather than with 
the other organic parameters in Table IC 
because of the wide association 
between this subset of organic 
compounds and their end use. Sixteen of 
the 67 parameters are priority pollutants. 
Three additional pesticides were 
identified as priority pollutants under 
the consent decree. Table ED therefore 
now identlHes 70 specific pesticides, of 
which 19 are priority pollutants. 

Methods 608 and 625, which were 
proposed for the priority organic toxic 
pollutants, were revised to incorporate 
substantive comments. All other 
references in Table ID have been 
updated, but the updated references do 
not require any substantive changes 
from previously approved test 
procedures. 

Table IE now includes the five 
radiological test procedures approved in 
the 1976 Guidelines. All references have 
been updated, and an EPA reference has 
been added. There are no substantive 
textual changes in these updated test 
procedures. 

B. GC, HPLC, and GC/MS Test 
Procedures 

Analyses for organics depend upon a 
variety of chromatographic techniques. 
See subsection UI-B above. EPA 
proposed and is approving two HPLC 
methods (605 and 610], 10 GC methods, 
and three GC/MS methods (613, 624, 
and 625). In addition. EPA has 
responded to critiques of Methods 624 
and 625 by approvii^ two GC/MS/ 
isotope dilution variants (1624 and 1625). 
Each method is accompanied by a 
specific set of quality assurance (QA) 
procedures. The QA process relies on 
specific control limits calculated for 
each parameter for which the method 
can be used. The control limits indicate 
the outer range of precision and 
accuracy found in an extensive inter- 
laboratory study. The limits represent 
the minimum threshold of quality 
expected of competent laboratories: 95 
percent confidence level per compound 
for the 600 series and the 99 percent 
confidence level across the set of 
compounds for the 1624 and 1625 
methods. Most analyses should have far 
better precision and accuracy. The 
calculations of specific numerical 
control limits for the calibration and 
quality control sections of the GC. 

HPLC. and GC/MS test procedures is 
interim final. Tliis means that they are 
legally effective, but that EPA wiU 
eccept comments on their calculation. 

All other parts of these test procedures 
are finally approved for the analysis of 
Ibe parameters which are Indicated in 
Table IC and ID. 


Each method is approved for specific 
organic compounds. In general, GC 
Methods 601-603 and GC/MS Methods 
624 and 1624 are approved for the 
analyses of the purgeable priority 
pollutants. GC Methods 604 and 606-612 
and GC/MS Methods 625 and 1625 are 
approved for the analysis of the noh- 
purgeable, volatile priority pollutants, 
including, for Method 625 only, the 
priority pesticide pollutants. Method 625 
is also approved for screening samples 
for 2.3.7.8-TCDD (2.3.7,8- 
tetrachlorodibenzo-p-dioxin), but only 
GC/MS Method 613 is approved for final 
qualitative confirmation or 
quantification of 2.3,7,8-TCDD in 
samples. HPLC Methods 605 and 610 are 
also approved for the analysis of the 
nonpurgeable volatiles (the benzidines 
and polynuclear aromatic 
hydrocarbons). Methods 1624 and 1625 
are approved for use interchangeably 
with the other test procedures which are 
being approved for the analysis of the 
priority toxic organic pollutants. Their 
most significant difference from 
Methods 624 and 625 is the requirement 
that, where available, stable, 
isotopically-labeled analogs of the 
priority pollutants are to be used as 
method internal standards. Since 
Methods 624 and 625 do permit 
flexibility in the selection of internal 
calibration standards and surrogate 
standards, Methods 1624 and 1625 are, 
in essence, acceptable variants 
permitted by Methods 624 and 626. They 
improve on Methods 624 and 625 and 
are generally preferable. However, 
Methods 624 and 625 are also being 
approved because they are widely 
available, slightly less expensive, and 
they are of use when interference and 
recovery efficiency are not expected to 
be problems. 

In general, both GC/MS and non-MS 
test procedures have been approved for 
each of the priority toxic pollutants. 
Most of the revisions of the proposed 
test procedures were made either for 
clarification or to give the analyst more 
flexibility to practice professional 
judgment. These procedures now 
contain a section on safety, cautioning 
analysts of the potential hazards 
associated with exposure to the 
chemical reagents required by the test 
procedures, or to the toxic chemicals 
being analyzed. Recommended and 
mandatory quality assurance practices 
are also given in each of the test 
procedures. 

Methods 601-604, 606-809. 611-613, 
624, 625,1624, and 1625 include 
specifications for performing the tests. 
These specifications are based on a 
required primary GC column and 


specified detector. A primary HPLC 
column and specified detector are 
required for Methods 605 and 610 and 
specifications are provided. The primary 
column is also used to identify the 
pollutant A secondary column and 
detector are also defined, but not 
required, for non-MS Methods 601-604 
and 606-611. The secondary column and 
detector can be used for confirmation of 
priority pollutants identified by the 
primary column for unfamiliar (non¬ 
routine) samples (see sections 1.2 of the 
methods). The GC/MS test procedures 
are suggested as the confirmatory test 
for Identifications made by Methods 605 
and 612, and may also be used as the 
confirmatory test for identifications 
made by Methods 601-604 and 606-611. 
For example, an unfamiliar sample 
which would be likely to need 
confirmation would be a single sample 
taken for an NPDES application. See 40 
CFR 122.21. In contrast, routine 
monitoring, such as that for discharge 
monitoring reports, would be less likely 
to require a secondary column for 
confirmation since the sample is^more 
likely to be familiar to the analyst. 

Methods 606, 609, 611 and 612 all use 
essentially the same procedure for 
sampling, sample extraction, and 
concentration. Thus a single sample may 
be used to measure the parameters 
within the scope of these methods. 

Sample container materials, 
preservation techniques, and holding 
times are critical to the procedures and 
are specifically defined (Methods 601- 
613, 624, 625,1624 and 1625). The design 
and operation of the purge-and-trap 
device in Methods 601-603, 624 and 
1624, and the sample extraction 
procedures of Metiiods 604-613, 625 and 
1625 are precisely defined as well. 

In response to public comments, 
substantive revisions were made to 
allow more flexibility in the remaining 
parts of Methods 601-613, 624,625,1624 
and 1625. In Methods 604-613, after the 
sample has been extracted, the analysts 
are now free to choose a technique to 
concentrate the extract. The same 
flexibility is provided for selecting the 
GC or HPLC configurations (column 
packings, operating conditions, and 
detectors). When analysts use 
concentration techniques or 
chromatographic configurations other 
than those described in the test 
procedures, their approaches must meet 
the performance criteria defined in the 
section of the procedures dealing with 
calibration and quality control. 

The most difficult task in finalizing the 
methods for organic analyses was 
defining the relationship between 
desirable fiexibility in the methods and 
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necessary quality control. The proposal 
specifically solicited comments on both 
issues and many comments were 
received on each. The final methods 
resolve the issue by allowing far greater 
method flexibility, but by establishing 
specific control limits as a mandatory 
part of the quality control procedure. 

The proposal noted, and comments 
confirmed, that method flexibility 
should be inherent in the methods. 
Historically, rigid protocols have been a 
problem in organics analyses. For 
example, an analyst may be using a 
method, other than mass spectrometry, 
to identify a few specific components 
out of the several million known to 
exist. This requires that interferences be 
overcome and "canned" approaches 
may not effectively address 
interferences, particularly where 
matrices are variable or diverse, llius, 
the Food and Drug Administration 
(FDA) and AOAC and other method 
standardization organizations have 
usually provided optional "clean-up" 
procedures for organics, for example, 
permitting analysts to use Florisil clean¬ 
up for pesticides. Further, the analyst 
may be interested in measuring only a 
few compounds, while the proposed 
method may be designed to measure 
large categories of compounds. For 
example, a particular industry may be 
regulated o^y for the compound that 
elutes from the gas chromatography 
after a long program temperature run. 

An tnflexibile method might require the 
analyst to go through the entire 
temperature run to look for a single peak 
that elutes late in the chromatogram. 
This may be needlessly inefficient. For 
such reasons, EPA has decided to permit 
flexibility in chromatographic 
conditions. 

Commentors also raised concerns 
about inflexibility in sample 
preparation. They objected to the 
Kudema-Danish glassware 
concentration technique being the only 
approved approach for concentrating 
extracts. In fact if the analysts are 
measuring only the less volatile 
compounds in a method category, it may 
not be necessary to require a rigid 
procedure for concentration. In this 
case, it may be appropriate to allow 
other procedures for concentrating 
extracts. 

After considering these issues, the 
Agency has decided to allow limited 
flexibility within the methods. 
Specifically, chromatographic 
conditions, including column packings 
and detectors can be varied, lliis 
approach allows continued technical 
development of the methods. Thus EPA 
avoided a rigid prescription of 


technology that would soon be obsolete 
due to the rapid advances occurring in 
chromatography. However, the primary 
objective underlying this flexibility is to 
enhance precision and accuracy for 
each analysis. Flexibility should not be 
permitted if the altered technique would 
be less precise or Jess accurate than the 
standard approved analytical method. 
Thus, a corollary of increased flexibility 
was an increased need for a rigorous 
and unambiguous quality control 
procedure. 

These basic decisions had become 
clear by the time of the second, 
reopened comment period. The 
comments received in the second 
comment period again supported the 
issue of quality control and requested 
that the criteria be specified more 
clearly. Another general comment was 
that the criteria should wait for the 
results of the inter-laboratory method 
validation studies and be based upon 
those results. Today's rulemaking 
reflects these comments, while 
specifying that EPA will accept further 
comments, limited specifically to the 
calculation of control limits from that 
new data base. 

The quality control procedures now 
take two different forms. FirsW there is a 
"start-up test" to establish the 
laboratory's basic ability to set up and 
operate the analytical equipment and 
procedure. The purpose of the start-up 
test is two-fold; it establishes that 
analytical equipment has been properly 
set up. and it demonstrates the basic 
ability of the analyst to recognize the 
compounds of interest It is required 
every time the method is changed. It 
requires the analysis of four spiked 
distilled water samples. The analyst 
comp€u*e8 his measures of precision and 
accuracy to establish criteria developed 
from the inter-laboratory method 
validation studies. Because of the basic 
threshold nature of the start-up test, the 
methods allow the teat to be performed 
with reagent water. 

If the analyst fails the criteria for 
accuracy or precision in the start-up 
test, the analyst is to repeat the test for 
any compound that fails a criterion. If 
the analyst is measuring, for example, 
eight compounds at once using Method 
601, and fails the criteria for three of 
them, the analyst is required only to 
repeat the three that failed provided the 
method is not changed. It is not very 
difficult to meet the criteria for any 
individual compound. However, when 
one is analyzing for numerous 
compounds there is an accumulation of 
failure probabilities: that is, an 
increased likelihood that one of several 
parameters will fail for "statistical" 


reasons. Thus EPA allows a "second 
pass" opportunity to meet the criteria, 
as long as the method is not changed. 
Exhibit 1. below, offers some guidance 
as to when analysts may want to skip 
the "second pass" opportunity based on 
an excessive number of lest criteria 
failures occurring on the first pass. An 
excessive number of failures should not 
occur if the system is operating properly. 
Thus, such a number of failed criteria 
may suggest poor operation to the 
analyst In this case, the first pass 
criteria failures suggested the 
compound(8) tested would fail a second 
round. The analyst may wish to simply 
adjust the system and reinitiate the 
start-up test 

If the method is changed as a result of 
the initial test, the startup begins again. 
For example, if the start-up test 
indicates zero recovery of vinly chloride 
and a check reveals that the instrument 
trap was installed backwards, the 
operator must correct the problem and 
reinitiate the test for all compounds, 
since the method was just modified. 

The second form of quality control is 
contained in the ongoing quality control 
program. Laboratories are required to 
analyze blank samples (e.g., reagent 
water) daily, and to analyze spiked 
wastewater samples periodically. Ten 
percent of all samples are to be spiked 
(five percent for Methods 624 and 025). 
The resulting accuracy of recovery must 
be compared to the established 
accuracy criteria for the method 
developed from the results of the Inter¬ 
laboratory method studies. 

If an analyst fails one or more 
accuracy criteria %vith the spiked 
wastewater, the analyst must analyze a 
check sample (e.g., spiked reagent 
water). The purpose of analyzing the 
check sample is to establish whether the 
inaccuracy is caused by matrix effects 
or by the laboratory operating 
improperly (i.e^ out of control). Again, 
accuracy results are compared to the 
established accuracy criteria. The 
criteria for acceptable accuracy in these 
methods are based upon accuracy 
derived from testing reagent water. Use 
of check samples rather than spiked 
wastewater to verify the accuracy 
criteria for a laboratory is consistent 
with the fact that one set of regression 
equations in the inter-laboratory method 
study is derived from reagent water. 
That set of regression equations is the 
basis quality control criteria. 

The decision to rely on spiked 
wastewater samples for the initial test is 
an alternative to requiring that analyses 
be conducted on ten percent spiked 
reagent water samples (to verify 
laboratory control) and ten percent of 
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spiked wastewater samples (to verify 
matrix effects). Accordingly, the need to 
also analyze a check sample is reduced 
to a second-tier requirement which is 
only mandated if accuracy criteria are 
not met with spiked wastewater. 

The limits that are in the methods 
have been derived on a compound-by- 
compound and method-by-method basis. 
They are derived directly from the inter- 
laboratory method validation studies. 

The formal inter-laboratory validation 
studies for Methods 601-602. 604-613, 

424. 625, and 1625 have been completed 
with 15 to 20 laboratories. These fifteen 
methods have been revised to include 
methods performance restilts derived 
from these studies. 

Two methods (603 and 1624) have not 
been subiect to an Inter-laboratory 
validation study. A formal inter- 
laboratory validation study for Method 
603 has not been completed due to an 
error in the draft method. Although the 
error was corrected. ERA was not able 
to perform an inter-laboratory validation 
study on the same scale as performed 
for the other methods. However, one 
commercial laboratory did validate the 
method and that validation was verified 
by EPA*s laboratory. In addition, the 
method is similar to Methods 601 and 
602 and the results from the validation 
are similar. EPA believes that die 
validation of 603 is adequate to 
establish that the method is appropriate. 
Therefor®, Method 603 is being 
promulgated with warning limits based 
upon the best data now available. 

Method 1624 was not formally 
validated through an inter-laboratory 
study. The specifications for Method 
1824 were developed from Method 624 
which was formally validated. In 
Informal multi-laboratory and single¬ 
laboratory studies, Method 1624 has 
been shown to yield slightly better 
performance on treated effluents than 
Method 624. but this improvement is 
insufficient to warrant a separate inter¬ 
laboratory validation study. 

The midli-laboratory validation 
studies were designed according to the 
method of W.J. Youden (Youden. W.J.. 
'"Statistical Technique for Collaborative 
Tests.’' Statistical h^nual of the 
Associatioii of Official Analytical 
Chemists, 1975) in which pairs of 
samples having slightly different spiked 
concentrations of the compound of 
Interest are analyzed. Each 
collaborating analyst analyzes a sample 
only once and reports a single value. By 
having the analyst perform the arudysis 
as he would have done for a normal 
routine sample, the Youden design helps 
lo avoid accidental manipulation of data 
mat can sometimes occur in a 


laboratory doing replicate 
determinations. 

Each Youden sample pair for a given 
parameter is prepared so that the 
concentration of the pollutant of interest 
in one-half of the pair is similar to. but 
measureably different from, the 
concentration of the pollutant in the 
other half. Three Youden pairs were 
analyzed for each of the parameters. 

The mean values of each of the three 
pairs were designed to spread over a 
usable and reedistic range of 
concentrations. The lowest 
concentration pair was prepared so that 
the concentration would be above the 
minimum detection concentration for the 
method. 

The Youden pairs, prepared as 
concentrates, were spiked into six 
different water matrices: distilled water, 
municipal drinking water, a surface 
water vulnerable to synthetic chemical 
contaminants, and usually, three 
different industrial wastewaters from 
Industries that normally would be 
regulated for the priority pollutants 
under study. The data were reduced to 
four statistical relationships related to 
the overall study: (1) Multi-laboratory 
mean recovery for each sample. (2) 
accuracy expressed as relative error or 
bias (the difference between the multi¬ 
laboratory mean recovery and the true 
value divided by the true value). (3) the 
multi-laboratory standard deviation of 
the spike recovery for each sample, and 
(4) the multi-laboratory relative 
standard deviation. In addition, two 
statistics were reduced from the raw 
data relating to the single-analyst 
performance: (1) Single-analyst standard 
deviation, and (2) single-analyst relative 
standard deviation. 

The single-analyst standard 
deviations were calculated for each of 
the sample pairs according to the 
method of Youden by (1) calculating the 
difference for recoveries from each 
sample pair reported by each analyst, 

(2) calculating the average value of 
these differences across the entire study. 

(3) calculating a ''sum-of-the-squares” 
by adding the square of the differences 
between each difference and mean 
difference, (4) dividing the “sum-of-thc- 
squares” by the degrees of freedom to 
give the single-analyst variance, and (5) 
taking the square root of the variance to 
give the single-analyst standard 
deviation. 

Fifteen to twenty-five percent of the 
data generated in the multi-laboratory 
valid^ion studies were discarded as 
outliers, i.e^ data too far from the vast 
majority of data to be acceptable. 
Outliers were determined based on 


widely accepted statistical tests 
prescribed by ASTM and AOAC. 

There is an apparent linear 
relationship between the mean 
recovered spike values and the true 
spike vedues. overall standard deviation, 
and single-analyst standard deviation. 
These linear relationships have been 
expressed as regression equations over 
the concentration ranges studied in each 
matrix. Six different regression 
equations are derived for each of the six 
matrices for any given compound. In 
most cases the variations of the six lines 
do not appear to be statistically 
significant at the 5% significance level. 
The conclusions were reached for each 
water type by using the F-distribulion to 
compare variance statistics of waste 
waters with those of distilled water. 
Mean recoveries were compared 
between wastewater and distilled water 
using paired t-test statistics. 

EPA is aware that there are limits to 
the strength of these analyses. These 
comparisons assume independence 
among the observations and this was 
not exactly the case since the "spike" 
was made up of mixtures of all of the 
compounds under consideration in each 
method and hence there was an 
interdependence among compounds. 
Despite these limitations, the tests still 
provide strong evidence that water type 
generally had no statisticaliy significant 
effect on the method's performance. 

The multi-laboratory tests support an 
important conclusion. If a laboratory 
performs wvell with the methods using 
distilled water, it should be able to 
obtain good results with surface waters 
and industrial wastewaters. Based upon 
this conclusion, the multi-laboratory 
regression equations for accuracy and 
single-analyst overall precision for 
distilled or reagent water have been 
incorporated into the quality assurance 
and quality control provisions of the 
final texts of Methods 601, 602. 604-613. 
624, and 625 to deffne method 
performance. The regression equations 
for the other matrices are also included 
in the texts of the methods. 

The multi-laboratory validation of 
Method 1625 was performed at a single 
concentration in a reagent water matrix. 
Specifications were derived for linearity 
of calibration, for calibration 
verification, for retention time precision, 
for compound recovery from a reagent 
water matrix, and for precision and 
accuracy of analysis by isotope dilution 
and internal standard techniques. All 
specifications derived from the study 
are applied at the same level at which 
they were tested, and sample matrices 
which show labeled compound 
recoveries significantly different from 
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recoveries of these compounds from 
reagent water are diluted with reagent 
water to bring these recoveries into the 
expected range. 

It is also important to note that the 
studies provide a strong basis for setting 
control limits which represent a range of 
acceptability. The studies show that 
most laboratories will do far better, 
especially on a single-operator, single- 
laboratory basis. Other performance 
studies, completed since the inter¬ 
laboratory analyses, incorporate too 
much flexibility to be directly analogous 
to EPA’s collaborative test of the 
methods. However, they appear to 
confirm the assumption that most 
laboratories will exceed the minimum 
standards and indicate that method 
variability will be well within the range 
of the control limits. 

The final specifications derived for all 
of the organics methods (except 603] 
were the result of a statistical analysis 
of the data from the multi-laboratory 
studies. These specifications adopt 
initial precision and accuracy for all 
methods. For start-up calibration 
verification, they specify control limits 
foi: Methods 601. 602, 624.1624, 625 and 
1625. For on-going accuracy, they 
specify control limits for recovery of 
pollutant spikes for Methods 601-613, 

624. and 625, and for recovery of labeled 
compound spikes for Methods 1624 and 
1625. The methods allow for 
simultaneous testing of all the 
parameters listed in each method. 

In theory, a problem could arise from 
simultaneous tests for numerous 
compounds. The control limits have 
been calculated to allow only a 5% 
likelihood that a result that exceeds the 
limits for each compound is merely a 
statistical fluctuation (rather than actual 
error). However, the chance of 
“statistical error*’ rises with the number 
of compounds being tested. 

EPA has corrected for this possibility 
in several ways. First, most users will 
not apply each analysis to all 
parameters simultaneously; thus they 
will have a greater chance of passing all 
test criteria. Second, in order to allow 
for simultaneous testing of all 
parameters in a given method, the 
specifications for accuracy and 
precision have either been broadened, 
or a re-test has been allowed, or both. 
The technique of using a re-test was 
chosen because a one-test-only 
specification which allowed for 
simultaneous testing of a large number 
of parameters would be so broad as to 
have little meaning. The provision for a 
re-test preserved a meaningful 
specification while allowing for 
simultaneous testing of all parameters. If 
a laboratory fails the re-test as well as 


the initial test, the likelihood of 
“statistical error** is extremely low (5% 
times 5%. i.e., .0025 for a given 
compound). Third, when a re-test is 
required, it need only be performed on 
the particular compounds which failed 
the initial test Finally, the control 
criteria for Methods 1624 and 1625— 
those most likely to be simultaneously 
used on many compounds—were 
determined based on the 99% conHdenee 
level. 

As a voluntary guide to laboratories 
practicing a given method, the following 
Exhibit 1 gives suggested numbers of 
first pass test criteria failures which are 
unlikely if the laboratory is satisfying 
the probability based quality control 
specifications. It assumes all parameters 
in a given method are tested 
simidtaneously. The Exhibit indicates 
the maximum number of parameters for 
which each method can used 
simultaneously. Tlie two right-hand 
columns indicate a certain number of 
unacceptable results. If the analyst finds 
that number, or a greater number, of 
unacceptable results, he may conclude 
that the entire analysis is flawed. If so, it 
may be more efficient to repeat the 
entire analysis than to re-examine only 
the compounds which exceed the 
control limits. 


Exhibit 1.—^qqested Maximum Number of 
Test Criteria Failures Which Justify 
Repeating Entire Analysis 


Method 

Number of 
simuttane- 
008 
peram- 
etars 

Number of 
test 

etartup * 

Cdteila 
feiluree on- 
going* 

eo,_ 

29 

7 

4 

602...ZI 

7 

3 

2 

603A605___ 

2 

2 

2 

604 ..... 

11 

4 

3 

Rn« .,. 

6 

3 

2 

607 . ...- 

3 

2 

2 

6oa... 

26 

6 

4 

609_ 

4 

3 

2 

610_ 

16 

5 

a 

611........ 

5 

3 

2 

612_ 

0 

4 

3 

613 __...... 

1 

2 

1 

624^ ___ 

31 

7 

6 

625_ 

61 

11 

7 

1624_ 

66 

12 

7 

1626... .— 

161 

7 

6 


* Based on twice the number of perametert being tested 
since both eccurscy and preciswn a<e being evaluatedl 

* Based on the number of parameters being tested. 


^ Section 8 of each method defines 
acceptable analytical performance limits 
for the GC. HPLC. and GC/MS test 
procedures (Methods 601-613,624, 625, 
1624, and 1625). These acceptable 
performance limits are also specified in 
Footnote 7 to Table IC. “List of 
Approved Test Procedures for Non- 
Pesticide Organic Compounds," and 
Footnote 7 to Table ID. "List of 
Approved Test Procedures for 
Pesticides." System performance is 


acceptable only when the average 
recoveries and standard deviations of 
spikes of the pollutants of interest into 
reagent water meet these performance 
standards. Where large numbers of 
parameters are being analyzed (see 
Exhibit 1 above), there is an increased 
chance that at least one parameter will 
fail for either average recovery or 
standard deviation limits based purely 
on chance. Where such failure occurs, 
the spiking and recoveries must be 
repeated, but only for the failed 
parameters. Repeated failure confinns a 
general problem with the analytical 
measurement system. When such failed 
recoveries are experienced the system is 
judged to be out-of-controI for the failed 
parameter. Thus, the results for the 
failed parameters in unspiked samples 
are suspect and cannot be reported to 
show regulatory compliance. 

The acceptance criteria for spikes inlo 
samples for each parameter were 
calculated to include both an allowance 
for error in prior measurement of the 
background and another allowance for 
error in prior measurement of spike 
concentrations. The calculation 
assumed a spike-to-background ratio of 
5 to 1. Thus such error will be accounted 
for to the extent the analysts* spike-to- 
background ratio approaches 5 to 1. In 
many cases this allows analysts a 
greater margin of error than should 
actually be expected. This is because 
the calculation assumes that two prior 
errors are cumulative, ignoring the 
degree to which they actually cancel 
each other out. 

Today’s final test procedures 
represent an effort to provide the 
maximum uniformity that is practical for 
a wide cross-section of classes of 
chemical compounds. They will be 
continually reevaluated for their general 
applicability to complex wastewater 
matrices. 

The substantive revisions made in the 
GC. HPLC. and GC/MS methods in 
response to comments are discussed in 
the public participation section of this 
preamble. Three of the most significant 
changes include: (1) Addition of a 
confirmatory column to Method 602; (2) 
deletion (from 613) of the gas 
chromatographic/electron capture (GC/ 
EC) test procedure for sc^’cening for 
2.3,7.8-TCDD, and (3) revision of 
Methods 613 and 625 to show that 
Method 625 may be used whenever 
screening for 2,3.7,8-TCDD is required. 
The full text of the approved GC. HPLC, 
and GC/MS test procedures are being 
printed in Appendix A of this regulalioa 

The GC. HPLC. and GC/MS test 
procedures are now cited in the 
regulations in the new Table IC, ’’List of 
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Approved Test Procedures for Non- 
Pesticide Organic Compounds,” and 
Table ID, ”List of Approved Test 
Procedures for Pesticides.” 

C ICP Test Procedure 

The ICP test procedure is cited in the 
regulation as an additional analytical 
option for trace metal analysis in the 
new Table IR “List of Approved 
inorganic Test Procedures.” 

The ICP test procedure. Method 200.7, 
has been changed only slightly from the 
version proposed on December 3,1979. 
EPA proposed that lithium and 
strontium be analyzed using the ICP test 
procedure, since these parameters could 
be analyzed using this method. Because 
EPA did not propose or develop 
accuracy or precision criteria for these 
parameters, EPA is finable to approve 
the ICP test procedure for them. EPA is 
considering the ICP and other 
alternative test procedures in a separate 
rulemaking. In light of additional 
information received in the public 
comments showing good recoveries for 
antimony and adequate recoveries for 
thallium by the proposed test procedure, 
both of these metals have been added to 
the scope of the ICP test procedure. Also 
in response to public comments the 
detection limit for silica has been 
doubled and the wavelengths of the 
metal are now given to the third 
decimaL In section 3 of the ICP test 
procedure a new definition for "Quality 
Control Sample” has been provided for 
clarification, and a new section on 
safety has been added to alert the 
analyst to the hazards of the toxic 
reagents and pollutants involved. Other 
revisions made in response to comments 
are discussed in the public participation 
section of this preamble. The full text of 


the ICP procedure is printed as 
Appendix C to this regulation. 

D. CBOlh Test Procedure 

The final test procedure for CBOIX is 
essentially the same as that proposed. 
See Section Ill-D, above. EPA’s 
proposed test procedure was taken from 
a draft Standard Methods test procedure 
for CBODs. 

The final method language is the same 
as the language now included in the 15th 
edition of Standard Methods, This has 
required minor changes from the 
wording of the proposal, but no 
substantive changes were required. 

E. Table II: Required Containers^ 
Preservation Techniques, and Holding 
Times 

Table U in Section 136.3(e] now 
restricts the materials of which sample 
containers can be made, and specifies 
the procedures by which samples are to 
be preserved. Table 11 also limits the 
maximum time for which samples may 
be held from the the time of sampling 
until they are analyzed. Table li has 
been restructured in this final regulation 
to correlate with the parameters in the 
new Tables lA, IB. IC, ID. and IE in 
Section 136.3(a). Table II allows cross- 
reference between the container, 
preservative, and holding times and the 
individual parameters in Tables lA. to 
IE. 

In response to comments, several 
changes were made in Table 11 of the 
final regulations for prescribed 
container materials, preservation 
requirements, and holding times of 
wastewater samples. Where supported 
by comments, changes were made 
primarily in holding times. In response 
to comments, EPA has adopted the 
requirement that some samples be 


analyzed immediately, to avoid sample 
degradation. This would be as soon as 
the sample is collected and labelled, 
generally within 15 minutes. Longer 
holding times are generally not 
appropriate where the sample may 
quickly degrade. However, a longer time 
period may be justified under the 
variance procedure. Exhibits 3 and 4. 
below, show that for organic compounds 
and pesticides, the holding times were 
generally extended from 30 days after 
extraction to 40 days after extraction. 
Changes were also made to enable a 
single sample to be used for analyses of 
extractable organics and of pesticides. 
This was a step towards the goal of 
uniformity, sought by EPA and by the 
commenters. 

Table II as promulgated also allows a 
variance to bolding times under 
S 136.3(e). Analysts may exceed the 
holding times if they have data on file to 
show that the specific types of samples 
are stable for a longer time and if they 
receive a variance from the Regional 
Administrator. 

No changes were made for container 
materials, preservation requirements, or 
holding times in final Table II from the 
proposed requirements for the biological 
parameters listed in Table lA. or the 
radiological parameters listed in Table 
IE. Changes which were made in Table 
II for inorganic parameters listed in 
Table IB. organic parameters listed in 
Table 1C, and pesticide parameters 
listed in Table ID are summarized in the 
following Exhibits 2, 3, and 4. of this 
preamble. Proposed and final container 
materials, preservation requirements, 
and holding times in Exhibits in 2,3. and 
4 are given only for the affected 
pollutant parameters in Tables IB, 1C 
and ID of the regulation. 


Exhibit 2.--Changes Made in Tabce 11 for Table IB Parameters 
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Exhibit 3.—Changes Made in Table II for Table IC Parameters 


Parafneter 


Requiraniom 


Change 


From (proposed) 


To (final) 


Chkyinated organic oompounda. 
Purgeabie aromattca.. 


Preservative^ 




Aaotoin and a crytondrlto.. 

Phenols » .... 

Benzidkie 

Phthaiate 

Nitrosaminea' 

PCSs _____ 

Nitroaromatica and tsophorone 

Polynudoar aromatic hydrocartxina * 

Kaioeihers •— 

Chlortriaied hydrocarbons 

TCOO* 


Holding time. 
Preservative... 


Preservative.. 

Preservative.. 

wWOnQ nnw 

Proservatrve.. 


3 deya.—---- 

KtSO* to 

pH <2 30 days after aRtraction.... 


NSbSiOi.— 

30 days after extraction.. 


30 days after aKtraction.. 


Preaervative.. 
HoHfSig time.. 


Ne,S,OB.-- 

30 days after extraction.. 
NaiS,0>. 


Holding tima.. 
Preservative.^ 
Hoking time.. 
Hokting time.. 
Preservative.. 


90 days after txtraction.. 


30 days after extraction.. 
30 da^ after extraction.. 
NteStOb.. 


Hokfing time. 


30 days ^ter extraction.. 
30 days after extraction.. 


Add: HO to pH<2. Samptes not receivvg 
pH treatment muat be enalyzod etlthin 7 
days. 

14 days. 

Deleted. 

40 days after extractiort 
Add: pH 2-7, H t, 2 -<lphenylhydrs 2 ir.<> a 
present, adiusl pH to 4.0±0JL 
Deleted 

40 days after extraction. 

Add: Store in darti. 

40 days after extraction, adjust pH 7-10 lor 
(fiphenytnitrosamine. 

Deleted. 

40 days after exiractioa 
D^ed. 

40 days after extractiorv 
Add: Store in dark. 

40 days after extracttoa 
40 da^ after extraction. 

Oeleled. 

40 days after extracttoa 
40 days after extractioa 


‘ The foRowkrg optional proaervatton may be used ivhen the asterisked categories are to be anaiysedte a single temple: cool to 4 'C add 0i)0«% NatSgOa. stora In dark, adjust pH 0.0-00. 
■ Oropf^ as a parameter—see Purge^ile Heiocefbons and Chlorinated Hydrocartxins. 


Exhibit 4.--Changes Made in Table 11 for Table ID Parameters 


Parameter 

Requirement 

Change 

From (propoeed) 

To (lirud) 

Pestickiofi * , ,, ,, ,, . , ■ 


NtjSOi T-T . . 

Deleted. 

Add: pH 5-8. 

40 days after extractxm. 


Hoktingtime- 

30 days after extraction.......-..............- 


* The loHowlng optional preservation may be used when the asterisked categories are to be analyzed In a single sample: coo* to a *0. add 0.008% NatS/!)». store In dark, adjust pH 6.0-00. 


F. Incorporation by Reference 

The analytical methods approved are 
lengthy and detailed. Many are readily 
available to the public. Thus, § 136.3(a) 
has been revised to show that the full 
texts of the test procedures taken from 
the various references in Tables lA, IB. 
IC, ID and IE are ''incorporated by 
reference" into the regulatory language 
of these Guidelines in accordance with 
the regulations of the Office of the 
Federal Register, and with the approval 
of the Director of the Office of the 
Federal Register. Methods which are not 
readily available are printed in full as 
appendices to this notice. 

As a convenience to the users, 

§ 136.3(b) has also been added. This 
cross-references Tables lA, IB, IC, ID. 
and IE and the parameters therein. It 
cites specific references, the sources 
from which they may be readily 
acquired, and indicates, where 
available, approximate costs of the 
references. 

The full texts of the test procedures 
cited are available for inspection only at 
the Office of the Federal Register 
Information Center, Room 8301.1100 L 
Street, NW., Washington, D.C Full texts 
of non-copyrighted and copyrighted test 
procedures are available from the 
sources indicated in { 136.3(b). 


To accommodate this new paragraph 
(b), paragraphs (b) and (c) in the existing 
regulation have been redesignated as 
paragraphs (c) and (d), respectively. 

V. Public Participation and Response to 
Most Significant Comments 

Two hundred and twenty letters, 
many with attachments of data and 
other information, were received in 
response to the Administrator's 
December 1979 request for comments. 
Ten additional letters were received In 
response to the reopened comment 
period in January 1981. Letters were 
received from industries, Federal and 
State agencies, industrial and trade 
associations, universities, testing 
laboratories, research institutes, 
engineering and consulting firms, local 
government agencies, standards and 
professional organizations, and from 
one private citizen. 

To facilitate analysis, comments 
within the letters were classified into 
three categories—^policy, technical, and 
general, and then into thirteen sub- 
categories. The comments were then 
reviewed by a technical group of EPA 
analytical experts and by an EPA policy 
review group. The record contains a 
response to the comments, organized on 
the basis of these subcategories. The 


final rulemaking today incorporates 
changes based upon this review. This 
section highlights significant and generic 
comments and EPA responses. 

In the following paragraphs of this 
section only issues of major concern will 
be discussed. Many lesser technical 
questions or minor issues which were 
raised are discussed in the "Response to 
Comments" document contained in the 
record. 

A, Ca HPLC, and GC/MS Test 
Procedures 

1. Policy on Applicability of Test 
Procedures 

EPA requested comments on the 
general applicability of the proposed 
methods. To present the best state-of- 
the-art test procedures for analyzing 
trace organic pollutants in industrial 
wastewaters, EPA specifically requested 
commenters to share their experiences 
and data relative to sensitivity, 
precision, accuracy, and detection limits 
of the proposed GC, HPLC. and GC/MS 
test procedures. 

Comment: Several commenters felt 
that the EPA should not publish some of 
these test procedures (specifically, the 
GC. HPLC. and the GC/MS) as 
regulations until they had been fully 
validated by multi-laboratory studies. 
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Response: No data or information 
were provided to the EPA in the 
comments that would permit revisions 
of the texts of the proposed test 
procedures to better represent the state- 
of-the-art, to enhance general 
applicability, or to preclude interference 
problems. Consequently. EPA believes 
these GC, HPLC, and GC/MS test 
procedures to be the best state-of-the-art 
lest procedures currently available for 
the analysis of wastewater discharges 
for the priority toxic organic pollutants. 

The multi-laboratory validation 
studies for Methods 601-602. 604-613, 

624. and 625 have been completed and 
support the general applicability of 
these test procedures to the analysis of 
treated wastewater effluents. Since the 
front-end chemistry of the GC/MS test 
procedures, i.e., sample preservation, 
bolding times, and purge and trap or 
methylene chloride extraction, are 
similar for the GC and the GC/MS test 
procedures, it would be expected that 
the precision and accuracy of these test 
procedures will be substantially the 
same over the concentration ranges 
which give linear detector responses. 

This has been substantiated by the 
validation studies. 

Comment: Several commenters felt 
that GC. HPLC. and GC/MS test 
procedures did not meet rigorous 
criteria, such as those of the consensus 
standards organizations, had not been 
precisely written, and did not meet the 
state-of-the-art. 

Response: The Agency recognizes that 
these teat procedures include some 
state-of-the-art techniques which have 
not been as widely used as the 
consensus methods which were 
approved and promulgated in 1973 and 
1976. But for Methods 601-602, 604-613. 
624,625. 1624. and 1625, method 
performance is now supported by the 
multi-laboratory validation studies. 

These 16 test procedures are now 
backed by data which meet criteria at 
least as rigorous as that employed by 
Bonsensua standards organizations. 

Only single-laboratory data are 
evailable for 4 parameters (2- 
chloroethylvinyl ether, 1,2- 
Dichloropropane. cis-1,3- 
Dichloropropene, and trans-1,3- 
Dichloropropene) in Method 601,2 
parameters (acrolein and acrylonitrile) 
in Method 603,1 parameter 
(Hexachlorocyclopentadiene) in Method 
612. and 5 parameters (Bromomethane. 
2-chIoroethylvinyl ether, 1,2- 
Dichloropropane. cis-1.3- 
fhchloropropene, and trans-1,3- 
dichloropropene) in Method 624. It was 
necessary to resort to single-laboratory 
testing due to the long-term instability of 
these parameters in the Youden pair 


samples used in the multi-laboratory 
validation studies. In many instances 
these single-laboratory evaluated test 
procedures have been more 
exhaustively tested for their 
applicability to industrial wastewaters 
than the currently approved test 
procedures in these guidelines which are 
cited from consensus sources. 

The procedures promulgated today, as 
written, most precisely define the 
current state-of-the-art for the analysis 
of trace organic compounds in 
wastewater discharges. No better 
methods are now available for general 
use. 

Comment' Several commenters said 
that these test procedures had not been 
demonstrated by the Agency to be 
generally applicable to all wastewater 
effluents. 

Response: These test procedures were 
developed by single laboratories to be 
applicable under various conditions of 
preservation and holding times, to 
samples taken from wastewaters which 
were shown in various surveys to have 
the compounds of interest. Their general 
applicability to multiple industrial 
wastewater effluents is now 
corroborated by the multi-laboratory 
validation studies, which specifically 
searched for matrix effects. In speciBc 
cases of interference, analysts may seek 
leave to use alternative procedures 
under 40 CFR 136.4. 

Comment: Several commenters 
suggested that these test procedures be 
issued as **interim test procedures" 
without regulatory impact within the 
limits of their analytical uncertainties. 

Response: This comment was made 
prior to the completion of the multi¬ 
laboratory validation studies. 

Acceptable performance for these 
methods is now verified for analysis of 
industrial wastewater effluents. 
Mandatory quality control within the 
text of the test procedures further 
strengthens their credible applicability 
to effluent analysis. When spike or 
surrogate recoveries are poor (do not 
fall within the acceptable performance 
levels for the parameters of concern), 
the method will not have produced data 
acceptable for NPDES reporting 
purposes such as permit applications 
and discharge monitoring reports 
demonstrating compliance. 

Comment: Several commenters felt 
that the test procedures should be 
continually reevaluated to ensure they 
are kept abreast of the state-of-the-art. 
They requested that the test procedures 
be re-submitted for comment and peer 
review after the 20-laboratory validation 
tests were completed. 

Response: The Agency decision to 
conduct the 20-laboratory validation 


studies was made in the spirit expressed 
by these commenters. The studies have 
been completed, and their results are 
incorporated in the revised texts of 
these test procedures. These results 
corroborate the general applicability of 
the validated test procedures to multiple 
wastewater effluents. EPA may amend 
40 CFR Part 136, if comments or future 
results of these studies suggest that this 
is necessary. EPA is accepting comment 
on the actual calculation of specific 
control limits. 

2. Flexibility and Analysts' Professional 
Judgment 

EPA requested commenters' 
experiences and opinions on the 
flexibility that should be incorporated 
within the GC. GC/MS, and HPLC 
procedures. Optimum flexibility would 
render the test procedures most 
generally applicable to industrial 
discharges, without seriously 
compromising data quality. 

After careful study, EPA has found 
most of the comments received in 
response to this request to have merit 
and has reacted positively to them. 

Comment: Several commenters 
requested that test procedures be 
revised to allow the analyst maximum 
leeway to exercise professional 
judgment to adapt the test procedures to 
the sample at hand. They felt that 
defining test procedures in terms of 
"good laboratory practices" and 
analytical criteria would allow the 
incorporation of technological advances 
not permitted In rigidly structured 
procedures. The commenters 
specifically requested flexibility in GC 
temperature programming and 
extraction solvent stripping procedures. 

Response: Where technically justified, 
the proposed test procedures have been 
relaxed to allow flexibility for analysts 
to exercise professional judgment. This 
flexibility is being incorporated within 
the text of the GC and HPLC procedures, 
in recognition of the rapid advances 
OGCuring in the state-of-the-art for 
packed and open tubular columns. A 
primary configuration of GC or HPLC 
components is described within the test 
procedure. However, to optimize the 
applicability of the chromatographic 
technique to analytical requirements 
unique to specific discharges, the 
analyst is allowed to use professional 
judgment in selecting packed or open 
tubular columns, operating temperature 
programs, carrier gas or solvent flow 
rates, and detectors. Analysts may also 
use their discretion in selecting cleanup 
procedures. EPA has also relaxed the 
strict protocol for sample extract 
concentration. In the proposed test 
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procedures, sample extracts were 
concentrated by means of a Kudema- 
Danish concentrator, which consists of a 
concentrator tube, an evaporative flask, 
and a Snyder column. Many studies 
comparing the Kudema-Danish 
concentration technique to a variety of 
others have provided no statistically 
conclusive support for the rigid protocol 
for most materials tested. Accordingly, 
within the scope of the GC, HPLC, and 
GC/MS test procedures, analysts are 
permitted some discretion in selection of 
concentration techniques. 

Comment' Other commenters said 
these analytical criteria for the test 
procedures should be in terms of 
mandatory verification and quality 
control procedures. 

Response: The EPA agrees. With the 
added flexibility in test procedures for 
analyst discretion, an added 
responsibility is borne by the analyst for 
mandatory quality control and 
validation procedures. These 
requirements have long been recognized 
as elements of good analytical 
laboratory practices. Accordingly, 
Methods 601-613, 624, and 625 now 
incorporate verification and quality 
control and the criteria for reportable 
analytical results for regulatory 
purposes. 

Comment: Many of the commenters 
were concerned with the costs 
associated with rigidly prescribed 
methods, especially where required use 
of several such methods would call for 
signihcant capital expenditures in highly 
specialized equipment. 

Response: The flexibility which has 
been incorporated into the test 
procedures is expected to encourage 
rapid incorporation of technical 
advances, and to allow the dischargers 
to select the most cost-effective 
analytical options when acquiring major 
analytical equipment. However, any 
modifications of Methods 601-613, 624, 
625,1624. and 1625, which are not 
expressly permitted in the text of the 
methods as given in Appendix A to this 
part, will be considered major 
modifications and must be approved as 
alternate test procedures under the 
provisions of S§ 136.4 and 136.5. 

Sample preservation and holding 
times have also been standardized to 
allow the same sample to be used for 
more than one method. This flexibility 
allows monitoring costs to be minimized 
and existing equipment to be fully 
utilized. Additionally, contract 
laboratory services are available when 
the analytical load of a discharger does 
not justify purchase of specialized 
analytical equipment (See cost 
discussion below). 


General Response to Comments on 
Flexibility and Analysts ' Professional 
Judgment: Flexibility is permitted only in 
discretionary elements of the 
chromatographic test procedures. 

Changes in non-discretionary elements 
of the test procedures are outside the 
scope of the flexibility provision. 

Change may be made only when 
conditions of analytical equivalency are 
demonstrated within the provisions of 
§§ 136.4 and 136.5 of this regulation. For 
all discretionary changes which analysis 
may make, their laboratory records 
should corroborate that the quality of 
the data generated meets all stated 
performance criteria of precision and 
accuracy. (See 40 CFR 122.21,122.41, 
122.44 and 403.12). 

3. Quality Control and Quality 
Assurance 

This issue is integrally related to the 
preceding discussion of allowable 
flexibility. The availability of rigorous 
quality control criteria is what allows 
the flexibility now built into the 
methods. Conversely, the allowance for 
modification based on professional 
judgment makes it essential that there 
be a procedure for assuring that those 
modifications do not undermine the 
quality of reported data. 

EPA proposed, within the test 
procedures, that method blanks should 
be processed each time a set of samples 
was to be extracted, or whenever there 
was a change in reagents. This was to 
safeguard against cl^onic laboratory 
contamination. EPA also proposed that 
standard quality assurance practices be 
used. The practices proposed included 
field replicates to validate the precision 
of the sampling technique, laboratory 
replicates to validate the precision of 
the analysis, and special (or fortified) 
samples to validate the accuracy of the 
analysis. If doubt existed in the 
identification of any peak in a gas 
chromatogram, the proposed quality 
assurance required a confirmation by 
use of a technique such as MS. In 
addition. Appendix Ill of the proposal 
required an intensive quality control 
plan for the GC/MS test procedures. The 
Agency requested comments on the 
proposed levels of quality assurance/ 
quality control (QA/QC) and on any 
additional levels that should be 
specified in the test procedures or left to 
the discretion of the analyst. 

Comments: Most commenters, 
including several large industrial 
associations, restricted their comments 
to the operational details of the 
suggested programs, thus implying 
acceptance of the concept of the 
mandatory quality control procedures. 


Others specifically urged adoption of 
such procedures. 

Some commenters addressed the issue 
of appropriate costs and number of 
samples that should be analyzed for 
continuing QA/QC. One corporation 
suggested that 10%-20% of cost was 
reasonable, with one control sample for 
10 samples analyzed. A trade 
association stated the QA/QC should 
not exceed 20% of the analytical costs. 
Another corporation suggested 10% 
spiked samples and duplicate analysis 
of all purgeable samples. A permitting 
authority suggested that 159^20% QA/ 
QC was reasonable. 

Some commenters specified that 
mandatory QC should be an integral 
part of all of the proposed organic test 
procedures. There were no objections to 
the required analysis of four spiked 
reagent water samples, as proposed in 
Appendix III. 

Response: The comments have 
confirmed EPA’s belief that a 
reasonable level of mandatory quality 
assurance should be incorporated in all 
of the test procedures for organic 
priority pollutants to assure that data of 
known and acceptable quality are 
produced. 

The analyst must demonstrate correct 
use of the method, reagents, and 
equipment before analyzing samples. 
Users of Methods 601-613. 624, 625, 1624, 
and 1625 must demonstrate their ability 
to generate data of acceptable quality 
by analyzing four spiked aliquots of 
reagent water containing each 
parameter of interest, and meeting 
performance specifications based upon 
the multiple-laboratory methods studies 
completed by the Agency. For a limited 
number of parameters discussed earlier, 
the performance specifications are 
based upon other laboratory test data. 
Reagent water is used to ensure that 
there are no matrix effects in this 
preliminary test. 

On-going quality assurance for 
Methods 601-612 consists of mandatory 
spiking of 10% of all samples (spiking 
with the compounds being measured) 
and comparing the degree and precision 
of spike recovery with the test 
procedure criteria established in the 
multiple-laboratory methods studies. 
This will lead to a QA/QC cost in the 
range of 10% of the analytical costs. For 
Method 613, samples must be spiked 
with isotopically labeled 2 , 3 , 7 , 8 -TCDD 
internal standards. For Methods 624 and 
625 the requirement is for a 5% 
mandatory spiking of samples. See 
Section IV B above. 

Users of these methods are required 
to spike all samples with surrogates. 
These QA/QC procedures are 
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essentially the same as those proposed 
except that criteria are now specified in 
more detail and specific control limits 
are based upon multiple-laboratory 
studies* If the recovery of any parameter 
falls outside the control limits, the 
laboratory performance for that 
parameter is inconsistent with control, 
and the analytical results for that 
parameter in the unspiked sample are 
suspect and may not be reported for 
regulatory compliance purposes. 

If the performance criteria for the GC, 
HPLC, and GC/MS test procedures 
which have been reprinted in full text in 
Appendix A of this part cannot be 
attained in a specific wastewater 
matrix, the analyst may consult the 
Director of EPA’s Environmental 
Monitoring and Support Laboratoi^ in 
Cincinnati, Ohio, for technical 
assistance. If the method must be 
modified beyond its allowable flexibility 
to meet the performance criteria, the 
procedures of S 136.4(b) are available. 

Although these requirements for 
quality assurance and control are 
minimum EPA standards, analysts are 
expected to perform significantly better 
in almost all cases. They are also 
encouraged to participate in additional 
performance testing to assure continued 
analytical proficiency. 

B. ICP Method 

EPA proposed the ICP instrumental 
test procedure as an alternative to the 
approved test procedures for elemental 
analysis (such as the AA and 
colorimetric test procedures). In 
particular, comments were solicited on 
the general applicability of the ICP test 
procedure to industrial discharges. 

Comment' Some epmmenters thought 
that the detection limits given in the test 
procedures were unrealistic. They 
suggested that industrial samples would 
need to be concentrated before such 
limits could be achieved. 

Response: The detection limits given 
In Table 1 of the ICP test procedure 
'were taken from an EPA publication 
(EPA-600/4-'79-017, “Inductively 
Coupled Plasma—Atomic Emission 
Spectroscopy —Prominent Lines*’). These 
detection limits are intended as guides 
for instrumental limits and are published 
for informational purposes. The method 
performance in terms of precision and 
accuracy were determined at different 
concentrations of analytes in distilled 
Wer in a multi-laboratory test. These 
are reported in Table 4 in the ICP test 
procedure and are the performance 
standards which are required by section 
12 of the test procedure for instrument 
Quality assurance. 

Comment: Some commenters thought 
foat the ICP test procedure was not 


equivalent to the AA test procedure, and 
especially to the furnace AA test 
procedure. 

Response: The approved furnace AA 
test procedure can be used to measure 
concentrations lower than the ICP 
technique can measure. Data filed with 
the EPA show the equivalency of the 
AA and ICP test procedures across the 
concentration ranges that are common 
to the two procedures. The common 
ranges include the concentrations which 
are of regulatory concern. These 
comparisons were made over a number 
of industrial discharges and a broad 
concentration range. 

Comment' Several commenters asked 
for the approval of the direct current 
plasma (DCP) atomic emission 
spectrometric method as equivalent to 
the ICP and AA test procedures, and 
requested its inclusion in Table IB as an 
approved test procedure for elemental 
analysis. 

Response: EPA did not have data to 
show the applicability of the DCP 
technique to wastewater analysis and 
accordingly did not propose it as an 
alternate test procedure for elemental 
analysis. Data showing applicability to 
wastewaters were not made available 
by the commenters. although data were 
presented to show the applicability of 
DCP to sample matrices other than 
wastewater. Because of this incomplete 
data base. EPA was unable to include 
DCP in the list of approved test 
procedures. 

Recently, a DCP manufacturer has 
provided such data to EPA for approval 
thorugh the equivalency provisions of 
§§ 136.4 and 136.5. and EPA is currently 
considering approval of the DCP test 
procedure for the analysis of trace 
elements in wastewater. 

Comment' Several commenters had 
difficulty understanding the guidance 
given for background corrections and for 
high dissolved solids (salt buildup) 
interferences. 

Response: When using the ICP 
procedure it is important to make 
background corrections. The analyst 
must determine and incorporate into the 
analysis the valid correction factors for 
spectral interferences caused by high 
dissolved solids concentrations. Section 
2.1 of the ICP test procedure has been 
revised to make this clear. Additional 
guidance has also been given to correct 
for salt buildup at the tip of the 
nebulizer. 

Comment' Some commenters thought 
that the suggested combinations of 
elements in stock solutions were 
ambiguous. 

Response: The mixed standard 
solutions suggested by the EPA in the 
test procedure were found to be 


compatible mixtures. Other 
combinations may be used within the 
scope of the test procedure, as long as 
precipitations and other chemical 
reactions do not occur. The test 
procedure text has been revised to make 
this clear. 

Comment: Some commenters felt that 
other wavelengths of light which were 
also emitted in the characteristic 
spectrum of the element should be 
permitted. 

Response: Other wavelengths may be 
used when those given in the test 
procedure are obscured. In using them, 
the analyst must demonstrate that they 
are free from interfering wavelengths or 
that interference results can be 
corrected. 

Comment: Several commenters 
presented data and suggested that 
antimony and thallium should be 
included within the scope of the ICP test 
procedure. 

Response: Antimony and thallium are 
priority pollutants and the EPA agrees 
they should be included within the 
scope of the ICP test procedure since the 
submitted data show these metals can 
be recovered In excess of 90% from 
spiked samples using the ICP test 
procedure. 

Comment' Several commenters 
requested sources from which verified 
outside samples could be obtained. 

Response: Verified outside check 
samples are necessary for testing the 
analytical system' Upon request, the 
Director of EPA’s Environmental 
Monitoring and Support Laboratory in 
Cincinnati. Ohio, wdl either supply such 
samples or provide information on 
where quality control check samples can 
be obtained. 

Comment Several commenters found 
errors in the tables of reference 
wavelengths. 

Response: Suggested corrections of 
errors in the tables and various other 
parts of the ICP test procedure text have 
been made. 

Comment Several commenters 
questioned the estimated costs for 
analyses made by the ICP test 
procedure, relative to other approved 
test procedures. 

Response: Cost estimates for analysis 
by the ICP test procedure were given 
only as general comparisons with the 
costs of the other alternate test 
procedures in Table IB, which are still 
approved for trace metal analyses. The 
analyst may exercise professional 
judgment in selection of the approved 
alternate test procedure from Table IB 
which best meets his analytical needs. If 
the ICP instrument system is available 
to the analyst, it may well be the most 
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cost-effective approved alternate test 
procedure, especially if large numbers of 
samples containing several of the ICP- 
approved metals are to be analyzed. 
Otherwise, the AA or one of the other 
approved alternate test procedures may 
prove to be more cost-effective. The 
estimates given for the ICP analyses are 
average contract charges experienced 
by the EPA for multi-element analyses 
of large lots of samples. 

C, (CBOEk) Method 

The Agency proposed the CDOO5 test 
procedure in response to requests from 
environmental analysis laboratories to 
measure the carbonaceous BOD of 
wastewater without the complications 
caused by the nitrogenous oxygen 
demand. 

Comments: EPA requested comments 
and additional data on the control of 
nitrification in BOD measurements. 
Many letters were received, several 
accompanied by extensive test data. A 
majority of the letters expressed 
corifusion over the use of the CBODb 
versus the traditional 5-day BOD test. 
None of the commenters questioned the 
test procedure. 

Response: The CBODs method 
(Parameter No. 14, Table IB) is being 
added to the list of approved 
measurements. This method is new. and 
should not to be confused with the 
traditional 5-day BOD test which is 
listed in Table IB as Parameter No. 9. 
The nitrogen inhibitor is not a 
procedural option, rather CBOD 5 must 
be designated as the pollutant or 
effluent limitation that is measured to 
report the CBOIX parameter. 

A discharger whose permit requires 
reporting the traditional 5-day 
biochemical oxygen demand (Parameter 
No. 9. Table IB) may not use a nitrogen 
inhibitor in the procedure for reporting 
results. Only when a discharger’s permit 
explicitly states that CBOD5 is the 
parameter whose monitoring is required 
may the permittee report data using the 
CBOD5 nitrogen inhibited analytical 
method. 

D, Table II: Required Containers, 
Preservation, and Holding Times 

EPA proposed mandatory 
preservation techniques, container 
materials, and holding times for 
industrial wastewater samples. It also 
proposed a mechanism by which a 
permit holder or analytical laboratory 
could obtain a variance from these 
requirements if justified by data. The 
permittee or analyst was also limited to 
shorter holding periods, if this was 
necessary to maintain sample stability. 
In the proposed guidelines, these were 
paragraph 136.3(d) and footnote 4 to 


Table II. These provisions are now 
contained in paragraph 136.3(e) and 
footnote 3 of Table II. 

Comment: Some commenters thought 
that Table 11 was too detailed and 
should not be included in the text of the 
regulation. They suggested that EPA 
make it available under a separate 
cover. 

Response: The EPA disagrees. EPA 
continues to believe that the integrity of 
the sample is critical to the quality of 
monitoring data. It is best presented and 
publicized as a requirement through 
inclusion in the regulation. 

Comment: Several commenters felt 
that preservation techniques, holding 
times, and container materials should be 
presented as recommendations only. 
They thought the diversity of 
wastewater samples and sampling 
requirements could best be judged by 
the professional taking the sample. 

Response: EPA agrees that the 
judgment of the professional taking the 
sample is critical to the integrity of the 
sample. However, after the sample is 
taken, sample integrity is maintained 
and verified only by control of container 
materials, preservation procedures, and 
holding times. Only with verifiable 
sample integrity can analytical data be 
correlated to the sample source. EPA’s 
evaluation of NPDES monitoring 
practices has conHimed that inadequate 
sample preservation and failure to 
observe recommended holding times are 
major analytical problem areas. For 
these reasons EPA has included Table II 
in the mandatory text of this regulation. 

Comment: Other commenters said that 
there should be more standardization of 
the container, holding time, and 
preservation requirements between 
parameters in order to minimize the 
number of samples that needed to be 
taken. 

Response: EPA agrees that this is 
desirable. It is, however, secondary to 
quality assurance. Table II requirements 
have now been standardized to a 
significant degree. This minimizes the 
number of preserved samples that need 
to be taken. 

Comment: Several commenters felt 
that there were stable wastewater 
sample types that would not require 
adherence to the mandatory 
requirements of Table II. 

Response: When a permit applicant 
knows that Table II requirements do not 
apply to his wastewater—and he has 
data to substantiate this conclusion— 
the variance provisions of paragraph 
136.3(e) and footnote 3 of Table II allow 
less stringent requirements to prevail. 
Such variances must be obtained from 
the Regional Administrator under these 
provisions. 


General Response: Many commenters 
provided data or information relating to 
specific requirements of Table II. The 
changes made in Table II in response to 
these comments were summarized 
earlier in Exhibits 2, 3, and 4 in section 
4(e) of this preamble. 

E. Cost Estimates for Methods 

EPA is concerned with the costs of 
analyses required by the new 
regulations, because of their overall 
importance to programs under the Clean 
Water Act. In the December 3.1979. 
Federal Register, the Agency solicited 
comments on these costs and listed 
EPA’s typical costs for Carbonaceous 
BOD. ICP. GC, HPLC, and the GC/MS 
analyses. 

Comments: Several comments from 
the public addressed issues such as the 
high cost of routine analysis, the 
appropriateness of the figures presented 
by EPA, and the variations in cost 
experienced, depending upon lot size, 
throughput, and complexity of the 
analyses performed. Nearly all of the 
comments received were directed 
toward organic analyses and the related 
requirements for capital equipment. 
Several comments also seemed to rely 
on the erroneous assumption that the 
proposed methods would require 
separate samples for each procedure. 

Response: EPA noted a wide range of 
unit costs cited, based largely on 
volume. These regulations do not require 
that each permittee perform its own 
analyses. When the small volume of 
analytical loads makes unit costs less 
economical, the permittee may use 
commercial laboratories, where 
analytical work loads can be 
maintained at levels which optimize 
costs. 


Exhibit 5.—EPA Current Expenditures fop 
Water and Wastewater Analysis for 
Priority Pollutants 


Cost 


113 Organic Compounds by GC/MS (Includes 

field & lebortUxy blanks) .........— 

Each RapNcata Sample for 114 Organics by GC/ 

. ,, ., ,,,, , , . ■ 

Each Pnority Pollutant Spiked Sampla for 114 
Organics by GC/MS (with data calcuiations) —... 
13 Elemental Compounds by AA-Flame or Flame- 

less .---- 

ICP-^ to 21 Selected Elements..- ... 

Cyamda. EPA Staxxiard Methocl—Cyanide Amend¬ 
able to (>lorinatk)n or Free Cyanide -- 

Asbestos (transmission electron microscope anal¬ 
ysis) --- 

(3C (Average of costs for methods 601-612) .— 


>$600.00 

•600.00 

>660.00 

•130.00 

•30.00 

>4i0 

•332.00 

• 100.00 


•Based upon actual prices per sample offered to IN 
Agency for 200-sample bid lots. . 

•Based upon actual prices offered to the Agency for /so 
ICP and 6500 AA sample bid lots. ^ 

•Based upon actual prices offered per sample to int 

Agency lor 250>sample bid lots. _^ 

•Based upon actual prices per sample for 5400 samp^ 
(900 volatile. 4500 semi-volatile). averaged tor three con¬ 
tracts with the Agency. 
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The Agency has compiled the data 
presented in Exhibit 5 from actual 
(lowest) contract bids, obtained through 
a competitive bidding process. As 
shown in the footnotes, they were based 
upon lots of speciBc sizes and on sample 
throughputs of approximately 200 
samples per month for GC/MS and 
transmisdon electron microscope (for 
asbestos), and 100 per month for 
elemental analyses. The table costs 
were construct^ on the basis of survey 
analysis. Permittees may expect 
somewhat lower costs if they are only 
analyzing for certain specific 
parameters. 

A commenter making a commercial 
quotation places the cost of a quality 
assured analysis of the 111 currently 
designated organic toxic pollutants at 
$500 per sample. However, comparison 
of the Agency’s and other commenters' 
cost data has generally been impossible, 
since the Agency has not known the 
factors on which the various 
commenters’ cost estimates were based. 

The Agency has estimated analytical 
costs in other regulations which 
implement various NPDES monitoring 
requirements of the Clean Water Act. 
Analytical costs were estimated in the 
preambles of the Consolidated Permits 
Regulations (45 FR 33290, May 19,1980) 
and fsiPDES Regulations (44 FR 34408. 

|une 14* 1979), which are consistent with 
the estimates given in Exhibit 5. 

Analytical cost estimates consistent 
with those given above have also been 
included in promulgations of effluent 
limitations guidelines and pretreatment 
ilandards for individual industrial 
categories. 

While EPA agrees with many 
commenters that less costly procedures 
would be highly desirable, the proposed 
methods appear to be the most cost- 
effective currently available. These cost 
estimates include 4 spiked reagent water 
analyses and 10% spiked sample 
analyses. Ongoing research by this 
Agency and others should produce less 
expensive approaches that, with testing, 
will prove equivalent or better, 
especially for analyzing trace organic 
toxic polfutants in industrial and 
municipal wastewater. 

To encourage development of new. 
improved* and less costly analytical 
technolo^es, the Agency, by 
establishing the Equivalency Program 
(see § 136.4 and 136.5), has provided a 
mechanism for their rapid approval and 
'^se of new procedures. 

^^blication of Full Texts of Test 
^^ocedures 

Comments: Several commenters 
^ught that it was inappropriate for the 
^A to publish the full texts of test 


procedures within these guidelines. 

They felt that the Agency, had reversed 
its past policy to “incorporate test 
procedures by reference” into these 
regulations. 

Response: When test procedures are 
readily available from other sources, 
EPA incorporate them by reference. 
However, test procedures for routine 
analysis of trace organic pollutants, with 
the exception of a few pesticidal organic 
chemicals, were unavailable to meet the 
analytical requirements for controlling 
priority organic pollutants. EPA 
developed the proposed test procedures 
through a high-priority research effort. 
For the convenience of the public and to 
facilitate timely comment, ^A 
published the full texts of the draft 
procedures in the preamble of the 
proposed regulation. In order to continue 
the convenience, and to ensure that the 
final methods^are as widely distributed 
as the proposed methods, EPA is 
including, as an appendix to this 
amendment, the full text of the 
approved* Agency developed, test 
procedures for analysis of the priority 
pollutants. It is possible that in the 
future full text of these test procedures 
will become available from other 
sources. 

In general, the text of approved test 
procedures will not be published in the 
Federal Register when they are readily 
available from other sources. EPA will 
continue to “incorporate approved test 
procedures by reference” in these 
guidelines as it has in the past. Methods 
are clearly incorporated by reference in 
§ 136.3(a) and a new § 136.3(b) has been 
added to clearly identify the sources of 
these references. This should resolve the 
commenter's concerns. 

G. Consistency of Analytical Methods 
Approved Under Different Acts 

Comments: Several commenters were 
concerned that CPA was requiring the 
regulated community to use two 
different test procedures for analyzing 
similar or identical compounds, one set 
under the Safe Drinking Water Act and 
another in these Cuidelines under the 
Clean Water Act. They concluded that 
the cost of compliance with these 
various requirements unduly burdened 
the “rate payer” by what appeared to be 
duplication. 

Response: EPA makes every effort to 
ensure that the analytical methods 
prescribed under its regulations are 
proliferated only when necessary. 
Regulations issued under different Acts 
are applicable to the matrices defined 
by those Acts. Where analytical 
methods are prescribed In these 
regulations, consideration must be given 
to the concentration ranges that must be 


measured and the interferents to be 
expected. 

Interferents may be unique to a matrix 
or may be common to several matrices 
covered by these Acts and regulations. 
Whenever possible, within the 
information and data available to the 
Agency, the same methods are approved 
for measuring the same parameters in 
the different matrices. There are many 
instances where this is not possible. For 
example, for drinking water analyses 
both a purge and trap procedure 
(Method 501.1) and an alternate solvent 
extracbon procedure (Method 501.2) are 
approved for the analysis of the 
trihalomethanes (THM). In drinking 
water, interferents for TOM analysis are 
minimal. If the drinking water extracbon 
procedure were applied to wastewater 
samples for the purgeable compounds, 
extracts which result would present 
much more formidable analytical 
problems than would have been the 
case if the purge and trap procedure had 
been used. Therefore* it is not possible 
to approve the drinking water THM test 
procedures for the analysis of TOMs 
and related purgeable pollutants in 
wastewater samples. On the other hand. 
Method 601 can easily be used for 
analysis of TOMs in drinking water. 

VI. Regulatory Analyses 

(a) Under Executive Order 12291, EPA 
must judge whether a regulation is 
“major” and therefore subject to the 
requirement of a “Regulatory Impact 
Analysis.” This regulation is not major 
for the following reasons: (1) It only 
prescribes analytical methods and 
sample handling requirements that 
ensure a uniform measure of pollutants 
across all wastewater dischaiges within 
minimum acceptance criteria. It does not 
require that analyses actually be made. 
The purpose is to ensure that the quality 
of environmental monitoring data meets 
certain minimum standards. 

(2) The impact of this regulation will 
be far less than $100 million. 

(a) The regulation affects unit 
monitoring costs for other regulatory 
programs, e.g., effluent guidelines 
regulations and the implementation 
regulations of the National Pollutant 
Discharge Elimination System (NPDES). 
and the pretreatment programs. 
However, it does not impose those costs. 
In fact the monitoring costs for other 
programs are considered in each other 
rule-making. This is appropriate because 
total (rather than unit) monitoring costs 
are determined by the monitoring 
provisions of those other regulations. 

(b) This regulation has deliberately 
provided approval of several analytical 
options for most compounds. This often 
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allows NPDES permittees to select the 
option that is best suited to their 
particular monitoring requirements and 
that will minimize their monitoring 
costs. In addition, the approval of the 
CBOD5 analysis will facilitate 
modification of CWA permits to allow 
treatment works and their control 
authorities to focus on the best measure 
of oxygen demand, thereby achieving 
treatment economies that will reduce 
costs of treatment significantly. 

(c) Further, through the equivalency 
provisions, these test procedure 
guidelines have been designed to 
encourage the development of 
innovative analytical methods by the 
private sector and to encourage the 
competitive viability of the instrument 
manufacturing industry. The 
equivalency provision also allows 
individual ^schargers to gain approval 
of analytical systems of their own 
design that may futher reduce their total 
monitoring costs. 

(3) The impact of compliance with 
these regulations will not be 
concentrated on any particular sectors 
of American industry. 

This regulation was submitted to the 
Office of Management and Budget 
(OMB) for review as required by 
Executive Order 12291. Any comments 
from OMB to EPA and any EPA 
response to those comments will be 
available for public Inspection at the 
Public Information Reference Unit, 

Room M2904 (EPA Library—Rear), TM- 
213, Environmental Protection Agency, 
401 M Street, SW., Washington, D.C. 
20460, Phone: (202) 382-5926. Office 
Hours 8:00 a.m. to 4:30 p.ra. 

(b) Under the Regulatory Flexibility 
Act. 5 U.S.C. 801 et seq., EPA is required 
to determine whether a regulation will 
signihcantly affect a substantial number 
of small entities so as to require a 
regulatory analysis. The regulation 
requires no new reports beyond those 
already now required. The analytical 
techniques approved here either can be 
handled by small facilities, or are 
widely available by contract at a 
reasonable price. Therefore, in 
accordance with 5 U.S.C. 605(b). I 
hereby certify that this rule will not 
have a significant adverse economic 
impact on a substantial number of small 
facilities. 

(c) The equivalency information 
provision in this rule has been submitted 
for approval to the Office of 
Management and Budget (OMB) under 
the Paperwork Reduction Act of 1980, 44 
U.S.C. 3501 et seq. It is not effective until 
OMB approves it and a technical 
amendment to that effect will be 
published in the Federal Register. 


Vll. Effective Dates 

The effective date of this rule is 
January 22,1985 for all methods except 
the method for CBOD5. This date, 90 
days hence, was chosen to allow 
analysts sufficient time to learn of the 
new methods and to implement the 
necessary changes in laboratory 
practices. After january 24,1985, data 
reported to EPA must be generated 
using the methods approved under 40 
CFR Part 136, including these methods 
added by today's amendment 

An effective date of 30 days, 

November 26,1984, was chosen for using 
the method for CBOD5. This is the only 
method for a new parameter. Treatment 
works and permitting authorities are 
eager to begin measurement and 
analysis for this new parameter because 
it may result in achieving treatment 
economies and reduce costs 
significantly. Although data reported to 
permitting authorities or EPA on this 
parameter must be generated using this 
method after 30 days, there is no 
requirement that any treatment works 
monitor for this parameter or use the 
new method until a treatment works 
applies for and receives a permit 
modification. Permits may be modified 
after EPA's amendment to the secondary 
treatment rule is effective. The amended 
secondary treatment rule should be 
effective before or on the same day that 
today’s rule approving the CBODj 
method is effective. There is no reason 
why EPA should postpone the effective 
date of this rule for more than 30 days 
and possibly delay use of this method 
and parameter for persons whose permit 
can be changed quickly. 

The Director of the Federal Register 
has approved all materials which are 
"incorporated by reference" in the text 
of the regulation to be incorporated. 
They are incorporated by reference on 
the effective dates given above. 

List of Subjects in 40 CFR Part 136 

Water Pollution Control; 

Incorporation by reference. 

Dated: September 26,1984. 

William D. Ruckelshaus, 

Administrator. 

Regulation 

For the reasons set out in the 
Preamble. Part 136, Chapter 1, 
Subchapter D of Title 40, Code of 
Federal Regulations, is amended as set 
forth below. Only new provisions are 
being promulgated at this time; 
unchanged provisions are reprinted for 
the purpose of clarity. 

1. The authority citation for Part 136 is 
revised to read as follows: 


Authority: Sections 301, 304(h). 307 and 
601(a), Pub. L. 95-217, 91 Stat. 1560, et seq. (33 
U.S.C. 1251, et seq.) (the Federal Water 
Pollution Control Act Amendments of 1972 ai 
amended by the Clean Water Act of 1977), 

2. In paragraphs 136.1 (a) and (c), 
reference to the Federal Water f^llution 
Control Act Amendments of 1972 
(FWPCA) is replaced by reference to the 
Clean Water Act of 1977, and 
applicability under paragraph 136.1(a) is 
extended to Parts 122-125 of Title 40. As 
revised, paragraphs (a) and (c) of $ 136.1 
read as follows: 

g 136.1 Applicability. 

• « • • * 

(a) An application submitted to the 
Administrator, or to a State having an 
approved NPDES program for a permit 
under i 402 of the Clean Water Act of 
1977, as amended (CWA). and/or to 
reports required to be submitted under 
NPDES permits or other requests for 
quantitative or qualitative effluent data 
under Parts 122 to 125 of Title 40, and, 

• • • • * 

(c) Certifications issued by States 
pursuant to g 401 of the CWA, as 
amended. 

3. In g 136.2, paragraph (a) is revised 
to reference the Clean Water Act of 
1977, and paragraphs (f), (g), and (h) are 
removed, and a new paragraph (f) is 
added defining "Detection limit," and 
paragraphs (g) and (h) are reserved, as 
follows; 

g 136.2 Definitions. 

As used in this part, the term: 

(a) "Act" rtieans the Clean Water Act 
of 1977, Pub. L. 95-217. 91 Stat. 1566, el 
seq. (33 U.S.C. 1251 et seq.) (The Federal 
Water Pollution Control Act 
Amendments of 1972 as amended by tkfi 
Clean Water Act of 1977). 

• • • • * 

(f) "Detection limit" means the 
minimum concentration of an analyte 
(substance) that can be measured and 
reported with a 99% confidence that the 
analyte concentration is greater than 
zero as determined by the procedure set 
forth at Appendix B of this Part. 

(g) (Reserved.) 

(h) (Reserved.) 

4. In g 136.3, Table I is restructured 
into five new tables by transferring tb« 
biological parameters formerly 
designated as parameters 4, 5,6,7 and 8 
to new Table LA, entitled "List of 
Approved Biological Test Procedures, 
by adding an additional EPA reference 
to the approved test procedures, and by 
updating the references to Standard 
Methods and USGS: by transfering the 
inorganic parameters formerly 
designated as parameters 1-3,10-13,1^ 
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93.96-98, and 104-115 to new Table IB. 
entitled “List of Approved Inorganic 
Test Procedures* *’, adding two new 
inorganic parameters. Carbonaceous 
Biochemical Oxygen Demand (CBODr) 
and Nitrate-Nitrite, including an 
additional test procedure based upon 
the inductively coupled plasma 
technique in Table IB for 25 of the metal 
parameter designations, by including 10 
methods approved under the 
equivalency provisions of §§ 13a4(d) 
and 136.5(e), and updating references to 
EPA, Standard Methods, ASTM. AOAC 
and uses test procedures: by deleting 


former parameter 14 (Chlorinated 
organic compounds) and by entering the 
individual chlorinated organic 
compounds into new Table IC. entitled. 
‘*List of Approved Test Procedures for 
Non-Pesticide Organic Compounds", 
transferring old parameters 9 
(Benzidine) and 94 (Pentachlorophenol) 
to Table 1C, by including the 78 
additional proposed non-pesticidal 
organic parameters and by adding 17 
new test procedures in Table IC; by 
deleting former parameter 95 
(Pesticides) and by entering the 68 
individual pesticides into new Table ID, 


entitled “List of Approved Test 
Procedures for Pesticides”, by including 
the 2 additional proposed pesticide 
parameters, and the two new test 
procedures in Table ID; and by 
transferring the former radiological 
parameters 99-103 to new Table IE, 
entitled '*Approved Radiological Test 
Procedures”, adding an EPA reference to 
the approved test procedures, and 
updating the Standard Methods. ASTM 
and uses references. As revised. Table 
I reads as follows: 

4136.3 Identification of Test Procedures. 


Table ia.—List of Approved Biological Test Procedures 


Paiamtlar and unN» 


Method* 


EPA* 


Rsfaranca (Method Number or Page) 


Standard 
Methods iSth 
Ed. 


ASTM 


USGS 


V CoMorm (fecal) number per 100 ml,. 


MPN. S tube. 3 dButioni; or. membrar)e finer (MF) \ single siep.. 


I Conform (fecal) « pre se nce of chkyine number per 100 ml.., 
3, CoMorm (total, number per 100 ml___ 


MPN. 5 tube. 3 dMion. 
MPN. 5 tube. 


4. CoMorm (total) in pretence of chlorlr^e. rnanber per l(X) nd.... 
5i Fecal streptococci, number per 100 ml__ 


MPN. 5 tube. 
MPN. 5 Ube. 


3 ettubon; or. MF < single step or two step... 

dhitlor^ or MF * with enne hm eni_ 

3 dOution; MF *: or. plate count.. 


p. 132 
p. 124.... 

pi 132_ 

p. 114.... 
p. 106.... 
p 114.... 
p. 111.-. 

p 139... 
p. 136... 
p. 143 


90OC. 

9O0C 


908C. 


906A.. 

906A. 


906A..„_ 

909 (A4-A5c).. 
9tOA_ 


8-0050-77 

8-0025-77. 


9108.. 

910C.. 


.... B005S-77.* 


Table lA Notes 

• The method most be speerfied when resuffs are reported 

«EPA.«»/8-78C17. U S. EnviroomentaJ Proteebon Agency. 

Book^cSSor A4 .’i977^ ^ Arwiysit of Aquabc Bloloolcal and Microbiological Semples, D.S. Geologicai Survey. Techniques ol Water-Resourcea lovesbgsbons, 

^^^045^ membrane Mier or other pore aize cerbfied by the mamrfacbrtr to hilly retain organisms to be culbvated and free of estreefaWes which could irrterfore with thee growth and 

•Approved only If dissolubon of the KF Streptococcus Agar (Section 5.1. USGS Method 8-0055-77) le mede in e boihng water bath to avoid scorchinQ of the medmm 

Table iB.—List of Approved Inorganic Test Procedures 


Parameter. unHa. and method 


EPA 1979 


Reference (method No. or page) 


Standard methods 15th 
Ed. 


ASTM 


USGS* 


Other 


1 Acafty. as CaCOi. mgA- Electrometh c arm poM 
or phenotphdialain end poinL 
^/j*4linily, as CuCOt, mg/L Electrometnc or color- 


3051. 


Titrabon to pH 4.5. mmel. 
Or automated.. 


1 AhimifKim-Tolal • mg/L Digesbon » followed if 

AA direci aspirabon....... 

AA furnace...... 

•f^Ajcbvely coupled plasma 


310.1.. 

310.2. 


202 . 1 .. 

202 . 2 .. 


Or colorimetrte (Ertochrome cyanine R) 

* Ammonia (as N), mg/L Manual d te bH a bo n * (at 
pH 9.5): 

Followed by 


i^^wiertzabon.., 

Titratton..._ 

E‘«:trode.. 


350.2... 


Automated phenafe, of............ 

Automated electrode_____ 

1 Antimony—Total *. mg/L Olgestioo • followed by: 

AA dNect aspirabon. 

AA furnace, or 


350Z.. 

3502.. . 

3503.. 


350.1.. 


loductNely coupled plasma.. 
4 Aisenio-Total •. mg/L 

O^Sosbon » followed by_ 

Hydride. 


204.1. 

204.Z„ 


AA fumaca.. 

JjAictively coupled plaama 

O. colorimetrte (SOOC)_ 

®JPuf»>-Total •. mg/L Dtgesbon* followed 
AA diraci asprabon 
AA furnace, or 


tnjkictivaly coupled plaarn^_ 

Total •. mg/L Digesbon » foOdwad 

AA direct asptrabnn .. , , __ 

AA furnace. 


206.5.. 
206 3.. 

206.2.. . 


206.4... 


208.1,- 

2082... 


402(4 d)..- 


403... 


01067-70(E).. 


01067(8)- 


I-1030-78- 

1-2030-78.. 


P. 546,* 


303C.. 


304.. 


3068., 


1-3051-78- 


Method 200.7 « 


417A.. 

4178.. 

4170.. 


01428-79(A)._ 


4t7F.. 


01428-79(0) 

01426-79<q).. 


303A.. 
304. 


303E„ 


304- 


02972-78(8).. 


3078- 


02972-7e<A) . 


1-3520-78.. 


P 553.* 


1-4523-78. 


Method 200.7 « 


1-3062-78- 


303C„ 

304-.. 


1-3060-78- 

1-3084.78- 


Mathod 200.7.« 


Method 200.7« 


210 . 1 .... 

2102...., 


303C.. 
304J! 


03845-78... 


1-3095-78- 
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Table ib.—Ust of Approved Inorganic Test Procedures— Continued 



Reference (method No. or page) 

Parameter. unMa. wl method 

EPA 1979 

Standard methods I51h 
Ed. 

ASTM 

USGS» 

Other 

cQupled . .. 





Method 200.7.-* 

Or ookximetnc takirNrtnn). 


3096 



9. Biochemtcal oxygen demar^ (BOD,), mg/U 

Winkler (Azide morfficetinn)__ 

405.1... 

307 


UISTA-TA .... 

P. 17* 

Or atocirode method.... 





P. 648.* 

10. Bororv-Total, mg/L 

Coiodmatte (curttmin) or.-. . 

212.3_, , , ■ _ 

4rua 


1-3112-78_....__ 

Indocttvely coupled pla*ma.,..-,„,,„,„ . 





Method 200.7.* 

11. Bromide, mg/L Utrimetric 

12. (Cadmium—Total *. mg/L DIgeelion* toftoemd 
by; 

AA (flred aapiratton. . . 

3201.. 


D124B-77(C)__ 

U1123-7R .. . .. „ 

P. S44.** 

213 A... 

303A (V 303fl 

03557-76 (A or 0)_ 

1-3133-78 tw L3l36-7a — 

Pg. 567.* 

P. 37.* 

AA hjmer>« .... 

213 2 

304 



Inductkmiy coupled pieefna. 





Method 200.7.* 

Voltametry* or...,..„ „ 



03^'78(C).... 


Colorimat^ (OUNzooe).. ... .. 


310H.,., 




13. Caidum—Total • mg/L CMgeslion* loaoered by: 
Atomic abeoqition.... .. 

215.1_ _ 

303A 

0611-77(0 .. . _ 

13152-78_ 


(ndudively coupled plasma. 





Mdhod 200.7.* 

Or PDTA IHraliM) ../.. .. . 

21R2 

311C_ __ .. 

0511-77(0)_...._ 


14. Carbonaceoua Biochemical oxygen demand 


B07(3.aA)... 




(C80CX). mg/L WInkier (A 2 ide modKicadon) or 
electrode method with ralrification inhibitor. 

'3. Chemical oxygen demand (COO). mg/L 

THrimelric colorimetric........... 

410 t. 


50AA. .... 

D1252-78... 

L3560-78_ 

P. 550* wid 

Manual or.^. 

410.2,,, .r .. 



1-3562-78.. ....... 

P. 17* «id 


4105),,_ _ . _ 



1-3561-78 _ .. 

(*•) 

Automated. . 

4104 




ISpectrophotometrk...—.. 





(*») 

16. Okxide. mg/L 

'ntrimaldc (aikMr nitrate) or . 


407A... _ 

0512-67(8)... . 

1-1183-78.........._ 

Mercuric nitrate... 

3253. 

4070_ _ 

n3i2^7(A). . 

1-1184-78... 

P 654.* 

Colorimetfic (lerTicyanide) manaal tw ... 



nA12J)7(f} 

1-1187-78 .. ... 

Automated, .., , ,. 

323 1 nr 3252. 

407n 


U21R7.7A , , 


17. Oilodne—Total residual, mg/L 
T1trimetric«anipQrQnfw>irtc ••.„ 

330.1... 

403r. 

ni?53-^A) 



Starch end poM .. . _,.. 

330 2... 

SOAR 




lodometric or...................... ——_........ 

330.3____ 

40AA 

ni25V7«(n) 



OPCU^AS... 

330.4.... 

anon 




Spectrophotometric. DPD; or. .... 

330 3. 

40IIF . 




Flactrrxia. .. ... 





(-) 

18. Chromium VI diesolved, mg/L 0.45 ndcron filtra¬ 
tion with; 

Extraction and atomic absorption, or_ 

ColoiimeMc (Diphflnylcarhazkle). 

213 4 . ^ ... 

3n3A 


l_l232-7« ,. 




i-i23f>-7a. . , ,. 


'9- Chromium—Total •. mg/L 

Digeetion > (optionai exlracdon) followed by_ 

AA dkecl aaplratinn. 

210.3...1. 





218.1.. ......_ . 

303A or 303a .... 

piiiA7l77(n) . 

1-3236-78..... 

P. 657 ■ 

AA lurnaoo...—...^_, 

216.2__ 

304...„. 



ktducttvely ooupled plaanta 





Method 200.7* 

Or coiorimelhc (Diphenylcaetiazide)......___ 


^119A 

0t687-77(A)~ 


20. Ckibalt—Total*. mg/L Digestion* foHowed by: 
AA direct aapjratWm.... 

219.1...__ 

303A or 3038_... 

03556-77 (A or B)_ 

1-3240-78 tw U323fi-7a.... 

P. 37.* 

AA furnace, or.___ 

210 2 

304 



Inductively coupled piaama— . 





Method 200 7 * 

21. Color, platxtum (}obaft unite or dominant wave¬ 
length hua, hjmirumce. purity: 

C^olodmeldc, ADMI... 

110.1 _____ 

2n4n 



(«, 

Ptabnum cobalt; or._____ _ _.... 

110.2_____ 

204A 


f-1250-78_ 

Spectrophotometric __...._........ 

110 3... 

204B . 




22. Coppar-Totai*. mg/L Digestion* foMowed by; 
AA dked aspiration..... 

2201...,, 

303A or 3030_..... 

01686-77 (0 Of E)...... 

U3271-7a (V 1-3270-78 

P. 557* and P. 37.* 

AA fumana.,,,, , . 

220 2 

304 




Inductively ooupiad pMrna .. 





Method 200.7.* 

Colonmemc (Neocuproine).... .. 


3130 

OlAAA.77(A) - ,, . 


BioinchorWMta.. . 






23. Cyanide—rota! mg/L 

Maryjci d»atillAhon with MgC4,... 

3332. 

4120 .. 



Fallowed hy titranatric... 

333 2.,. 

4l2fi. 



P. 22.* 

Marxiai or....,. 

335.2___ 

412C___1 

02(?30.7S(A) 


Automated *• spectmphotomatric.. 

335.3_ 

4120. . 

02036-75(A).____ 

1-3300-78.... 


24. Cyanida amenable to chlodnalton, mg/L Manual 
ckatillatton with MgCV Foltowed by tHrimetnc. 
manual or automated ** apactrophotornetric. 

25. Fluoride—Total. mg/L 

Manual dfaitillAtinn •.. 

333 1 

412F.... 

02036-75^_ . 








Followed by manual or . 

340 2 

4138.. . ... 

nii70_72(n) 



AirtnmMtAd alortmrWk .. ... . 




1-4327-78 .. 


SPAONS... . „ 

340 1.. 

413C__ __ 

Oll7ft-72(A) ____ 



Or automated onmplavona .,. . . 

340 3 . ., 

413F 




26. Gold—Total*. mg/L Oigeatton* toUowed by: 
AA (fired aapiration................. 

231.1_ 

303A... 




Or AA furnace................ 

231.2..... 

.w ,. 




27. Hardness—Total as CaCob, mg/L 

Automated color imatnc...... 

130.1....,___ 





EDTA titration... 

130.2-.,. 

Tue 3IZ ''■‘I’ZS. 

01126^7(0)_; 



IndurliiMly cnuplad plasma 



Method 200.7.* 

O atomic absorption faum.. . 

213.1-f... . 

303A_ 


1-3153-78-1-... 

of Ca and Mg aa their respective caibonatea) 

242.1. .. . ... 



1-3440-78 
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Table IB.—List of Approved Inorganic Test Proceoores—C ontinued 


Parameter, unita, and method 

Reference (method No. or page) 

EPA 1978 

Standard methods 15lh 
Ed. 

ASTM 

USG8> 

21 Hydrogen ion (pH), pH unite: 

Electromelrtc _ _ 

1M1 

499 

01293-76(A) or 01293- 
78(B). 

L.15AA-7A 

MMnaurameme; or eutomAtArf Aiecnodt. 




21 mdiunv-Totai*. mg/L OigeeOon® Mowed by; 
AA direct aepiration_ ... 

2351 ... 

303A 



O AA fumeoe_ 

235^ . - .. 

304 . 



20. Iron—Total ®, mg/L 

Digesttan* Mowed by.. —. 


a03A fw 303R 

ni06ft-77 


AA dKTKit e*p^***^ 

236.1 ... 

.3036 

(C or 0) 

1-3381-76 ——__ 

AA Ameoe. 

MRP .. 

304 



inductively coupled plesme. 





Or colortmetric (PhenanthroMna).. ..... 


31.56., 

mORIU77(A) 

...... ** 

31 KjeideM nrtrogerwTotal (as N), mg/L 

Digestion and dtslHIetion.. 

351 A,. 

420A 6 



FoMowed by IHration.. _ 

351.3.. _ 

4170 ___ . 

n350O-77 


r*ess{eftMtton or..__ 

351 a_ 

4176 



Boctrode .... .... .. 

361.3.... 

417F 



AutcmeMd phenMa...._ 

3511.. 



^ 455^^ Ts 

Senv-automMed block digestor........._ 

3512.. 




CV potentiomelrie - , . 

3514. 




12. Lead—Total®, mg/L Digestion® Mowed by: 
AA dkectaipIrMon... _ ... . 

239,1... . 

303Aor3038 - 

m55A.76 (A rw 6) 

1-3399-76 

AA hjmice~__ 

239.2.... 

304.. .. 



inductively coupled plasma. . _ 





VoRamaby® or. .. 



nfl55a-7R(f^ 


Cotortmalfic (Dittwone).., 


3166_ 



S3l Magnesium-Total *, mg/L Digestion • Mowed 
by 

Atomic snenrpenn.... 

2421. 

303A_ ___ 

n511.77(6) 

1-3447-76 

inductively coupled plAAmii..... . 





Or grBvfrnaMe..... . 


3166 

n511.77(A) 


31. Magnneee Total ®. mg/L Olgeslion ® Mowed 
by 

AA direol aspiration. 

243.1_ , _ 

303A or 3038.... 

136.56-77 (6 fv r) 

1-3454-76 

AAfumefie . .... 

243.2. 

304 . 



Inductively coupled pleeme . 





Or cotoftmelhc (Persutfale) .. 


3106 

n65A.77(A) 


Pwiodele. . . , 





Si Mercury—Total ®, mg/L 

Ckki vaoor. manual or . 

245 1 

303P... 

n3993-70 

1-3462-76 

Automated . 

245 2. 




SI Mc/)tdenum—Total®. mg/L Digestion* M 
towed by; 

AA dreci aspiralion - - 

246.1. .. 

3ft3r. 


t.34QrV.76 

AA lumaoa. or . 

2432........ , 

304 



inductively coupled plaama .. 





17 Mckel—Total ®. mg/L Digestion ® Mowed by. 
AA direci aspiration ..... .............. 

2491.. „ , 

303A or 3038...._ _ , 

01666-77 (C or 0)_ 

U340a-76 , 

AA tumaoe ... 

249 2 

304 


inductively coupled plasma ...,,. , . 





Or coMmelrie (HepirtitlmA) 


3216 



38. Mtrale (as N), mg/L 

Brucans sulfate, or_.............. _ 

352.1... .. 


nnQ9-7i 


NftiUe-nrtrbe N minus NUiite N_ _ 

Sea parameters 38 and 

40. 

353.3 

See parameters 39 and 

40. 

4i6r. 



38^ NmahMyirlla (as N), mg/L 

Cadmium rarkjctinn meniial 

40. 

03867-79(8) 

pWiWWfv mno 

40. 

Or automaied: or.. . ... 

353 2-.. 

41AF 

03867-79(6)... . 

M54S-76___ 

Aulomeled hydraTina .. 

353.1.... 



^ Nknte (as N). mg/L 

Scectrophotomeaic, manual Of_ _ 

354 1 

419__ 

m 954-67 


Automated IDiazotanhon) . 




M540-79 

<i. Ol and grease—TouU recoverable. mg/L GravL 
hstoc (estraction). 

•2. Organic carton—Tola! (TOC). mg/L Combustion 
oroodalion. 

^ Organic nitrogen (as N). mg/L Total K)eldehl N 
■*ke ammonia N. 

M. Omophosphele (as P). mg/L Ascorbic add 
*a8»od. autonwted 

Or manual single reagent or....._ 

4131.- 

5^ . 



415 1 .. 

505 . . 

02579-78(A) or 02579- 


See pefameters 31 and 4 . 

365 1.. 

42QA... 

78(B). 

D3S8Q-77 minus 01426- 

See parameters 31 and 4 . 

U460t-76 

424/3 

79(A). 

?MA9 

424F _ _ 

11515.76(4) 


Slanud two reagent . . 

385.3., 




Oervurn-Total ®. mg/L Digestion ® Mowed by. 
^ cfced aspiration, or... .. „ _ 

252.1 .. 

3Q3n. . 



AA lumefie,,,,. 

2A2 2 

304 



Oxygen, dissolved. mg/L 

(Azide modification) _ 

360 2 

4216 

01B89 60(i*) - _ _ _ 

1-15/5-76 

Or piectrode - . 

360 1 

421P j 


1-1576-78 ...................... 

<M>iitadum-Total®. mg/L Digestion® loHowed 
^ rfbect aspiration _ 

253 1 




AA fumsM .,. 

253.2 ..... . 




Phande, mg/L 

dsbtetion _ 

4201. . 


ni 763-70 (A rv 6) 


^^obowed by manual ..................._ _ _ 

420 1 ... 




Or automated *® colorimetric (4AAP) _ 

420.2 - .. . . . 




*® ^^'oephorua (elemenlal). mg/L CSaa^iquid chro* 
"^ograpby. 










Other 




P. 557.> 
Method 200.7.« 

(H, 

P. 552,* 


P. 567.» 
Method 200.7.« 

P. 557.* 
Method 200.7.« 

P. 557.* 

Method 200.7.« 
P. 564* 

18. 

P. 559.* 

Method 200.7.« 

Method 200.7.* 

P. 584.* 

P. 2S.» 


18. 

P. 551 • and P. 4.*® 
PP. 5S2-53,* 

P. 581.® 


P. 550.® 

P. 827,®® 
P. S28.®® 

26. 

26. 


21. 
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Table IB.—List of Approved Inorganic Test Procedures— Continued 



Reference (method No. or page) 

Parameter, units, and method 

EPA 1979 

Standard methods I5th 
Ed. 

ASTM 

uses* 

Othsf 

50. Phosphorus—Total. mg/L 


424C (III).-.. 



P. 561.* 


365 2 or 365 3 __ 

424F.. 

n515.7R(A).. . 




365.1. 

4240 „.. 


M600-7e . .. 


Rectoctioo; or aemi^omated block digestor- 

51. Ptatinum—Total •. mg/L Digestion ■ foKowed by. 

3664 



M603-78_ 


1 

3n3A 




Or AA furiw^ 

?^? 

30A ... 




52. Potassium—Total■. mg/L Digestion* followed 
by 

1 

3034 


1-3630-78 _ 

P. 560.* 






Method 200.7.* 



3226 

ni426L64(A) , . 



53. Residue—total. mg/L Oravimethc, 103-105*0_ 

54. Residue—filterable. mg/L Gravimetric. 100*0_ 

55. Residue—nonfWterable. (TSS), mg/L QravL 
metric. 103-105*0 post washing of residue. 

56 Residue-settleeble. mg/L Volumstric (Imhoff 
oor>e) or gravimetric. 

1603 



U3750.7A . 


160 1 

2006 


1-1750-78.. . 


160.2 .-.-.. 

2000 


1-3765-78_ 


160 6 

209F 




160 A 

209E .. 


1-3753-78____ 


58. Rhodium—Total*, mg/L Digestion* followed 
by 

9A5 1 






267.2... __ 

304 . 




59. Rutheniun>—Total *. mg/L Digestion * foftowed 
by 

AA tftpkAfiOn . 

367 1 

303A . . . 




Or AA furruk^ 

267,2. _ . _ 

304. . 




60. Selenium—Total * mg/L Digestion * followed by 

AA a«nenr^ 

270.2._ ... _.... . 

304 . 









Method 200.7.* 

Or hydride....... 

270 3 

3n3P 

D3656-T9__ 

I-M7-78_ 


61. Saice-Dissolved. mg/L 0.45 micron fiilration: 
Followed by manual or , 1 , 1 . 1 ,,.i... 

370.1 

425C......_,,,.. 

n 6 »IUM{ 6 ) 

1-1700-78_...._ 


Automated cotorimetilc (Molybdosilicate). or.......... 




1-2700-78 _ 


Inductrv^ coupled piasma ....... 





Method 200.7.* 

62. Silvsr—Total*« mg/L Digestion* followed by 
AA direct sspi«etky>.. ..... 

2721 

303A rv 3036 


1-3720-78_ 

P. 557 • and p. 37.* 

/U^ furnace, or .. 

272-1_ 

304 , , , ,, . 



lnrtiirlnM«ty miipbMl plftwna 





Method 20a7.* 

63. Sodiom—Total *. mg/L Digestion * followed by 

Atnnw? ah«nrptinn. 

273.1...... 

3034 


l-373«U78. 

J 

P. 561.* 

IndurthMly plMtn* 





Method 200.7 * 

Or ttama phntnnMrric... 



0l426.ita(A) , 


64. Specific conductance, mhos/cm: Wheatstone 
bridge. 

65. Sulfate (as SO*), mg/L 

Automated methyfthymol bfoe.i. . ■ 

120 . 1 ......_ 

205_ 

pi 1^77(4)... 

1-1780-78.....™_ 

P. 547.* 

376 2 



1-2822-78...._ 

OrevimAtric, qr..,. 

375.3............. , ,,, , 

426A or 4268 .- , __ 

r>51fU6A{A). 


PP. 562-63 * 

Turbidimetric_ 

a76A..... 

426C._ 

P 6 i 6 - 88 (R).-. 


66 . Soltide (as S). mg/L 

Tltrimetnc (iodtoe) or........................._............_ 

376 1 . 

427D,.«_......... 


1-3840-78_ 


Cokximet/ic (methylene blue)..... 

376.2_ 

4270 



67. Sulfite (as SO*). mg/L THrimetric (iodine kxfate)... 
66 . Surfactants, mg/L Colorimetric (methyiarta blue).. 
69. Temperature, *C.: TharmomAtne .... 

377 1 

4266 

m33ft_76{n) .. 



425.1____ 

512A.__ 

n26-^iOUt6(A).. .. 



170.1,_ 

213 . , ., ,. . 



(■•). 

70. ThalNum—Total.* mg/L Digestion * fotiowrfo by 
AA direct aapirahnn ......, 

279.1_ 

303A« ..... _ .. 



AA himii£ft, or ,.^ . 

279.2— ___ 

304__ 




InriitrtiwAty plA«f¥iA 





Method 200.7 * 

71. Tin—Total.* mg/L Digestion ■ followed by 

AA direct aspiration or.. 

262.1..... 

3ft3A , 


1-3850-78_ 


AA furnace.,.. 

2622 

304 . 




72. Titanium—Total,* mg/L Digestion * foltowed by 
AA direct aspiration or.. 

283.1.. 

3030 .. . 




AA htfriAce.,.,.......... 

263 2 

304. 




73. Turbidity, NTU: Nsphelomeirfc_ 

180.1........ 

214A..- 

ni660.71 , 

1^3860-78__ 


74. Vanadtum—Total.* mg/L Digestion* followed 
by: 

AA direct aspirelion.. 






2661 . 

3030 .„ . ,, 




AA lumane ...... 

2662 

.304 ,, . 




InrtijctivAly cnuplerf pbMima . 





E 

1 

i 

Or cninhmAlric (OaUir ackQ..., 



qsstsIts.-. 



75. Zino—Total.* mg/L Digestion* followed by 
AA direct aspiratiortb_____ 

266.1.,. 

303A or 3038..—_ 

01691-77(0)_ 

1-3900-78___ 

P. 557.* 

AA furnace.,.... 

289-2..,... 

304. .„-n 

01691-77(0).... 


P. 37 * 

Inductively coijpled plaame. 





Method 200.7.* 

Or colorimetric (Zirrcoo)..r,, 





S4 






-- 


laoiv ID ^ 

* “Methods for Analysis of inorganic Substances in Water and FKMal Sedimants.** U S. Department of the Interior. U.S. Geotoglcai Survey. Open FOe Report 7&-679. or “Methods W 
Determination of Inorgantc Substances in Water and Fluvial Sedimenls.“ N.W. SKougstad. #/ Bt. U.S. Geological Surv^. Techniques of Water-Resourcea Investigation. Book 5. Chapter Ai. 

■ “Offlctal Methods of Analysis of the Association of Official Analytical Chamista” methods manual. 13th ed. (1M0). 

• For the determination of total metals the sample is not filtered before processing. A digestion procedure is requi^ to solubUize suspended miterial and to destroy possibie organic^r^ 
complexes. Tieo digestion procedures are given In '^Methods tor Chemicai ArUlysis of Water and Wastes, 1079.** 0ns (J 4.1.3), is a vigorous digestion using nitric acid. A less vigorous digwjj 
using nttric and hydrocholoric acids (§ 4.1,4) is preferred: however, the analyst should be cautkmed that this mikJ dig^ion may not suffice for aH sampw types. Particutarly. If s ootorimiTO 
procedure it to be employed. K is necessary to ensure that an organo-metaHic borxto be broken so that the mefol « in a reactive state. In those sitoation^ the vigorous digestion Is 
prefened making certain that at no time does the sample go to drynesa. S amp le a cont a ining large amounts of organic materials would also benefit by this vigorous (igestioa Use o» ” 
graphite furnace technique, inductively oouplod plasma, as wall at osterminations for certain elemento such as arsenic, the noble metals, mercury, selenium, end titanium require a mocvea 
digestion and in al cases the method write^ should be consulted tor apecifk: irtttructiorta and/or cautions. 
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I Atomic EmMon Spectromethc Method for Trooo Element Analysis of Water and Wastes,** is given at Appervix C of this Part 


If proceAjre for tfrect aspirabon or graphite furnace atomic absorption analysts included in one of die other approved references is (ffferent than the above, the EPA 

procedure must oe used. 

Tf** P®®* through a 0.45 micron membrane Utter. Foftonwng fittrafon of the sample, the referenced procedure for total rnetais must 
be loli oeea Samj^ of WWs {^dtssoh^ ^ digestion of the original sample solution for total metals may be omitted for AA (direct asp^tton or graphite furnace) and 

analyses provided die sample has a low 000 and the filtrate meets the folloviring criteria: 

(a) Is visibly transparent 

(b) Has no perceptible odor, and 

(ci Is free of particulate or suwended matter follov^ acidification. 

I The full text of Method 200./, "Inductively Coupled Ptasma Atomic 
136. 

• ^ comperabillty data on representative effluent samples are on company file to show that this praAmtnanr disttlalion step la nof necessary, however, 

inanual AsWlation wM be retted to resolve arty controversies. ^ ^ 

^‘^*0^*®** Electrode Method. Industrial Method Number 379-75WE, dated February 19. 1976, Technlcon AutoAnalyzer II. Tachnicon industrial Systems, Tarrytown, New Yorti 

biochei^ demand (CBOO») must not ba confused with the traditiona} BOO, test which measures •‘total BOO". The addition of die r^triflcallon Inhibitor la nof a 

CBOa pafamoter. A diachargar whose permit requires rsporling the traditionei C80CX may not use a nitrification inhibitor In the procedure 
” specIficaHy statesCBCXX is required can the permittee report data obtained using the nKrificalion inhiiitor. 

• Amerfcan NationsI Stan^ on Photographic Processing Effluents. Apr. Z 1975. Available from ANSI. 1430 Broedway. New VorK NY 10018. 

• The use of normal and differeotial pulse voltage ramps to increase sensitivity and resolution is acceptable. 

. . Oemand. Method 0000. Hach Handbook of Water Am^sls. 1979, Hach Chemical Company. P O. Box 389, Lovetend, Colorado 60537 

J>»«'ography Irrtorrxat^ Corporation. 512 West Loop. P.O. Box 2980. Coliege Station. Tmtas 77840. 

*■ The beck tHration method sM be used to resold controvwsy. 

»• Nalionel Council of the Paper Industry for Air and Stream ImprovemenL Inc.. Technical Bulletin 253, December 1971. 

Mach Handbook of Water Analysis. 1979, Hach Chemical Company. P.O. Box 389. Lovelend, Colorado 00537. 
rnafH^ dtetiHati^ is compleled. the auto-enalyzer mamtokte in EPA Methods 335.03 (Cyanide) or 420i (phenols) are simplified by corviecting the re-aample line dkectty to the 
the manifold s^p shown In Method 335, the buffer 6.2 should be replaced with the buffer 7.6 fouodin Method 336.^ ^ ^ 

1069 * Automated Electrode Method. Industrial Method Number 378-75WA, October 1976. Technlcon Auto-Analyzer II. Technioon Industrial Syslems. T^rytown, New York 

II ®?0?- 389. Lovelar^ Colorado 80537. 

.... n - . ^ ^ - ........ 1 and 2-117. Hach Chemical Company, Loveland. Colorado 80537. 

Water-Resources tovesboattone. Book 5, Chapter A3, p.4 (1972). 
Journal of Chromatography. Vol. 47. No 3. pp 421-426. 1970. 



tame manoar. For levels of silver below 1 mg/L the reoommendedmethod is satisfactory. 

® ‘^•*®' TamparaturaJnfloential Factors. Field Measurement and Data Presentatioa" U.& Geological Survey. Techniques of Water-Resoi^ces 

iTNesbgationt, Book 1. Chapter 01.1975. ' 

I Handbook of Water Analysis. 1979, pages 2-231 and 2-333, Hach Chemical Con»any. Loveland, Colorado 60637. 

Approved and CHed by the Unked States Environmental Protectioo Agency. ' Supplement to toe Rlteenfh EdHion oH Standant Methodt /of tha Bxammation 

9 Warn ana Wastewater ( 19eT}. 

••The apprr^ method is Ihet cil^ to Stori^ Methoda 4x tha Examination oi Water and Wastewater. I4ih Edition. The cotortmetnc rsectton Is conducted at a pH of 10.0 ± 0.2. The 
ippr&red mothoda are given on pp. 576-61 of the 14lh Edition: Method 610A tor (fetiUatioa Method 610B for the manual colorimetric procedure, or Mett^ StOC for the mariuai 
tooctrophocofiMnc procedure. 

• ORION Research Instruction Manual, Residuel Olorine Electfoos Model 97-70. 1977. Onon Research Incorporated, 840 Memorial Drive. Conbridge. Massachueetta 02138 

Table IC.—List of Approved Test Procedures for Non-Pesticide Organic Compounds 


EPA Method Number * ’ 


GC 


QC/MS 


HPLC 


Other 


610 

610 

603 

603 

610 

602 


610 

610 

610 

610 

610 


601 

601 

601 


606 

611 

611 

606 

601 

601 

601 

611 

601 

604 

601.602 

601 

601 

601 

601 

612 

604 

611 

610 

610 

601 

602. 612 

602, 612 

602.612 

601 

601 

601 

601 

601 

804 

601 

601 

601 

606 


625, 1625 
625. 1625 
‘624. 1624 
•624. 1624 
625. 1625 
62A 1624 
•625. 1025 
625, 1626 
625* 1625 
625. 1625 
625. 1625 
625, 1625 


610 

610 


610 

”‘605 

610 

610 

610 

610 

610 


Note 3. p. 1; 


Note 3. p 130; 
Note 6. p. 
S10^ 


626. 1625 
62S. 1625 
825. 1625 
625. 1625 
624. 1624 
624. 1624 

624. 1624 

625. 1625 

624. 1624 

625. 1625 
624. 1624 
624. 1624 
624. 1624 
624. 1624 

624. 1624 

625. 1625 
625, 1625 
625. 162$ 
625, 1625 
625, 1625 

624. 1624 
624, 625. 162$ 
624, 625. 1625 

625. 1624. 1625 

625. 1625 


Note 3. p 130: 
Note 3. p 130; 

Note 3. p 130; 


610 

6t0 


605 


624. 1624 
624. 1624 
624. 1624 

624. 1624 

625. 1625 
624. 1624 
624. 1624 

624. 1624 

625. 1625 


1 Acenaphthent... 

2 Aceoaphthyleo# 
1 Acrolein....^, 

4 Acrytonitifie, 

I Anthracene, 
t Benzene 


Parameter' 


T. Benzidtoe,... 

• Ber 2 o(a)anthraoene^ 


• 0 en 2 o(a)pyrene_ 

10 . B«vtzo<blflimniihene 
ft. BenroighDperytone.. 
12 6 onzo<k)fluorantfiane 
tX Benzyl Chloride_ 


U. Benzyl Butyl Phthalate . 
Bi5i(i>-chtoroelhoxy) methane 

'0 Bis(2-chioa)elhyl) ether_ 

9«-2-ethytieKyl) phthalate... 

Brornodichtofomethene_ 

IX Bfomolorm... 

20. BrcMDomethene_ 

2’ ^'Bromophenytphenyt ether. 

22 Carbon tetrachionde._...... 

a K^^tofo-s-mathyi p henol 

XI. Cworobemene—.^..-^..__ 

25 CWoroethaot, 


^ 2 Chioroethyfvtoyl ether.. 
27. Chloroform......... 

2X Dikxomelhant.. 


2 2-ChJoronaphlhalene_ 

«. 2-ChiorophiMiQl...... 

2 4^'iorophenylphenyl ether, 
3X Chrysene 


D«t«enzo(a,h)aiithfacene_ 

2 ‘^'^'^Tvjchlorometheoe...... 

2 Oichloroben*ene. 

2 ’ 3 '^ohjofobenzene_ 

J CHchtorobenaene_ 

* 3^ CXchtorobenzWtoe_ 

5 iKxodifluoromethane.... 

2 Oichlonoelhane_ 

'-2 Dktoloroelhafie.. 

J ^ ’ CHchloroethene. 

kans-t.2-Dichlofoethene.... 

^‘2 Dichi o ropfopane.. 

J ®^T3-Dichlof0propene 
M !l**'''3-Dlcfik)reproper»e,. 
^ tttohyi phthalate__ 
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Table IC.—List of Appftoveo Test Procedures for Non-Pesticide Organic Compounds— Continued 


Parameter' 

EPA Method Number ’ 


QC 

QC/MS 

HPLC 

Otnar 

49. 2,4-OlmethytprMinDi...... 

804 

625. 1625 



50 Oimethyf pht^late -.r.„ ., ...r-...rr_r.... 

606 

625. 1625 



51 . . ..... 

606 

625, 1625 

. .. 


52. Dkvodyf phthiu«t« .,.-.-.. .titt.. 

606 

625, 1625 



53. 2,4-f)i"b»nfhwwl....-.-. 

604 

625, 1625 



54. 2j44)Mhininlii«M _ . ............... 

609 

625, 1625 



55 ?.W>nitrotohiene -.,...... 

609 

625. 1625 





Note 3. p 130; 
Note 6, p. 
8102. 


602 

624, 1624 


58, pk<tranftiArM . .........,,.-.r-. 

610 

625, 1825 

J’lo’ 



610 

625, 1625 

610 



612 

625, 1625 



ai. HevecMoirobutadient ,.. 

612 

625, 1625 




612 

’625, 1625 




612 

625, 1625 



84 ld^xKli2b9*cd)pyfene ......... 

610 

625. 1625 

610 



609 

625, 1625 



68 ISAthylanA nh|rtnrfak , , .....-. 

601 

624, 1624 


Note 3, p. 130; 

«7 y Mep^ . . . . ....... 

604 

625, 1625 


68. Naphthalene.... 

610 

625, 1625 




609 

625, 1625 



70 9.Nitmprwinni ........ 

604 

625, 1625 



71. 4>Nilrnpharknl . . .. .. ...... 

604 

625. 1625 



70 , j n ,i i . . . 

607 

625, 1625 



7a N.NHm«ir>rk.n.pfinpyfarninA .... 

607 

•625, 1625 




607 

’625. 1625 



75 9,9.«wyhiaf1-rhkvnprnpariA) . ... 

611 

625, 1625 



7ft iam. 1 ft 1 ft ... 

608 

625 

.. 

Note 3. p. 43; 
Note 3. p 43; 

77 Pf».199V.„..,.. .-.MM ....,...-.-. -.-.-J 

606 

625 


7ft PTA-iaao ,, . .... 

608 

625 


Note 3, p. 43; 

7Q. PrR.1949 ., ,, . 

608 

625 

... ,, 

Note 3. p 43; 

ftr> prs«.i948 

606 

625 


Note 3. p. 43; 

Ai pm.ixu . 

608 

625 


Note 3, p 43; 
Note 3, p 43; 

ftp pnR.i9ftn . .. ,,,, ...,..,_______ 

608 

625 



604 

625, 1625 


Note 3. p 140; 

a* A --- — — 

610 

625, 1625 

610 


604 

625, 1625 



88 Pyrana..,.. ___, ,....j 

610 

625. 1825 





*613 



88. i.i,2,?Teirachiotoe(hene./--..r....-.....-..... 

601 

624, 1624 


Note 3. p 130; 


601 

624, 1624 


Note 3. p 130; 


602 

624. 1624 


91. 1,2,4'Trichk>roben2ene........................, 

612 

625, 1625 


Note 3. p 130: 

92. 1,1.l-TrlflhliMoeeiene...........- 

601 

624, 1624 


93. 1,1,2-TrichlOfnelhene...-.. ... .,... 

601 

624, 1624 


Note 3. p 130; 

94. Trichloroethena................. 

601 

624, 1624 


95. Trichlorofkioromethane,.................... 

601 

624 




604 

625, 1625 



97 Vinyi GhinMm . 

601 

624, 1624 








Tai>l« IC NoIm 


H parameters are ex pre ss ed in micrograms per Rter Oi^/L). 


*H>a fuN text of Meltxxls 601-613. 624. 625, 1624, and 1625, are given at Appendix A, ‘Test Procedures for Analysis of Orqi 
procedure lo be used lo determine tbe method detection Mmil (MDU tor these test procedures is given at Appendix B. “Dennition and I 
Lirriit,** of this Part 136. 


of Organic Poltutants," of this Pari 136. The atandardoed tsil 
Procedure for the Oelermrnation of the Method Detectoft 


’“Methods for Benzxfine; Chkxinated Organic Compounds, Pefnachk)ropherK>t and Pesticides in Water and Wastewreler." U.& Environmental Protection Agency. September 19^ 

’Method 624 may be extended lo screen samples for Acrolein arto Acrytonitnie. However, when they are known lo be present the preferred meihod lor these two compounds is Metnoo 
603 or Method 1624. _^ 

’Method 625 nwy be extended to indude ben 2 idine. hexachtorocydopentadiene, N-nitrosodlumethyamlne. and N nitrosodiphonyiamine. However, when they are known to be presen. 
Methods 605, 607, and 612. or Method 1625, are preferred methods for these oompourids. 

*“SelWtadX!a^^^ Methods Approved and Cited by the United States Environmental Protection Agency.” Supplement to the F i f teenth Edition of Startdiarcf Methods for the ExaminMOh 
of Water end Wastewater {\96y). ^ ^ . 

^Each analyst must make an initial, orre-time, demonstration of their ability to ger>efate acceptable precision and accuracy with Methods 601-613, 624, 625, 1624, and 1625 (See Amen* 
A of this Part 136) in accordance with procedures each in section 8.2 of each of these Methods. Additionaily. each laboratory, on an orvgoing bases must spike and analyse 10% 
Methods 624 and 625 and 100% tor methods 1624, and 16;^ of aH samples to monitor end evaluate laboratory data quality in accordance with sections 8.3 and 8.4 of these Methods wnen 
the recovery of any parameter falls outside the warning limits, the analytic results tor that paruneter in the unspiked sam^ are suspect and cannot be reported to demonstrate regmanry 
oomphanoe. 

Note.—These warning limits are promulgated as an '‘interim final action with a request for comments.** 


Table ID.— List of Approved Test Procedures for Pesticides * 


Parameter fig/L) 

Method 

EPA*‘» 

Standard 
Methoda 
15th Ed 

ASTM 

Other 

1 Akirin . . 

fir ..- .. 

608 

500A 

D3066 

Note 3. p. 7; Note 4, p. 30. 




fiT/Mfi , . 

625 

2. Amot/vn.... . . _ 



fV! 



Note 3. p. 83. Note 6. p. S68 
Note 3. p 94; Note 6. p. S18. 
Note 3. p. 83; Note 6. p. S68. 
Note 3. p. 83; Note 6. p S68 
Note 3. p. 25; Note 8. p S51. 
Note 3. p 104; Note 6. p S64 
Note 3, p. 7. 

3. Amtoocerb................ 

•nc _ _ 




A AtMWM 

fin 




fi A>«7toik. 

fir . 




6. Azinphoe methyl.. .. ...._ 

fir 




7. Barban____ _ 

Tir. 




8 a^RHC....... 

fir . 

606 

SOOA 

03066 




fir/sis 

*625 

9 fiJiMn . 



fir 

608 


“***03086" 





fir/u8 

625 



M). a-BMC- -- 



GC 

608 


03086 



f 
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Table ID.—List of Approved Test Procedures for Pesticioes *—Contihued 


P«ran>«l6r 


Method 


EPA*» 


Standard 

Methods 

15lhEd 


ASTM 


Other 


It. y-BHC (Lindane) 


12.C«ptan 

tlCwteryl 



24. Oicamba_ 

25. Dchiofenlhion.. 

25 . 0 ichlOf«t_ 

27. Oiootol........_ 


GC.. 

GC.. 

GC., 


28. Oeldhn... 


29 Oioxathion..... 
sa OisuNoton_ 

31. Oiuron_ 

32. EndosuNan I... 


GC-. 

GC.. 


500A 


GC/MS.. 

GC.. 

QC_ 

TLC_ 

GC 


eo8 

625 


03006 


33. Endosuifan N_ 

34. Endosutfan sutfate.. 

35l Efidnn.....^......_ 


GC/MS.. 

GC. 

GC/MS.. 

GC_ 

GC/MS.. 
GC_ 


608 

•625 


500A 


03086 


600 

*625 


509A 


D3086 


36.Endnn aldehyde.. 
37 ElNon... 


38 Fenufon..........._ 

39. FenurocvTCA_ 

<a Heptachlor.. 

<1. Haptachlor epoxide.. 


GC/MS.. 

GC_ 

TLC_ 

TLC. 

GC_ 

GC/MS... 


606 

625 

608 

•625 


509A 


03086 


608 


625 


GC.. 


Aitoodrw).. 


<3.Unuron__ 

44. Malathion.. 


GC/MS.. 

GC_ 

TLC_ 

GC. 


606 

625 

606 

625 


509A 


03086 


509A 


00086 


Note 3. p. 7; Note 4. p. 30. 

Note 3. p. 7. 

Note 3. p. 04; Note 6. p. SeO. 

Note 4. p. 30; Note 6. p. S73. 

Note 3. p. 7. 

Note 3. p. 104; Note 6. p. S64. 

Note 3, p. 115; Note 4. p. 35. 

Note 3, p. 7; Note 4. p. 30. 

Note 3. p. 7; Note 4. p. 30. 

Note 3. p. 7. Note 4. p. 30. 

Note 3, p. 25; Note 6. p. S51. 

Note 3; p. 25; Note 6. p. SSI. 

Note 3. p. 25; Note 4. p. 30; Note 6. p. 
S51. 

Notes, p. 115. 

Note 4. p. 30: Note 6. p. S73. 

Note 3. p. 7. 

Note 3. p. 7; Note 4. p. 30. 

Note 4. p. 30; Note 6. p. S73. 

Notes, p. ;Note6.p. S51. 

Note 3. p. 104; Note 6. p. S64. 

Note 3, p. 7. 

Note 3. p. 7. 


Note 3. p. 7; Note 4. p. 30. 


Note 4. p. 30; Note 6. p. S73. 

Note 3. p. 104; Note 6. p. S64. 

Note 3, p. 104; Note 6. p. S64. 

Note a. p 7: Note 4. p. 3a 

Note 3. p 7; Note 4. p. 30; Note 6. p. 
573. 


50aA 


45. Mettvocafto_ 

46. Memoxychlor.. 

47 . Uexaca^ale... 
48.iyfeex.., 


<9 Mofxroo-..,. 

50. Monuroo-TCA.. 

51. Hiburon... 


SiPtrathioo methyl.. 

53 Piratriion ethyl. 

54.PCNB.. 

95. ParVume.. 

55 Ptometon............... 

57 Piometryn_ 

59 Ropftflne_......... 

59.frDoham 
69 RotXttur . 

f SactXimetoo.. 

6^ Sdwon.................. 

69Sma2ine_ 

64 Sirobene_ 

•5 Seep. 

66 24 , 5 - 1 ... 


* Tebuthylaane.. 
69 




TLC.. 

GC.... 

TLC.. 

QC.,.. 


S09A 


03066 


TLC_ 

TLC_ 

TLC_ 

QC_ 

GC_ 

GC_ 

GC_ 

GC_ 

GC_ 

GC_ 

TLC — 

TLC_ 

TLC_ 

TLC...... 

GC_ 

GC_ 

TLC_ 

GC 


509A 


509A 

S09A 

509A 


03066 


509A 


QC.. 


506B 

509B 


GC.. 


GC/MS.. 
GC.. 


608 

625 


509A 


03066 


509A 


Note 4. p. 3a Note 6. p. S73. 

Note 3. p. 104; Note 6. p. S64. 

Note 3. p. 25; Note 4. pw 3a Note 6, p. 
S51. 

Note 3. p d4; Note 6. p. S60. 

Note 3. p 7; Note 4. p. 30. 

Note 3. p 94; Note 6. p. S60. 

Note 3. p. 7. 

» 3. p. 104; Note 6. p. S64. 

Note 3. p. 104; Note 6. p. S64. 

Note 3. p. 104; Note 6. p. S64. 

Note 3. p. 25; Note 4. p. 30. 

Note 3. p. 25. 

Note 3. p. 7. 

Note 3. p. 83; Note 6. p. S68. 

Note 3. p. 83: Note 6. p. S68. 

Note 3. p. 63. Note 6, p. S68. 

Note 3. p. 104; Note 6. p. S64 
Note 3. p. 94; Note 6. p. S80. 

Note 3. p. 83; Note 6. p. S68. 

Note 3. p. 104; Note 6. pi S84. 

Note 3, p. 83; Note 6. p. S68. 

Note 3, p. 7. 

Note 3. p. 104. Note 6. p. S64. 

Notes, p. 115; Note 4. p. 35. 

Notes, p. 115. 

Note 3. p. 83; Note 6. p. S68. 

Note 3, p. 7; Note 4. p. 30. 

Note 3. p. 7 


invewtation.. Book S. Chopte, A3 (1973), 
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Method eoe or 6% of a* aamplat tnalyrod with Method 62S to monitor end evaluate latx>ratory data quality In accordance with Sectiona 6.3 and 8.4 ot theee methoda. When the recovery of 
any parameter (ana outstue the warning amils. the analyticai reautta for that parameter in the unspdted aampie are euapect and cannot be reported lo demonatrate regulatory oompbanca. 
Mole.—Theee warning hmita are promulgated aa an “interim final action with a request tor conwneota.'* 

Table IE,—List of Approved Radiological Test Procedures 


Parameter aiKl units 

Methods 

Ef>A» 

Reference (method No. or page) 

Standard 
Methoda 
15th Ed. 

ASTM 

U8GS« 

1. Alpha-TotaL pP per Mat..... 

Proportional or sctntillation counter. .... 

900.0__ 

703 

D1943-66 

pp. 75 and 78.* 

2. Alpha-Counting error, p” per Bter.. . 

Proportiortal or scintiUatton counter... 

Appendix B..« 

703 

D1943-68 

p. 79. 

3. Alpha-Counting enw. po par Mar. 

Pmpnrtional miMlar ...... 

900.0_ .« 

703 

D1890-88 

pp. 75 arto 78.* 

4. Beta.Coijnlir^ armr p*^ par Mar. 

Proportional counter... , , ^ 

Appendix B,,,, 

703 

D1880-86 

P-79. 

5 (a) RadiurrvTotal, pP per liter.«....., , , .. . 

Proportional counter.....uni 

903.0...«.._ 

705 

D2460-70 

(b) “Tta- p“ per Mar.. . 

Scintillation co“n**r... 

903.1 

706 

D3464-79 

p. 81. 







Table IE Notee 

* “Prescribed Procedures tor Measurement of Radoactivjty In Drinking Water.** EPA-600/4>60-032 (1980 update). U.S. Environmental Protection Agency. August 1980. 

■Pishmaa M.J. and Brown, Eugene, “Selected Methods of the U.S. Geological Survm of Analysis of Wastewaters,*' U.S. Geoloaicai Survey. OpervFile Report 78-177 (19761 

* The method found on p. 75 measures only the dissolved portion while the method on p. 78 measures only the suspended portion. Therefore, the two results must be added to obtain tna 


5. In § 136.3. paragraph (a) is revised 
to show that the full text of approved 
test procedures have been incorporated 
by reference, into the regulation to read 
as follows: 

' § 136.3 Identification of test procedures. 

(a) Parameters or pollutants, for which 
methods are approved, are listed 
together with lest procedure 
descriptions and references in Tables 
lA. IB. IC. ID. and IE. The full text of the 
referenced test procedures are 
incorporated by reference into Tables 
lA. IB, IC. ID. and IE. The references and 
the sources from which they are 
available are given in paragraph (b) of 
this section. These test procedures are 
incorporated as they exist on the day of 
approval and a notice of any change in 
these test procedures will be published 


in the Federal Register. The discharge 
parameter values for which reports are 
required must be determined by one of 
the standard analytical test procedures 
incorporated by reference and described 
in Tables lA, IB, IC. ID. and IE. or by 
any alternate test procedure which has 
been approved by the Administrator 
under the provisions of paragraph (d) of 
this section and sections 136.4 and 136.5 
of this Part 136. Under certain 
circumstances (§§ 136.3 (b) or (c) or 40 
CFR Part 401.13) other test procedures 
may be used that may be more 
advantageous when such other test 
procedures have been previously 
approved by the Regional Administrator 
of the Region in which the discharge will 
occur, and providing the Director of the 
State in which such discharge will occur 


does not object to the use of such 
alternate test procedure. 

6. In i 136.3, paragraphs (b) and (c) 
are redesignated as (c) and (<i) and a 
new paragraph (b) is added to itemize 
the references which are “incorporated 
by reference’* and to identify the sources 
from which they may be obtained. As 
added, the new paragraph (b) reads as 
follows: 

§ 136.3 Identlficatiofi of test procedures. 

• * * « * 

(b) The full texts of the methods from 
the following references which are cited 
in Tables lA, IB, IC. ID, and IE are 
incorporated by reference into this 
regulation and may be obtained from the 
sources identified. All costs cited are 
subject to change and must be verified 
from the indicated sources. 


References. Sources, and Costs 


Tabto 


Parametam 


Ralerence, aouroe and coat 


IA~EPA. 


lA-Standwd Methoda 
18—Standvd 
ID—Standard Methods 


IE—Standard Methods 

IB—Standard Methoda __ 

IB—Othar (Standard Methoda Supptemerrt) 
IC—Other (Standard Methoda Supplement) 
ID—Other (Standard Methods Supplement) 


1-5 


t-5 

1-10, 12-48, 50-75 

I. 8. 11. 1^ 15. 17-20. 26. 28. 32. 33. 35. 40. 41. 

44. 48. 48. 52-64. 64. 66. 67. 69. 70 

1- 5 

II. 47 
13. 56 

2- 7. 13. 14. 16. 21-23, 25. 28-31. 37. 38. 39. 41- 

45. 47. 49. 50. 51. 56-83. 65. 68 


“Microbiological Methoda tor Momtodng the Environment. Water and Wastes," 
United States Environmental Protection Agency. EPA-600/8-78-017, 1978. 
Available from: ORO Publications, CEfll. U.S. Environmental Protection Agency. 
Cincinnati. Ohio 45268. 

Standard Methoda for the Examkmtion of Water and Wastewater. Joint Edrtood 
Board. American Public Health Association. American Water Works Asaocistion. 
and Water Poilubon Control Federation EdMon. 1981. Available front 
American Public Health Association. 1015 ^eenth StreeL N.W.. Washington. 
O.C. 20036. Cost $50X)0 including the Supplement to the Fifteenth EcMion. 
Ibid. 14th EdMon. 

“Seiecled Analytical Methoda approved and Cited by the United States Envvon- 
marital Protection Agency.** Supplement to the 15th EdKion of Standard Moth 
ods for the Examination of Water and Wastewater (1981). Avallabie front 
American Public Health Association. 1015 Fifteenth StreeL N.W.. Washmgtoa 
D.a 20038. Coat Indudad with the 15th Ecftion of Standard Methods kx tM 


tA-U.$. Geological Survey (USGS) 
IB-EPA 


tB—ASTM 

ID-ASTM 


1.3. 5 

1-13. 15-48, 50-75 


1, 2, 4. 6, 8, 11-13, 15-17. 19. 20. 22-25, 27. 28. 
30-35, 37-40. 42-44. 48. 48. 50. 5^ 60. 61. 83- 
65, 87. 68. 73-75 

1. 6-11. 15, 18-20. 27, 33. 35, 40. 41. 48. 55. 


examination of Water end Westeweter. 

“Methoda for Collection and Analysts of Aquatic Biological and MIcrobioiogicsl 
Samplea.** edited by P.E. Qreason, TA Ehike. GA Irwin. B W. Lium, and K.V. 
Slack: U:S. Geologicai Sitfvey. Techniquea of Watar-Resoircei Invastigation 
(USGS TWRI). Book 5. Chapter A4 (1977). Revised edftion. 332 psQM- 
Avallabie from; U.S. Geotogicaf Survey. Branch of Distribution. 1200 South Eatii 
StreeL Arlington. VA 22202. (Authorized agent of the Superintendent of Ooof 
ments. Government Printing Office.) Cost $9.25 Price# are subfect to 

“Methods tor Chemicai Analysis of Water and Wastes", EPA-800/4-79-020 
United States Environmental Protection Agency, March. 1979. Available hortt 
ORD PuWicationa, CERL U.S. Environmental Protection Agency Cincinnati. Ohio 
45268. 

*‘Annual Book ol Standards. Pan 3i. Water'*, American Society for Testing aro 
Materials, 1960, AvaMable front American Society for Teiti^ and Malflhob* 
1916 Race StreeL Phiiadeipbia. PA 10103. Coat avalabia from ptiiliaher. 


ic_astm 


1-6 
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References. Sources, and Costs— Continued 


Tabte 

iB-USGS-- 

e-Otfw (AOAC).___ 

6-Otfw (ANSI)....-- 

B-Ottw (ERA)- 

B-Olhor.. 

B-Other ....:-- 

le-Otfw___ 

IB-0«w... 

B-Otlw___ 

IB-Other ..^., -inn ■ 

18-Other_ __. 

B-Omer_ -. 

B-Other___ 

B-Other_ 

B-Other .. 

B-Other_ 

B-Other (USGS)_ 

©-Other (USGS) 

©-Other (USGS) 

0-EPA 

B-€PA 

©-Olh«r(EFA) 

©-Other 

€-€PA_ 

C-USGS 


Parameters 


Reference, source and coet 


2. 3. 4. 6-13. 15. 16, 16-23, 25. 27, 28, 30-40. 43. 
44. 46. 50. 52-55, 57. 80-66, 71. 73. 75. 


2. 4. 9. 12. 15, 16, 19. 22. 30-35. 38. 42-44. 46. 50. 
52. 62-65, 75. 

9. 12. 15. 20. 22, 23. 38. 62, 75... 

3. 5-6, 10. 12. 13. 19. 20. 22. 27, 30. 32-34. 36. 37. 
52, 60-63. 70. 74. 75. 

21 .... 

4______ 

15__ 

15__ 

17___ 

22 _ 

28_ 

30___ 


“Methods for determination of inorganic subetances in water end fluviaJ aedi- 
manta.” N.W. Skoogstad and others, editors: USGS—TWRI Book 5. Chapter A1, 
1979. $10.00. Available from: U.S. Geologicai Survey. Branch of Distributton, 
1200 South Eads Street, Artinglorv VA 22202. (Aiithorized agent of the Super¬ 
intendent of Documents, Qovemmeni Pnniing Office). Pricee are subject to 
chartga. 

Ofhdai Methods of Analysis of the Association of Official Analytical Chemists, 
methods manual. 13th Edition (1960). Price; $78.00. Available from: The 
Association of Official Analyticaf Chemista. 1111 N 191h St. Suite 210, 
Artin^on, VA 22209. 

“Americen National Standard on Photographic Processing Effluants,” April 2. 
1975. Available horn: Amarican National Standards Institute. 1430 Broadway. 
New YorK New York 10018. 

The fuH text of the inductively coupled plasma optical emission spectroscopic lest 
procedure. Method 200.7, ie printed in Appendix C of this P^ 136. 

“An Investigation of Impro^ Procedures for Measurement of Min Effluent and 
Receiving Water Color.” NCASI Technical Bullefin No. 253. December. 1971. 
Availeble from: Nabonai Councfl of (he Paper Industry for Ak and Stream 
improvements, Inc., 280 Madison Avenue. Coet avaiiable from publisher. 

Ammonia. Automated Electrode Method, Industrial Method Number 379-75WE. 
dated February 19, 1978, Technicon AuloAnalyzar H. Method and price availeble 
from Technicon Induttriet Systems. Tarrytown, New York 10591 

Chemical Oxygen Demand. Method 8000, Hach Handbook of Water Analysis, 
1979. Method and price available from Hach Chemical Company, P.O. Box 389, 
Loveland. Colorado 80537. 

OiC Chemical Oxygen Demand Method. Method and price avaiiable from Ocean¬ 
ography International Corporation. 512 West Loop. P.O. Box 2980, Colloge 
Station. Texas 77840. 

ORION Research Inetruction Manual. Reeiduai Chlohne Electrode Model 97-70. 
1977. Method and price availeble from Onon Research Incorporated. 840 
Memorial Drive. Cambridge. Maseachuaetts 02138. 

Bicinchoninale Method tor Copper. Method 8506, Hach Handbook of Water 
Analysis, 1979. Method and price available from Hech Chemical Company. P.O. 
Box 389. Loveland. Colorado 80537. 

Hydrogen Ion (pH) Automated Electrode Method. Industrial Method Number 376- 
75WA, October 1976. Technicon AuloAnalyzar II. Method and Price avatfable 
from Technicon tnduelhel Systems. Tanykmm. New York 10591. 

1. 10-Pharianthroline Method for Iron, Hach Method 8008. Method and price 
avaiiable from Hach Chemical Company. P.O. Box 389, Lovetand, Colorado 
80537. 


34 

40 

75, 


Periodate Oxidation Method for Manganese. Method 8034, Hach Handbook for 
Water Analysis. 1979. Method and Price available from Hech Chemical C^jmpa- 
ny. P.O. Box 389, Lovelend. Colorado 80537. 

Nibita Nitrogen, Hach Method 6607. Method and price avaHablo from Hach 
Chomicel Company. P.O. Box 389, Loveland. Colorado 80537. 

Zinoon Method tor Zinc, Method 8009, Hach Handbook for Water Analysia. 1979. 
Method and price available from Hach Chemical Company. P.O. Box 389, 


Loveland. Colorado 80637. 


49 


69 


42 

1. 11, 14. 17-20. 23, 25. 28. 29. 35, 37. 40-42. 44. 
48. 52. 86. 69 

1-12, 14-55. 57-97 

1. 6-11, IS. 16. 19. 20. 28. 32-36. 40. 41, 89 

7. 13. 22. 24. 27, 68. 86. 76-83. 88. 89. 91. 93 
1-8. 11-13. 15-24. 26, 28. 30-33, 35. 38-41, 43-54. 
56-70 


1-5 


1-5 


^Direct Determination of Elemental Phoaphorua by Qaa-Liquid Chromatography”, 
by R.F. Addison and R.G. Ackmen. Journal of Chromatography. Volume 47. No. 
3, pp. 421-426, 1970. Aveflable in most public Nbrariea. Back volumea of the 
Journal of Chromatography are available from Eiaevier/Norlh-Holland. Inc.. 
Journal Information Centre, 52 Vandarbilt Avenue. New YorK NY 10164. Coat 
available from pubkaher. 

“Water temperature-infiuentM factors, field measurement, and data presentation.’* 
by H.K Stevene, Jr.. J. Ficke. and Q.F. Smoot US(3S-TWRI Book 1. Chapter 
D1. 1975. 65 pages, $1.60. Available from: U.S. Geological Survey. Branch of 
Diatrftxition. 1200 South Eada StraeL Arfington. VA 22202. Prices ara subject to 
change. 

“Methods for analysis of organic aubetancea in water.” by O. F. Goertitz and 
Eugene Brown: US(3S-TWRI. Book 5. Chapter A3. 1972. 40 pages. 6.90. 
AvaMabla from: US. Geological Survey. Branch of Distribution. 1200 South Eada 
StraeL Arlington. VA 22202. Prices are subject to change. 

The fuN texts of Methods 601-613. 624. 625, 1624, and 1625 are printed in 
appendbi A of this Pari 136. The fufi text for determinino the method detection 
KmH when using the test procedures is given in Appendix B of this Part 136. 

"Methods for Benzkfine. Chlorinated Organic CompcMnd^ Pentachlorophanol and 
Pealicidet In Watar and Wastewatar.” Environmerrial Monitoring and Support 
Laboratory, United States Environment a l Protectkm Agency. Ondnnafi. Ohio 
1978. Available from: ORO Publications, CERI, U.S. Environmental Protection 
Agancy. Cindnnad, Ohio 45266. 

“Prescribed Procedures for Measuremant of Radioactivity In Drinking Watar.'* 
EPA-600/4-60-032 (1980 Update). United States Environmental Protection 
Agency, 198a Available from: ORO Putelicationa. CERI, U.S. EnvironmantaJ 
Protection Agency. QndnnaiL Ohio 45268. 

“Selected Method# of the U.S. GeologIcel Survey of Analysia of Wastewaters,” by 
M J. Fishman arto Eugene Brown; U.S. Geolo(^ Surv^ Open File Report 76- 
77 (1076). $13.60. Avaiiable from: U.S. Geotogical Survey. Branch Distribution. 
1200 South Eads Street, Arfington. VA 22202. 


The full texts of all the test procedures 
dted are avmlable for inspection at the 
of the Federal Register 
Wormation Center. Room 8301.1110 L 
Street, N.W.. Washington. D.C. 20408. 


7. In section 136.3 a new paragraph (e) 
is added together with a new Table II 
entitled. ‘Table II. Required Containers, 
Preservation Techniques, and Holding 
Times,to read as follows: 


S 136.3 Identification of test procedures. 

♦ • • • • 

(e) Sample preservation procedures, 
container materials, and maximum 
allowable holding times for parameters 
cited in Tables lA, IB. IC. ID. and IE are 
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prescribed in Table II. Any person may 
apply for a variance from the prescribed 
preservation techniques, container 
materials, and maximum holding times 
applicable to samples taken from a 
specific discharge. Applications for 
variances may be made by letters to the 
Regional Administrator in the Region in 
which the discharge will occur. 
Sufficient data should be provided to 


assure such variance does not adversely 
affect the integrity of the sample. Such 
data will be forwarded by the Regional 
Administrator to the Director of the 
Environmental Monitoring and Support 
Laboratory in Cincinnati, Ohio for 
technical review and recommendations 
for action on the variance application. 
Upon receipt of the recommendations 
from the Director of the Environmental 


Monitoring and Support Laboratory, the 
Regional Administrator may grant a 
variance applicable to the specific 
discharge to the applicant. A decision to 
approve or deny a variance will be 
made within 90 days of receipt of the 
application by the Regional 
Administrator. 


Table II.—Required Containers, Preservation Techniques, and Holding Times 


Perametor No./nama 

Container ’ 

Preservation 

Maximum holding lims« 

T«Ma lA-Gacterial Teats: 

1-4. CoHtorm. fecal and total... 

P, G.. 

Cod, 4*C, 0.006% NStStOb*—__, ,, ,, 

1 1 
1 1 tills lltlll 

5. Fecal aareptooocct.. 

P ft 

do, . 

Table IB—Inorga^ Teals: 

1 AcIrUy .^..^.... 

P. Q__ 

CooL 4*(^.,,,,,, , ....... 

2. AlkaM^.... ... 

P. G. 

. dn. 

4. AfiMtofiia..„ .. 

P, Q___ 

Cool, 4*C. HtSOt to pn<? _ 

9. 6kx:bemical oxygen demand.......... 

P. G____ _ 

Cod, 4’C'_ 

11. Bromida.......... 

P ft.,,, 

Nnne reqidred 

14. Bindwamirai oxygen dnmend, cartxKteceou*---.-*. 

p. Q.... ___ 

ftnnl, 4T. 

16. Chemical oxygen demand......... 

P, ft 

Cod, 4*C, HrSOi iQ pH <2...-. 

16. Chloride_. .... 

P, ft. 

Nnne reqiJniH. 

17 Chlnrine, Inliil .. ... . ... 

P, Q__ 


21. Color......... ., 

p. Q... 

rnni 4T. " .*.” . 

23-24. Cyanide, total and vnenable to chlorination 

P. G ... 

Cod. 4X. NaOH 10 pH> 12, 0.6g ascorbic add *._ 

Nona rariutred , . . .m . .——_ 

nuMtoe .. . . .., , n 

P .... . . . 

27. Hardnaaa.,...., ,,.. 

p. Q___ 

MNft. to pH^2 M^QTL to pH.<2 

29. HytSogen inn (pM)..... 

P. G___ . 


31. 43, Kieldahl and organic nitrogen.. . . 

P. Q_ _ 


26 days. 

24 hours. 

Metals:’ 

16. Chromium VI......... ... . 

P. Q_ . 

Cod, 4*C_ 

as. Merctay^.. .... ... 

P, G— 

HNO* to pH<2.——_____-_ 

26 days. 

6 months. 

46 hours 

26 days 

48 hours 

28 days 

Do. 

46 hours 

Analyze immediately 

6 hours 

28 days 

46 hours 

28 days 

7 days 

48 hours 

7 days. 

48 hours. 

7days 

28 days 

Da 

Do. 

7 days. 

Analyze immedisteiy 

46 hours 

Analyza. 

46 hours 

14 days 

Do. 

Do. 

7 days until extraction. 
40 days after 
extraction 

7 days until extraction 

7 days until axtracton. 
40 days after 
extraction. 

Do. 

Do. 

Do. 

Do. 

Da 

Do. 

Do. 

Do. 

6 months 

3. S-6. 10. 12, 13. 19. 20. 22, 26. 29. 30. 32-34, 36. 37. 45. 47, 51. 52. 58- 
60. 62. 63. 70-72. 74, 75. Metals, except chromium VI and mercury. 

38. Nitrate .. ...... . 

P, Q_ 


P. Q_ 

ftnnl, 4*C. ... 

39. Nlireto^aaaa.... 

p. Q_ 

Cod, 4*C. l^)tSO« to pM<2..... 

40. Mtalto. ..... 


find, 4*C, Ml, ■■,■■■,, I.irr .. 

41. CM end grMee...„ .. . 

ft' 

Cod' 4*c. HtSOi to pH-'2. 

42. Organic carimn.. 

P ft 

Cod, 4T. HC1 nr HrS^f to 

44. Orthophoaphate... ..... 

P. Q_ 

FUtar kmnedielely 4T' 

46. Oxyg^ Dnanlved Probe. . . t ,,. 

ft Rnttle end 

Nty^e required... .-. 

47 IMniiW 

dn 

Fix on site and store in dark .. 

46. Phenols..,.... 

ft nnly 

Cod, 4'C. t^SO« to pH<2——...___ 

49. Phoephonia (aiamantal)...„„. . 

ft 

Cod 4*p .. 

50. Phoaphonia. total...... ... ^ 

P, Q _ 

Cod. 4*C. I^SOt to pH<2_ 

63. Reeidue. lotal.........,.... 

P, ft 

rrtfti 4*r 

64. Residue. Filterable . .„. 

P ft 

dn ......... 

Sfi FUMiriiiA MmaHiinkhta .. 

P ft 

dn . ...-.. 

M ....... 

5 ft 

dn . 

67. Reaidue, eolatie ... .. 

P. Q _ 


61 fake . .. ._ .. 

P 

dn .... 

64. Spedflc conductance_ -- . -. 

P ft 

,, do, . 

as Suifala . ... 

Q ft 

dni ... 

66 fbaarfe. . . 


find A*fi edd pine endbifn hydmiride to 

67 SuHHa . ... 

P. Q ___ . . 

pH>9. 

None required 1,.- -Til,,,, 

68. Surfactanta.^^... _... .. 

P .Q„_... 

Cod, 4*C______ 

60. TamparflMre. . 

p, Q ___ _ 

Mnne feqirired . 

73 TWhMay ., .. . 

P, Q_ _ _ ^ 

Cod, 4*fi ______ 

Table IC-Organic Tests.* 

13. 18-20. 22. 24-28. 34-37, 39-43, 45-47. 58. 66. 86. 69. 92-95. 97. 
Purgeeble Halocarbons. 

Q. Teltlon-lined sspbim — 

do 

finni 4*fi, n 006^ NVV\ * 

Cool, 4*C. 0.006% NstStOi*. HC1 to pH2* . 

3, 4, Acrolein and acrylonitrile...... 

dft . 

Cod. 4*C. 0.006% NatSiOi*: Ad|utt pH to 4-5 . 

23, 30. 44, 40, 53. 67, TO, 71, 63, 65. 06 Phennla »». , __ 

Q, Teflon-linad cap-..-.. _ 

.dri. 

CooL 4*C. 0.006% Nfc^CX* ... 

7, 38 Benridineaii..... . 

... .do .r. —, — ,r,.„ .-. 

14 17, 46, 50.^ Phthalftte . 

.,„..do . 

Cod, 4‘C- . —. .—... 

72-74. Nt1raaamtoAait>>« .. ... 

. dO-,—r,.T —. 

Cod, 4‘C. Store In dark. 0.006% NibSiOi*.._-_ 

76-82 PTAet* arrytonitme 

dn.... 

Cod, 4‘C. ___ _ _ __ 

64, 55, 65, 60. Nftrneramattoa and iaopbarane"... 

. jln .—-T. 

Cod! 4‘C. 0.008% NssSiCX* store in dwk.. 

1. 2. 5. 8-12. 32. 33. 58. 59. 64. 66. 64. 86. Polynuclear aromatic 
hydrocarbons.”. 

15, 16, 21, 31. 76 HalnetharaH__ _____ __ 

do . 

.do..-.-.... 

. do ... 

ftnnl, 4«fi, 0 nn6«. Ne,.V\* .. 

20. 35-37 60-63 01 Chlnrinated hydmcarimna * >....... 

.dO- .- . 

finni, 4*fi .. . , . 

67 TmnM 

dn .... 

Cod 4‘C, 0 006% 

Table lO—Pestkades Tests; 

1-70. Pesticides ” _,_______ 

do-,, . 

finni, 4«fi, pH 6-0 ••. . 

Table IE—Radtological Teets: 

1-5, Alpha, beta and rymnw , , . ..... 

P, G n , , , ■ . 

HNOi topH<2 .....-. 
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TaM«NNatM 

'Poly«thyt«iw (P) or Gian (G). 

* Should be performed immediately upon sample coUecttoo. For composite chemteal sampios each aliquot should be preserved at the lime of conection. When uee of 

piwerve each ak^ then chemical samples may be preserved by maintaining at 4*C until compositing and sample spHtiing la compJaied. 
/v-o o - ^ common earner or sent through the United States Mails, It must comply vrith the Dettertment of Transportobon Hazardous Materiaia Reoulaiio»w (49 

11 ?■ matenal for transportation is responsible for ensuring such compKaiKte. For the preservation requiremena of Tat>!o H. the Office caHazardous 

^ Tmnsi^tion has determined that the Hazardoua Materials Regulations do noi apply to the foHowmg materials: Hydrochloric add 
freight or less (pH about 1.06 or greater); Nfiric add (HlfOs) in nrater soiiittona at concentrations of o.tS'jv by freight or leas (pH about 
concentrations of 0.35% by wei^t or less (^1 about 1.15 or greater); and Sodtum hydrowoe (MaCH) ki water sdblions at 
coocentratnne of 0.060% by weight or less (pH about 12.30 or less). 

•* possible after coBeetkm. The times listed are Oie maximum limes that samples may be heW before analysis and still be considered vaW. Samples 
1 tfy permittee, or m^pnng la^atofy. has data on ffie to show that the specific types of samples under study are st&cie for the longer time, and has 
f 136.3(e). Some samples may not be stable for the maximum period ^en In the table. A permmae, or monitoring labonuexy. Is 
satnpfe for a shorter time if knowledge exists to show that inie Is necessary to mtentain sample siabdity. See i t36.3(^ lor details. 

^Should only be used m the presence of residue) chlorine. . f , , 

.. **”*• f hotaswlw sulfide te present Opttonaffy all samplea may be tested with lead acetate paper before pH adjuttetents in order to detemune It sulfide « present 

* ^ ihe e<«i^ of cadmium nitrate powder until a negative spot test is obtaeied. The sample is tillered and then HeOM Is added to pH 12 

»Samples should be filtered immediately orvsHe before adding preservative for dissolvod meteS^ 

'Gmdance applies to samples to be analyzed by QC. LC. or GC/MS for specific compounds. 

'Sampit receiviro no pH sr^ustment must be analyzed within seven days of sampling. 

*• ^ ^>1 be measured. Sar:rjJes tor ecroteln receiving no pM adiustment must be analyzed wfthin 3 days of sampfing. 

**^y'®*_?* concern ^hin a single chemical category, w specified preservative and maximum holding limes should be (tosenred tor optimum safeguard of 
i ^ chemloal caiegories. the s«ti^ may be preserved by cooling to 4*C. reduang rcaiduai enwrine with 0.008% sodkim 

ihosuH ate, y oring m to darV and ar^ustmg the pH to 6-9; samples preserved in th« manner may bo hoW tor seven days betore exuaction and for forty days aner extraction, cxcoptkxis to 
fwt opfional preservation and holding time procedure ere noted In footnote 5 (re the requiremem tor tolosulfate reduction of residoal clfionne), and foo.notea 12 13 (te the analysit of 
tienzxJine). 

»»« 1,2-diphenytiryiteine « likely to be present adlust the pH of the sample to 4.0±0.2 to prevent rearrangement to benzidine 

"Extracts may be stored up to 7 days before analyste rf storage is conducted under an ineri (oxidant-free) atmoapheie. 

^ arwiysis of diphenyfnHrosamino. add 0.006% NfeSsO, and adjust pH to 7-10 with fteOH withm 24 hours of sampling. 

pH adjustment may be performed upon receipt at the laboratory and may be omitted if the samples are extracted within 72 hours of ooUection. For the analysis oi aldnn. add 0.006% 

MljSjQi. 


8. Appendices A. B. and C are added to 
Part 136 to read as FoIIowb: 

APPENDIX A TO PART 13&—METHODS 
FOR ORGANIC CHEMICAL ANALYSIS OF 
MUNiaPAL AND INDUSTRIAL 
WASTEWATER. 

Method 601 —Purigeable Halocarbons 

7 . Scope and Application 

1.1 This method covers the determination 
of 29 purgeable halocarbons. 

The following parameters may be 
determined by this method; 


Parameter 


Sromodichioromitoahe.. 


Bromomethene...w_« 

Csrbcx) tetrachloride.., 

CNorobenzena_ 

CNoroethane.. 


2'Clk)foettiylvinyl ether 

CNofoforrn_..._ 

CWocomethane... 


Pb^omochiorometh a ne... 
’.2Dtchkxobenzane..._ 

t.3-Chct',l< 

1,4-DK:hlo 


t>cni.jro(»tuor om illtene.... 

1.1- Chchkxoethane_ 

’^-I>ch»oroelhifto_...... 

1.1- Dtchkxosdtena., 


tens- 1 .2-Olchloroelheoa,..., 

12 Dichkxcpfopant..-... 

te-i 3-C)ichiofopfopon#«.... 
trans-t .S-Oichloropropene.. 

Methylene chloride. 

1 .1 22*T6trachloroethane... 

Tetfachkxoetoant... 

M.1 Totrachkxoelhano-.... 

M2-Toirachloroe6tene._ 

TstacNoroethene _ 

^•^Wofofiuoromoihane..... 
chloride_ 


8TORET 

No. 

CAS No. 

32101 

75-27-4 

32104 

75-25-2 

34413 

74-63-9 

32102 

56-23-5 

34301 

106-90-7 

34311 

75-00-3 

34576 

100-75-8 

32106 

67-66-3 

34418 

74-87-3 

32105 

124-48-1 

34536 

95-50-1 

34566 

541-73-1 

34671 

106-46-7 

34666 

75-71-6 

34496 

75-34-3 

34631 

107-06-2 

34601 

75-35-4 

34E4e 

166-60-5 

34541 

78-67-5 

34704 

10061-01-5 

34699 

100061-02-6 

34423 

75-09-2 

34516 

79-34-5 

3447S 

127-10-4 

34S06 

71-55-6 

345t1 

79-00-5 

39180 

794)1-6 

34486 

75-89-4 

39715 

75-01-4 


1-2 This is a purge and trap gas 
wtromatographic (GC) method applicable to 
the determination of the compounds listed 
flbove in municipal and industrial discharges 
as provided under 40 CFR 136.1. When this 
®ethod is used to analyze unfamiliar samples 
for any or all of the compounds above, 
compound identifications should be 
aapirorted by at least one additional 
Qualitative technique. This method describes 
analytical conditions for a second gas 
chromatographic column that can be used to 
confirm measurements made with the 


primary column. Method 624 provides gas 
chromatograph/mass spectrometer (GC/MS) 
conditions appropriate for the qualitative and 
quantitative confirmation of results for most 
of the parameters listed above. 

1.3 The method detection limit (MDL, 
defined in Section 12.1) * for each parameter 
is listed in Table 1. The MDL for a specific 
wastewater may differ from those listed, 
depending upon the nature of interferences in 
(he sample matrix. 

1.4 Any modification of this method, 
beyond those expressly permitted, shall be 
considered as a major modification subject to 
application and approval of alternate test 
procedures under 40 CFR 136.4 and 136.5. 

1.5 This method is restricted to use by or 
under the supervision of analysts 
experienced in the operation of a purge and 
trap system and a gas chromatograph and in 
the interpretation of gas chromatograms. 

Each analyst must demonstrate the ability to 
generate acceptable results with this method 
using the procedure described in Section 8.2. 

2. Summary of Method 

2.1 An inert gas is bubbled through a 5- 
mL water sample contained in a specially- 
designed purging chamber at ambient 
temperature. The halocarbons are efficiently 
transferred from the aqueous phase to the 
vapor phase. The vapor is swept through a 
sorbent trap where the halocarbons are 
trapped. After purging is completed, the trap 
is heated and backflushed with the inert gas 
to desorb (he halocarbons onto a gas 
chromatographic column. The gas 
chromatograph is temperature programmed to 
separate the halocarbons which are then 
detected with a halide-specific detector.*** 

2.2 The method provides an optional gas 
chromatographic column that may be helpful 
in resolving the compounds of Interest from 
interferences that may occur. 

3, Interferences 

3.1 Impurities in the puj^ge gas and 
organic compounds outgassing from the 
plumbing ahead of the trap account for the 
majority of contamination problems. The 
analytical system must be demonstrated to 
be free from contamination under the 
conditions of the analysis by running 
laboratory reagent blanks as described in 
Section 8.1.3. The use of non-Teflon plastic 


tubing, non-Tefion thread sealants, or flow 
controllers with rubber components io the 
purge and trap system should be avoided. 

3.2 Samples can be contaminated by 
diffusion of volatile organics (particularly 
fluorocarbons and methylene chloride) 
through the septum seal into the sample 
during shipment and storage. A field reagent 
blank prepared from reagent water and 
carried through the sampling and handling 
protocol can serve as a check on such 
contamination. 

3.3 Contamination by carry-over can 
occur whenever high level and low level 
samples are sequentially analyzed. To reduce 
carry-over, the purging device and sample 
syringe must be rinsed with reagent water 
between sample analyses. Whenever an 
unusually concentrated sample is 
encountered, it should be followed by an 
analysis of reagent water to check for cross 
contamination. For samples containing large 
amounts of water-soluble materials, 
suspended solids, high boiling compounds or 
high organohalide levels, it may be necessary 
to wash out the purging device with a 
detergent solution, rinse it with distilled 
water, and then dry it in a lOS^’C oven 
between analyses. The trap and other parts 
of the system are also subject to 
contamination: therefore, frequent bakeout 
and purging of the entire system may be 
required. 

4, Safety 

4.1 The toxicity or carcinogenicity of each 
reagent used in this method has not been 
precisely defined; however, each chemical 
compound should be treated as a potential 
health hazard. From this viewpoint, exposure 
to these chemicals must be reduced to the 
lowest possible level by whatever means 
available. The laboratory is responsible for 
maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of material data 
handling sheets should also be made 
available to all personnel involved in the 
chemical analysis. Additional references to 
laboratory safety are available and have 
been identified ^■•for the information of the 
analyst. 
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4.2 The following parameters covered by 
this method have been tentatively classified 
as known or suspected, human or mammalian 
carcinogens: carbon tetrachloride, 
chloroform. 1,4-dichlorobenzene, and vinyl 
chloride. Primary standards of these toxic 
compounds should be prepared in a hood. A 
NIOSH/MESA approved toxic gas respirator 
should be worn when the analyst handles 
high concentrations of these toxic compounds 

5. Apparatus and Materials 

5.1 Sampling equipment, for discrete 
sampling. 

5.1.1 Vial—25-mL capacity or larger, 
equipped with a screw cap with a hole in the 
center (Pierce #13075 or equivalent). 

Detergent wash, rinse with tap and distilled 
water, and dry at 105 *0 before use. 

5.1.2 Septum—-Teflon-faced silicone 
(Pierce #12722 or equivalent). Detergent 
wash, rinse with tap and distilled water, and 
dry at 105 "C for 1 h before use. 

5J2 Purge and trap system—The purge and 
trap system consists of three separate pieces 
of equipment: a purging device, trap, and 
desorber. Several complete systems are now 
commercially available. 

5.2.1 The purging device must be designed 
to accept 5-mL samples with a water column 
at least 3 cm deep. The gaseous head space 
between the water column and the trap must 
have a total volume of less than 15 mL. The 
purge gas must pass through the water 
column as finely divided bubbles with a 
diameter of less than 3 mm at the origin. Ihe 
purge gas must be introduced no more than 5 
mm from the base of the water column. The 
purging device illustrated in Figure 1 meets 
these design criteria. 

5.2.2 The trap must be at least 25 cm long 
and have an inside diameter of at least 0.105 
in. The trap must be packed to contain the 
following minimum lengths of adsorbents: 1.0 
cm of methyl silicone coated packing (Section 
6.3.3), 7.7 cm of 2.5-diphenylene oxide 
pol>Tner (Section 6.3.2), 7.7 cm of silica gel 
(Section 6.3.4), 7.7 cm of coconut charcoal 
(Section 6.3.1). If it is not necessary to 
analyze for dichlorodifluoromethane. the 
charcoal can be eliminated, and the polymer 
section lengthened to 15 cm. The minimum 
specifications for the trap are illustrated in 
Figure 2. 

5.2.3 The desorber must be capable of 
rapidly heating the trap to 180 *C. The 
polymer section of the trap should not be 
heated higher than 180 *C and the remaining 
sections should not exceed 200 *C The 
desorber illustrated in Figure 2 meets these 
design criteria. 

5.2.4 The purge and trap system may be 
assembled as a separate unit or be coupled to 
a gas chromatograph as illustrated in Figures 
3 and 4. 

5.3 Gas chromatograph—An analytical 
system complete with a temperature 
programmable gas chromatograph suitable 
for on-column injection and all required 
accessories including syringes, analytical 
columns, gases, detector, and strip-chart 
recorder. A data system is recommended for 
measuring peak areas. 

5.3.1 Column 1—8 ft long x 0.1 in. ID 
stainless steel or glass, packed with 1% SP- 
1000 on Carbopack B (60/80 mesh) or 


equivalent. This column was used to develop 
the method performance statements in 
Section 12. Guidelines for the use of alternate 
column padungs are provided in Section 10.1. 

5.3.2 Column 2—6 ft long x 0.1 in. ID 
stainless steel or glass, packed with 
chemically bonded n-octane on Porasil-C 
(100/120 mesh) or equivalent. 

5.3.3 Detector—Electrolytic conductivity 
or microcoulometric detector. These types of 
detectors have proven effective in the 
analysis of wastewaters for the parameters 
listed in the scope (Section 1.1). The 
electrolytic conductivity detector was used to 
develop the method performance statements 
in Section 12. Guidelines for the use of 
alternate detectors are provided in Section 
lai. 

5.4 Syringes—5-mL glass hypodermic with 
Luerlok tip (two each), if appUcable to the 
purging device. 

5.5 Micro syringes—25-p.L. 0.006 in. ID 
needle. 

• 5.6 Syringe valve—2-way, with Luer ends 

(three each). 

5.7 Syringe—5-mL, gas-tight with shut-off 
valve. 

5.8 Bottle—15-mL. screw-cap, with Teflon 
cap liner. 

5.9 Balance—Analytical, capable of 
accurately weighing 0.0001 g. 

d Reagents 

6.1 Reagent water—Reagent water is 
defined as a water in which an interferent is 
not observed at the MDL of the parameters of 
interest. 

6.1.1 Reagent water can ge generated by 
passing tap water through a carbon filter bed 
containing about 1 lb of activated carbon 
(FUtrasorb-aOO, Calgon Corp., or equivalent). 

6.1.2 A water purification system 
(Millipore Super-Q or equivalent) may be 
used to generate reagent water. 

6.1.3 Reagent water may also be prepared 
by boiling water for 15 min. Subsequently, 
while maintaining the temperature at 90 'C, 
bubble a contaminant-free inert gas through 
the water for 1 h. While still hot. transfer the 
water to a narrow mouth screw-cap bottle 
and seal with a Teflon-lined septum and cap. 

6.2 Sodium thiosulfate—(ACS) Granular. 

6.3 Trap Materials: 

6.3.1 Coconut charcoal—6/10 mesh sieved 
to 26 mesh, Bamebey Cheney. CA-680-2e lot 
# M-2649 or equivalent 

6.3.2 2.6-Diphenylene oxide polymer— 
Tenax, (60/80 mesh), chromatographic grade 
or equivalent 

6.3.3 Methyl silicone packing—3% OV-1 
on Chromosorb-W (60/80 mesh) or 
equivalent 

6.3.4 Silica gel—35/60 mesh, Davison, 
grade-15 or equivalent. 

6.4 Methanol—Pesticide quality or 
equivalent. 

6.5 Stock standard solutions—Stock 
standard solutions may be prepared from 
pure standard materials or purchased as 
certified solutions. Prepare stock standard 
solutions in methanol using assayed liquids 
or gases as appropriate. Because of the 
toxicity of some of the organohalides. 
primary dilutions of these materials should 
be prepared in a hood. A NIOSH/MESA 
approved toxic gas respirator should be used 


when the analyst handles high concentrations 
of such materials. 

6.5.1 Place about 9.8 mL of methanol into 
a 10-mL ground glass stoppered volumetric 
flask. Allow the flask to stand, unstoppered, 
for about 10 min or until ail alcohol wetted 
surfaces have dried. Weigh the flask to the 
nearest 0.1 mg. 

6.5.2 Add the assayed reference material: 

6.5.2.1 Liquid—Using a 100 ^ syringe, 
immediately add two or more drops of 
assayed reference material to the flask, then 
reweigh. Be sure that the drops fall directly 
into the alcohol without contacting the neck 
of the flask. 

6.5.2.2 Gases—To prepare standards for 
any of the six halocarbons that boil below 30 
* C (bromomethane, chloroethane. 
chloromethane, dichlorodifluoromethani* 
trichiorofluoromethane, vinyl chloride). 611 a 
5-mL valved gas-tight syringe with the 
reference standard to the 5.0-mL mark. Lower 
the needle to 5 mm above the methanol 
meniscus. Slowly introduce the reference 
standard above the surface of the liquid (the 
heavy gas will rapidly dissolve into the 
methanol). 

6.5.3 Reweigh, dilute to volume, stopper, 
then mix by inverting the flask several times. 
Calculate the concentration in pg/pL from 
the net gain in weight. When compound 
purity is assayed to be 96% or greater, the 
weight can be used without correction to 
calculate the concentration of the stock 
standard. Commercially prepared stock 
standards can be used at any concentration if 
they are certified by the manufacturer or by 
an independent source. 

6.5.4 Transfer the stock standard solution 
into a Teflon-sealed screw-cap bottle. Store, 
with minimal headspace, at —10 to —20 *C 
and protect from light. 

6.5.5 Prepare fresh standards weekly for 
the six gases and 2-chloroethylvinyl ether. All 
other standards must be replaced after one 
month, or sooner if comparison with check 
standards indicates a problem. 

6.6 Secondary dilution standards— Using 
stock standard solutions, prepare secondary 
dilution standards in methanol that contain 
the compounds of interest, either singly or 
mixed together. The secondary dilution 
standards should be prepared at 
concentrations such that the aqueous 
calibration standards prepared in Sections 

7.3.1 or 7.4.1 will bracket the working range of 
the analytical system. Secondary dilution 
standards should be stored with minimal 
headspace and should be checked frequently 
for signs of degradation or evaporation, 
especially just prior to preparing calibration 
standards from them. 

6.7 Quality control check sample 
concentrate—See Section 8.2.1. 

7. Calibration 

7.1 Assemble a purge and trap system 
that meets the specifreations in Section 52. 
Condition the trap overnight at 180 *C by 
backflushing with an inert gas flow of at least 
20 mL/min. Condition the trap for 10 min 
once daily prior to use. 

7.2 Connect the purge and trap system to 
a gas chromatograph. The gas chromatograpo 
must be operated using temperature and flow 
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rate conditions equivalent to those given in 
Table 1. Calibrate the purge and trap-gas 
chromatographic system using either the 
external standard technique (Section 7.3) or 
the internal standard technique (Section 7.4). 

7.3 External standard calibration 
procedure: 

7.3.1 Prepare calibration standards at a 
miminum of three concentration levels for 
each parameter by carefully adding 20.0 pL of 
one or more secondary dilution standards to 
too, 500, or 1000 mL of reagent water. A 25-pL 
syringe with a 0.006 in. ID needle should be 
used for this operation. One of the external 
standards should be at a concentration near, 
but above, the MDL (Table 1) and the other 
concentrations should correspond to the 
expected range of concentrations found in 
real samples or should define the working 
range of die detector. These aqueous 
standards can be stored up to 24 h, if held in 
sealed vials with zero headspace as 
described in Section 9.2. If not so stored, they 
must be discarded after 1 h. 

7.3.2 Analyze each calibration standard 
according to Section 10, and tabulate peak 
height or area responses versus the 
concentration in the standard. The results 
can be used to prepare a calibration curve for 
each compound. Alternatively, if the ratio of 
response to concentration (caiibration factor) 
is a constant over the worldng range (<10% 
relative standard deviation, RSD), linearity 
through the origin can be assumed and the 
average ratio or calibration factor can be 
used in place of a caiibration curve. 

7.4 Internal standard calibration 
procedure—^To use this approach, the analyst 
must select one or more internal standards 
that are similar in analytical behavior to the 
compounds of interest. The analyst must 
further demonstrate that the measurement of 
the internal standard is not affected by 
method or matrix interferences. Because of 
these limitations, no internal standard can be 
suggested that is applicable to all samples. 

The compounds recommended for use as 
surrogate spikes in Section 8.7 have been 
used successfully as internal standards, 
l^cause of their generally unique retention 
times. 

7.4.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest as described in 
Section 7.3.1. 

7.4.2 Prepare a spiking solution containing 
each of the internal standards using the 
procedures described in Sections 6,5 and 6.6. 
ll is recommended that the secondary 
^ution standard be prepared at a 
concentration of 15 pg/mL of each internal 
standard compound. The addition of 10 pL of 
Ihis standard to 5.0 mL of sample or 
calibration standard would be equivalent to 
30m8/L 

7.4.3 Analyze each calibration standard 
according to Section 10. adding 10 pL of 
internal standard spiking solution directly to 
jhe syringe (Section 10.4). Tabulate peak 
Wight or area responses against 
concentration for each compound and 
internal standard, and calculate response 
wctors (RF) for each compound using 
Equation 1. 

Equation 1. 


(A.)(Cu) 

RF=i - 

(AJ(C.) 


where: 

A,=Response for the parameter to be 
measured. 

A|,-Response for the internal standard. 

Concentration of the internal 
standard. 

C,=Concentration of the parameter to be 
measured. 

If the RF value over the working range is a 
constant (<10% RSD), the RF can be 
assumed to be invariant and the average RF 
can be used for calculations. Alternatively, 
the results can be used to plot a calibration 
curve of response ratios. A,/A|„ vs. RF. 

7.5 The working calibration curve, 
calibration factor, or RF must be veriSed on 
each working day by the measurement of a 
QC check sample. 

7.5.1 Prepare the QC check sample as 
described in Section 8.2.2. 

7.5.2 Analyze the QC check sample 
according to Action 10. 

7.5.3 For each parameter, compare the 
response (Q) with the corresponding 
calibration acceptance criteria found in Table 
2. If the responses for all parameters of 
interest fall within the designated ranges, 
analysis of actual samples can begin. If any 
individual Q falls outside the range, proceed 
according to Section 7.5.4. 

Note: The large number of parameters in 
Table 2 present a substantial probability that 
one or more will not meet the calibration 
acceptance criteria when all parameters are 
analyzed. 

7.5.4 Repeat the test only for those 
parameters that failed to meet the calibration 
acceptance criteria. If the response for a 
parameter does not fall within the range in 
this second test, a new calibration curve, 
calibration factor, or RF must be prepared for 
that parameter according to Section 7.3 or 7.4. 

8. Quality Control 

6.1 Each laboratory that uses this method 
is required to operate a formal quality control 
program. The minimum requirements of this 
program consist of an initial demonstration of 
laboratory capability and an ongoing 
analysis of spiked samples to evaluate and 
document data quality. The laboratory must 
maintain records to document the quality of 
data that is generated. Ongoing data quality 
checks are compared with established 
performance criteria to determine if the 
results of analyses meet the performance 
characteristics of the method. When results 
of sample spikes indicate atypical method 
performance, a quality control check 
standard must be analyzed to confirm that 
the measurements were performed in an in¬ 
control mode of operation. 

8.1.1 The analyst must make an initial, 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with this method. This ability is established 
as described in Section 8.2. 

8.1.2 In recognition of advances that are 
occurring in chromatography, the analyst is 
permitted certain options (detailed in Section 
10.1) to improve the separations or lower the 
cost of measurements. Each time such a 


modification is made to the method, the 
analyst is required to repeat the procedure in 
Section 8.2. 

8.1.3 Each day. the analyst must analyze a 
reagent water blank to demonstrate that 
interferences from the analytical system are 
under control. 

8.1.4 The laboratory must, on an ongoing 
basis, spike and analyze a minimum of 10% of 
all samples to monitor and evaluate 
laboratory data quality. This procedure is 
described in Section 8.3. 

8.1.5 The laboratory must, on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
control. This procedure is described in 
Section 8.4. Tlie frequency of the check • 
standard analyses is equivalent to 10% of all 
samples analyzed but may be reduced if 
spike recoveries from samples (Section 8.3) 
meet all specified quality control criteria. 

8.1.6 The laboratory must maintain 
performance records to document the quality 
of data that is generated. This procedure is 
described in Section 8 5. 

8.2 To establish the ability to generate 
acceptable accuracy and precision, the 
analyst must perform the following 
operations. 

8.2.1 A quality control (QC) check sample 
concentrate Is required containing each 
parameter of interest at a concentration of 10 
pg/mL in methanol. The QC check sample 
concentrate must be obtained from the U.S. 
Environmental Protection Agency, 
Environmental Monitoring and Support 
Laboratory in Cincinnati, Ohio, if available. If 
not available from that source, the QC check 
sample concentrate must be obtained from 
another external source. If not available from 
either source above, the QC check sample 
concentrate must be prepared by the 
laboratory using stock standards prepared 
independently from those used for 
calibration. 

6.2.2 Prepare a QC check sample to 
contain 20 pg/L of each parameter by adding 
200 pL of QC check sample concentrate to 
100 mL of reagent water. 

8.2.3 Analyze four 5-mL aliquots of the 
well-mixed QC check sample according to 
Section 10. 

8.2.4 Calculate the average recovery (X) 
in pg/L, and the standard deviation of the 
recovery (s) in pg/L, for each parameter of 
interest using the four results. 

8.2.5 For each parameter compare s and S 
with the corresponding acceptance criteria 
for precision and accuracy, respectively, 
found in Table 2. If s and X for all parameters 
of interest meet the acceptance criteria, the 
system performance is acceptable and 
analysis of actual samples can begin. If any 
individual s exceeds the precision limit or 
any individual X falls outside the range for 
accuracy, then the system performance is 
unacceptable for that parameter. 

Note: The large number of parameters in 
Table 2 present a substantial probability that 
one or more will fail at least one of the 
acceptance criteria when all parameters are 
analyzed. 

8.2.6 When one or more of the parameters 
tested fail at least one of the acceptance 
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criteria, the analyst must proceed according 
to Section 8.2.&1 or 8.2^2. 

8.2.6.1 Locate and correct the source of 
the problem and repeat the test for all 
parameters of interest beginning with Section 
8.2,3. 

a2.6.2 Beginning with Section 8.2.3, repeat 
the test only for those parameters that failed 
to meet criteria. Repeated failure, however, 
will confirm a general problem with the 
measurement system. If this occurs, locate 
and correct the source of the problem and 
repeat the test for all compounds of interest 
beginning with Section 8.2.3. 

6.3 The laboratory must, on an ongoing 
basis, spike at least 10% of the samples from, 
each sample site being monitored to assess 
accuracy. For laboratories analysing one to 
ten samples per month, at least one spiked 
sample per month is required. 

8.3.1 The concentration of the spike in the 
sample should be determined as follows: 

8.3.1.1 If, as in compliance monitoring, the 
concentration of a specihe parameter in the 
sample is being checked against a regulatory 
concentration limit, the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 

6.3.1.2 If the concentration of a specific 
parameter in the sample is not being checked 
against a limit specific to that parameter, the 
spike should be at 20 ^g/L or 1 to 5 times 
higher than the background concentration 
determined in Section 8.3.2, whichever 
concentration would be larger. 

8.3.2 Analyze one 5-mL sample aliquot to 
determine the background concentration (B) 
of each parameter. If necessary, prepare a 
new QC check sample concentrate (Section 
8.2.1] appropriate for the background 
concentrations in the sample. Spike a second 
5-mL sample aliquot with 10 p.L of the QC 
check sample concentrate and analyze it to 
determine the concentration after spiking (A) 
of each parameter. Calculate each percent 
recovery (P) as 100(A-B)%/T. where T is the 
known true value of the spike. 

8.3.3 Compare the percent recovery (P) for 
each parameter with the corresponding QC 
acceptance criteria found in Table 2. These 
acceptance criteria were calculated to 
include an allowance for error in 
measurement of both the background and 
spike concentrations, assuming a spike to 
background ratio of 5:1. This error will he 
accounted for to the extent that the analyst's 
spike to background ratio approaches 5:1.'' If 
spiking was performed at a concentration 
lower than 20 ^ig/L, the analyst must use 
either the QC acceptance criteria in Table 2. 
or optional QC acceptance criteria calculated 
for the specific spike concentration. To 
calculate optional acceptance criteria for the 
recovery of a parameter (1) Calculate 
accuracy (X') using the equation in Table 3, 
substituting the spike concentration (T) for C; 
(2) calculate overall precision (S') using the 
equation in Table 3. substituting X' for X: (3) 
calculate the range for recovery at the spike 
concentration as (100 X'/T)± 2.44(100 S7 
T)%.’ 

8.3.4 If any individual P falls outside the 
designated range for recovery, that parameter 
has failed the acceptance criteria. A check 


standard containing each parameter that 
failed the criteria roust be analyzed as 
described in Section 8.4. 

8.4 If any parameter fails the acceptance 
criteria for recovery in Section 8.3, a QC 
check standard containing each parameter 
that failed must be prepa^ and analyzed. 

Note: The frequency for the required 
analysis of a QC check standard will depend 
upon the number of parameters being 
simultaneously tested, the complexity of the 
sample matrix, and the performance of the 
laboratory. If the entire list of parameters in 
Table 2 must be measured in the sample in 
Section 8.3. the probability that the analysis 
of a QC check standard will be required is 
high. In this case the QC check standard 
should be routinely analyzed with the spiked 
sample. 

8.4.1 Prepare the QC check standard by 
adding 10 fiL of QC check sample concentrate 
(Sections 6.2.1 or 82.2) to 5 raL of reagent 
water. The QC check standard needs only to 
contain the parameters that failed criteria in 
the test in Section 8.3. 

8.4.2 Analyze the QC check standard to 
determine the concentration measured (A) of 
each parameter. Calculate each percent 
recovery (P.) as 100 (A/T)%, where T is the 
true value of the standard concentration. 

8.4.3 Compare the percent recovery (P,) 
for each parameter with the corresponding 
QC acceptance criteria found in Table 2. 

Only parameters that failed the test in 
Section 8.3 need to be compared with these 
criteria. If the recovery of any such parameter 
falls outside the designated range, the 
laboratory performance for that parameter is 
judged to be out of control, and the problem 
must be immediately identified and 
corrected. The analytical result for that 
parameter in the unspiked sample is suspect 
and may not be reported for regulatory 
compliance purposes. 

as As p€u1 of the QC program for the 
laboratory, method accuracy for wastewater 
samples must be amassed and records must 
be maintained. After the analysis of five 
spiked wastewater samples as in Section 8.3. 
calculate the average percent recovery (P) 
and the standard deviation of the percent 
recovery (Sp). Express the accuracy 
assessment as a percent recovery interval 
from P—28p to P-f 28p. If p=90% and 8p=10%. 
for example, the accuracy interval is 
expressed as 7D>110%. Update the accuracy 
assessment for each parameter on a regular 
basis (e.g. after each five to ten new accuracy 
measurements). 

8.6 It is recommended that the laboratory 
adopt additional quality assurance practices 
for use with this method. The specific 
practices that are most productive depend 
upon the needs of the laboratory and the 
nature of the samples. Field duplicates may 
be analyzed to assess the precision of the 
environmental measurements, l^^en doubt 
exists over the identification of a peak on the 
chromatogram, confirmatory techniques such 
as gas chftnnatography with a dissimilar 
column, specific element detector, or mass 
spectrometer must be used. Whenever 
possible, the laboratory should analyze 
standard reference materials and participate 
in relevant performance evaluation studies. 

8.7 The analyst should monitor both the 
performance of the analytical system and the 


effectiveness of the method in dealing with 
each sample matrix by spiking each sample, 
standard, and reagent water blank with 
surrogate halocarbons. A combination of 
bromochloromethane. 2-bromo-l- 
chloropropane, and l,4*dichlorobu1ane is 
recommended to encompass the range of die 
temperature program used in this method. 
From stock standard solutions prepared as in 
Section 6.5, add a volume to give 750 pg of 
each surrogate to 45 mL of reagent water 
contained in a 50-mL volumetric flask, mix 
and dilute to volume for a concentration of 15 
ng/nL Add 10 of this surrogate spiking 
solution directly into the 5-mL syringe with 
every sample and reference standard 
analyzed. Prepare a fresh surrogate spiking 
solution on a weekly basis. If the internal 
standard calibration procedure is being used, 
the surrogate compounds may be added 
directly to the internal standard spiking 
solution (Section 7.4.2). 

P. Sample Collection Preservation, and 
Handling 

9.1 All samples must be iced or 
refrigerated from the time of collection until 
analysis, if the sample contains free or 
combined chlorine, add sodium thiosulfate 
preservative (10 mg/40 mL is sufficient for up 
to 5 ppm CL) to the empty sample bottle just 
prior to shipping to the sampling site. EPA 
Methods 330.4 and 330.5 may be used for 
measurement of residual chlorine.* Field test 
kits are available for this purpose. 

9.2 Grab samples must be collected in 
glass containers having a total volume of at 
least 25 mL. Fill the sample bottle just to 
overflowing in such a manner that no air 
bubbles pass through the sample as the bottle 
is being filled Seal the bottle so that no air 
bubbles are entrapped in it If preservative 
has been added shake vigorously for 1 min. 
Maintain the hermetic seal on the sample 
bottle until time of analysis. 

9.3 All samples must be analyzed within 
14 days of collection.* 

10. Procedure 

10.1 Table 1 summarizes the 
recommended operating conditions for the 
gas chromatograph. Included in this table are 
estimated retention times and MDL that can 
be achieved under these conditions. An 
example of the separations achieved by 
Column 1 is shown in Figure 5. Other packed 
columns, chromatographic conditions, or 
detectors may be used if the requirements of 
Section 8.2 are met. 

10.2 Calibrate the system daily as 
described in Section 7. 

10.3 Adjust the purge gas (nitrogen or 
helium) flow rate to 40 mL/min. Attach the 
trap inlet to the purging device, and set the 
purge and trap system to purge (Figure 3). 
Open the syringe valve located on the 
purging device sample Introduction needle. 

10.4 Allow the sample to come to ambient 
temperature prior to introducing it to the 
syringe. Remove the plunger from a 5-mL 
syringe and attach a closed syringe valve. 
Open the sample bottle (or standard) and 
carefully pour the sample into the syringe 
barrel to just short of overflowing. Replace 
the syringe plunger and compress the sample- 
Open the syringe valve and vent any residual 
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air while adjusting the sample volume to 5.0 
ml. Since this process of taking an aliquot 
destroys the validity of the sample for future 
analysis, the analyst should fill a second 
syringe at this time to protect against 
possible loss of data. Add 10.0 fiL of the 
surrogate spiking solution (Section 8.7) and 
10.0 pL of the internal standard spiking 
solution (Section 7.4.2), if applicable, through 
the valve bore, then close the valve. 

10.5 Attach the syringe-syringe valve 
assembly to the syringe valve on the purging 
device. Open the syringe valves and inject 
the sample into the purging chamber. 

10.6 Close both valves and purge the 
sample for 11.0±0.1 min at ambient 
temperature. 

10.7 After the 11-min purge time, attach 
the trap to the chromatograph, adjust the 
purge and trap system to the desorb mode 
(Figure 4), and begin to temperature program 
the gas chromatograph. Introduce the trapped 
materials to the GC column by rapidly 
heating the trap to 180 ‘C while backflushing 
the trap with an inert gas between 20 and 60 
mL/min for 4 min. If rapid heating of the trap 
cannot be achieved, the GC column must be 
used as a secondary trap by cooling it to 
30 'C (subambient temperature, if poor peak 
geometry or random retention time problems 
persist) instead of the initial program 
temperature of 45 X 

10.8 While the trap is being desorbed into 
the gas chromatograph, empty the pui'ging 
chamber using the sample introduction 
syringe. Wash the chamber with two 5-mL 
flushes of reagent water. 

10.9 After desorbing the sample for 4 min, 
recondition the trap by returning the purge 
and trap system to the purge mode. Wait 15 s 
then close the syringe valve on the purging 
device to begin gas flow through the trap. The 
trap temperature should be maintained at 
180 X After approximately 7 min, turn off the 
trap heater and open the syringe valve to 

slop the gas flow through the trap. When the 
trap is cool, the next sample can be analyzed. 

10.10 Identify the parameters in the 
sample by comparing the retention times of 
the peaks in the sample chromatogram with 
those of the peaks in standard 
Aromatograms. The width of the retention 
lime window used to make identifications 
should be based upon measurements of 
actual retention ifme variations of standards 
over the course of a day. Three times the 
standard deviation of a retention time for a 
compound can be used to calculate a 
suggested window size; however, the 
experience of the analyst should weigh 
heavily in the interpretation of 
chromatograms. 


10.11 If the response for a peak exceeds 
the working range of the system, prepare a 
dilution of Ae sample with reagent water 
from the aliquot in the second syringe and 
reanalyze. 

11, Calculations 

11.1 Determine the concentration of 
individual compounds in the sample. 

11.1.1 If the external standard calibration 
procedure is used, calculate the 
concentration of the parameter being ^ 
measured from the peak response using the 
calibration curve or calibration factor 
determined in Section 7.3.2. 

11.1.2 If the internal standard calibration 
procedure is used, calculate the 
concentration in the sample using the 
response factor (RF) determined in Section 
7.4.3 and Equation 2 

Equation 2. 


Concentration (p.g/L)=- 

(AJ(RF) 

where: 

A,=Response for the parameter to be 
measured. 

Au—Response for the internal standard. 

C|,=Concentration of the internal 
standard. 

11.2 Report results in fig/L without 
correction for recovery data. All QC data 
obtained should be reported with the sample 
results. 

12. Method Performance 

12.1 The method detection limit (MDL) is 
defined as the minimum concentration of a 
substance that can be measured and reported 
with 99% confidence tha. the value is above 
zero.*The MDL concentrations listed in 
Table 1 were obtained using reagent water.* 
Similar results were achieved using 
representative wastewaters. The MDL 
actually achieved in a given analysis will 
vary depending on instrument sensitivity and 
matrix effects. 

12.2 This method is recommended for use 
in the concentration range from the MDL to 
1000X MDL Direct aqueous injection 
techniques should be used to measure 
concentration levels above lOOOxMDL 

12.3 This method was tested by 20 
laboratories using reagent water, drinking 
water, surface water, and three industrial 
wastewaters spiked at six concentrations 
over the range 8.0 to 500 ;xg/L.* Single 


operator precision, overall precision, and 
method accuracy were found to be directly 
related to the concentration of the parameter 
and essentially independent of the sample 
matrix. Linear equations to describe these 
relationships are presented in Table 3. 
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Table 1.—Chromatcx3raph»c Conditions and Method Detection Limits 


Parameter 

Reler>tion time (min) 

Method deteetkm 
limit (;ig/L) 

Cokjnv) 1 

Column 2 

CNofomethane. 




®''0'»X)CTiethana.. . .... -. ..— 

1.50 

538 

0.06 

!^^o<l'tUiOfomalhane.. .... . 

i-\t 

7.05 

1.18 

Chloride_ *” .. * ------ 

2.62 

nd 

1.81 

^^’•ofoothane. ...... ... * - 

2-67 

5.28 

0.18 

chloride. 

3.33 

c oc 

8.68 

0.52 

[nchlorofluoromethme... ^ ^ .. . 

Oufd 

7.18 

10.1 

nd 

035 

nd 

^ ^ uoranB.. .. 

!’-OtcMoroeihMe..... .. . . *• 

7.93 

7.72 

0.13 

Ok:hlofoe!hef»e.. .... 

9.30 

10-1 

12.6 

9.38 

0.07 

aio 
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Table 1 .—Chromatographic CONomoNS and Method Detection Limits—C ontinued 


Parametar 

Rataniion lima (min) 

Mathod detection 

Column 1 

Column 2 

limft(H)/L) 


10.7 

1^1 

0.05 

1 9XXrhlnfTM»(hAn* .... 

11.4 

15.4 

0.03 

1,1,1.Thrhl<VrMmfn« . , n ■ I , i, ■ I - --r-r....,,,,r-,-rn—- 

12.6 

13.1 

0.03 

CMtmn totrachkvida_, .... ,, .. , . . . . 

13.0 

14.4 

0.12 


13.7 

14.6 

0.10 

* 1 ,,, , . . . .. ,, .^.......*. 

14.9 

16.6 

0.04 


15.2 

16.6 

0.34 

. . ...^. ... .. . 

TrirhkvnoOvwm . ,,, , , . .. ... .. . 

15.6 

13.1 

0.12 

nihmnvtrhirwrtfnAthArMi .... 

16.5 

16.6 

0.09 

1 1 9.TfirMnrrM,*KAnA ,.r .. - . 

16.5 

18.1 

0.02 


16.5 

16.0 

0.20 

, , , . ...-.—- —. 

9XMrkrrMahy<kiinyi Altuw . .. . ........*. ,, ,,,,.-....-rr. 

18.0 

nd 

0.13 

Rmmnltvni .. ,, . ,, , . . . ...... - .. 

192 

19.2 

0.20 

t 1 7 V , ,,, .. . ,MM.t.„Trrr,,., 

21.6 

nd 

0.03 


21.7 

15.0 

0.03 


24.2 

18.6 

0.2S 

,,,,,,, ,, .. , m., , ... .. .. 

1 aJ^hlnml^fiTiina ......... ... - ..j 

34.0 

22.4 

032 

1 ^«Oichlofobaft>flna .- - - ... 

34.9 

23.5 

0.15 

1 ..... 

3S.4 

22.3 

0.24 





Column 1 condihont: Cwt)opacfc B (60/60 mosh) cottted wim 1% SP-1000 pacfcod in an 6 n x 0.1 in. ID stainiMa ataal or giasa column witt) helium carrier gas at 40 mL/min flow rata 
Column temperature netd at «6 *C tor 3 min then programmed at 6 *C/min to 220 'C and heW tor 15 mlrt ^ . 

Column 2 coodrtiona: Ponsi-C (100/120 me^) coated with n-octane pacHed in a 6 ft x 0,1 in. ID atainieaa ateai or gtaaa oolumn with helium carrier gea at 40 mL/min flow rate Column 
temperature held at 50 “C tor 3 rrxn then programmed at 6 ‘C/min to 170 'C and held tor 4 min. 
rHl»ix>t determmed. 


Table 2.—Caubration and QC Acceptance Criteria—Method 601 • 


Parametar 

Range tor Q 
(m9'U 

Limit tor a 
(pg/L) 

Range for it 
(pg/L) 

Range P, 
P.{%) 


15 2-24.6 

43 

10.7-32.0 

42-172 


14.7-25.3 

4.7 

5.0-29.3 

13-159 

flrpmomAtti^nA . .. . . .^r—-rt,,-.TT-r+v-r.,T,rr - -- . — 

11.7-28.3 

7.6 

3.4-24.5 

0-144 

lAtrar-hInnriA ......... 

13.7-26.3 

5.6 

11.6-25.3 

43-143 


14.4-25.6 

5.0 

10,2-27.4 

36-150 

. , , , .... ,,, ,, 1 , , ..-.T-T-r- --.T.TT-r. 

r9WvrM»1hitn« . ...... , - .. 

15.4-24.6 

4.4 

11,3-25.2 

46-137 

^.r^iApfr^tAhylyln!^ , ......-... 

12.0-26.0 

6.3 

4.5-35.6 

14-186 


15.0-25.0 

45 

12,4-24.0 

49-133 

■ --TT - TT -i . - . -..-.. 

r:hlrMrftmftM\AnA ...-- 

11.9-28.1 

7.4 

D-34.9 

0-193 

1, ■ ■■ ... ... 'ri --,—.. 

13.1-26.9 

6.3 

7.9-35.1 

24-191 


14.0-26.0 

5.5 

1.7-38.9 

0-206 


9.9-30.1 

9.1 

6.2-32.6 

7-187 

1 AJXrhkyrJvwYTWM, ......... 

13.9-26.1 

5.5 

11.5-25.5 

42-143 

1 IJ’lir^WwruUKarM .....-,. 

16.6-23.2 

3,2 

11.2-24.6 

47-132 

1 9*rXCH0mathf|rM^ , ~ . i l n . u i - ir--- . .„.iirr.--r--rri- T--.-. 

14.3-25.7 

5.2 

13.0-26.5 

51-147 

1 .. .... .... 

12.6-27.4 

6.6 

10.2-27.3 

26-167 

Irmna.1 g.rM^;titoify«lhiina ._ .... 

12.6-27.2 

64 

11,4-27.1 

36-156 

1 9«Oi<;hlornpropiinA .. .- ..rr.. 

14.6-25^ 

6.2 

10.1-29.9 

44-156 

0^1 3*DiCi'kKnpr0pArMk ,,.,.,...,. . .■■■........ir-.-.i 

1^S-27.2 

7,3 

6.2-33.8 

22-176 


12.6-27.2 

7.3 

6.2-33.8 

22-178 

, , .. ,, . , .......r. 

18.5-24.5 

4.0 

7.0-27.6 

25-162 

. . . ... .. itTi-i. 

f f 9 ... . - -j 

9.6-30.2 

9.2 

6.6-31.8 

6184 

TMfqkrfilrkrrMtlhArMi , , . .. , ... .... .. 

14.0-26.0 

64 

61-29.6 

26-162 

1 1 1 .TrirMrutvittuknA . , . ..... 

14.2-25.8 

4.9 

10.6-24.6 

41-136 

• 1 9*rfWWwMltuin« , , .,, ,...-.... 

15.7-24.3 

3,9 

9.6-25.4 

39-136 


15.4-24.6 

4.2 

9.2-266 

35-146 

Tri^^lWyfilkMvrvrinthariA ,, , ... -.-t...........- 

13.3-26.7 

60 

7.4-28.1 

21-156 

Yr»yl chloride — « . - - .... —-- 

13,7-26.3 

67 

62-29.9 

26-163 


Q«:(toncentrBtion measured in QC check sample, in fia/L (SecUon 7.5.3). 

J = Standard deviation of tour recovery measurements. In pg/L (Section 6.2.4). 

•Average reocverv tor tour recovery measuremortta. in f^L (Section 6.2.4). 

P. P.B Percent recovery measured (Section 6.3.2, Section 8.4.2). 

Do:Detected, resuii must bo greater than zero. 

*CrHoria were calculated assuming a QC check sample concentration of 20 ^g/L 


Note: These criteria are based directly 3. Where necessary, the limits for recovery of the limits to concentrations below those 

upon the method performance data In Table have been broadened to assure applicability used to develop Table 3. 

Table 3.—Method Accuracy and Precision as Functions of Concentration—Method 601 


Parameter 

Accuracy, as 
recovery X’ (pg/ 

Single wtalyat 
precision, s,' (pg/ 
L) 

Overall precw 
S'(pg/U 


1.12C-1.02 

O.llit 4^0.04 

0.20X41.00 

,, ... . ,,. ..... 

0.96C-^06 

0.12Jtn :.S8 

0.2iX42,<1 


0.76C-1.27 

026St-^027 

0.38X4-0.W 


0.9eC-1.04 

0.15X^0.38 

0.20X40.39 


1.00C-1.23 

0.15X-0.02 

0.18X4-121 

Oboroethai^ . . . ......... . 

0.99C-1.53 

0.14X-0.13 

0.17X40.63 


1.00C 

0.20X 

O.35X 

........... 

0.93C-0.39 

0.13X4^0.15 

0.19X-0.02 


O.TTC-fO.ld 

0.28X-0.31 

0.52X41.31 


0.94C-i-2.72 

O.IIX4I.IO 

0.24X41.66 


0.93C-^1.70 

0.20X4^0.97 

O.13X46I3 
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Table 3.—Method Acxuracy and Precision as Functions of Concentration-Method 601— Continued 


Accuracy, as 
racovet^X’ (pg/ 

SIngla analyst 
precision. s» (pg/ 
L| 

Overafl precision. 
S' (pg/U 

0.96C4-0.43 

0.14X-1-^33 

0.2651-1.2.34 

O.dSC-O.OQ 

0.15X-f0.29 

0.205i-F0.41 

0.95C-1.0e 

0.065^-1-0.17 

0.145{-f0.94 

1.04C-1.06 

0.1 iX-f 0.70 

0.155i-f0.94 

a98C-0J7 

0J21)l-0.23 

0.295(-0.40 

0.970-0.16 

O.llX-1-1.46 

0.175^-1-1.46 

1X)0C 

0.i3^ 

0.235( 

1.00C 

0.165( 

0.325^ 

1.00C 

0.185^ 

0.325^ 

0.910-0.93 

0.115^-1-0.33 

0.215^-1-1.43 

0.95C+0.19 

0.145(+^41 

0.235^-1.2.79 

0.94C-1-0.06 

0.145^-1-0.36 

0.185^4^2.21 

0.90C-0.16 

0.155^-1-0.04 

0.205^40.37 

0.860-1-0.30 

0.135<-0.14 

0.195(40.67 

0.67C-f0.46 

0.135^-0.03 

0.235^40.30 

0.69C 0.07 

0.155^-1-0.67 

0.265^40.91 

0.97C-0.36 

0.1351-1^0.66 

0.275(4-0.40 


Parameter 


.3-OicMorobaraene 
t.iOicMorobenxant. 
i.i-Dichioroethane.^ 
i^OchloroalthaM... 
l.lDichloroetherMi... 

1 ,2-Dichloro0lhane 
U DKrhiofOpropane* * 
c»i.3 OicfUoropropene* 
.3 DtcWoropropene 
Mfthylana cNorld#. 

1.U2 

TatracNoroitfMna. 

U.1- 
1.U 

TticNoroethent. 


TncNoroflucvornalhana 
Vinyl cMorida... 


X - Expected recovery for one or more meesuremerTts of a sample containing a concentration of C. In pg/L 
s» -Expected single analyst standard deviation of measurements at an average concentration found of jt In ug/L 
S' ^ Expected intertaboratory standard deviation of measurements at an average concentration found of ^ in ug/L 
C - True value for the concentration, In pg/L 

X=Average recovery found for measurements of semplM containing a oonoentration of C. in pg/L 

• E sumates based upon the performance in a single labor^ory 


BILUNQ CODE 6S6&-5(MI 
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OPTIONAL 


• 

FOAM 

R-*-EXIT y4 IN. 

TRAP / 


0. D. 

-^14MM 0. D. 

INLET */« IN. 


' 0. D. 


y* IN. 

0. D. EXIT 



^SAMPLE INLET 

2-WAY SYRINGE VALVE 
*17CM. 20 GAUGE SYRINGE NEEDLE 

0. D. RUBBER SEPTUM 


0. D. 


INLET 
y* IN. 0. 


10MM GLASS FRIT 
MEDIUM POROSITY 


1/16 IN. O.D. 
/STAINLESS STEEL 


13X MOLECULAR 
SIEVE PURGE 
GAS FILTER 


PURGE GAS 

FLOW 

CONTROL 



Figure 1. Purging device. 
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PACKING PROCEDURE 


CONSTRUCTION 


GLASS guiM r-i 
WOOL 

ACTIVATED, 
CHARCOAL 7.7CMg 

I 

7.7ai I 


GRADE 15 


SILICA GEL' 


TENAX 7.7 CM 


2 % OV-1 


GLASS WOOL 


1C1W! 


5MM 


I 


7-^/FOOT 
RESISTANCE 
WIRE WRAPPED 
SOLID 
(DOUBLE LAYER) 


15CM 


7^/F00T4. 
RESISTANCE 
WIRE WRAPPED 
SOLID 
(SINGLE LAYER) 
8CMH 


TRAP INLET 



COMPRESSION 
FITTING NUT 
AND FERRULES 

$ 

THERMOCOUPLE/ 

CONTROLLER 

SENSOR 

ELECTRONIC 
TEMPERATURE 
CONTROL 
AND 

PYROMETER 

! TUBING 25CM 
0.105 IN. i.O. 
0.125 IN. O.D. 
STAINLESS STEa 


Figure 2. Trap packings and construction to include 
desorb capability 
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s 


CARRIER GAS FLOW CONTROL 
PRESSURE REGULATOR 

\ 


PURGE GAS 
FLOW CONTROL 


13X MOLECULAR 
SIEVE FILTER 


LIQUID INJECTION PORTS 


^ COLUMN OVEN 

CONFIRMATORY COLUMN 
SI 1> TO DETECTOR 

J 



TO DETECTOR 

ANALYTICAL COLUMN 


\ OPTIONAL 4-PORT COLUMN 
SELECTION VALVE 
TRAP INLET 
y' RESISTANCE WIRE 

^HEATER CONTROL 


PURGING 

DEVICE 


Not«:AU LINES BETWEEN 
TRAP AND GC 
SHOULD BE HEATED 
TO 80*C 




Figure 3. Purge and trap system-purge mode. 


CARRIER GAS 
FLOW CONTROL 
PRESSURE 
REGULATOR 


PURGE GAS 
FLOW CONTROL 


LIOUIO INJECTION PORTS 


13X MOLECULAR 
SIEVE FILTER p 



PURGING 

DEVICE 


COLUMN OVEN 
CONFIRMATORY COLUMN 
OTO DETECTOR 
J —ANALYTICAL COLUMN 


HEATER 

CONTROL 


Note; 

A!.L LINES BETWEBII 
TRAP AND GC 
SHOULD BE HEATED 
TO BO^C. 


Figure 4. Purge and trap system - desorb mode. 
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Method 60^Purgeable Aromatics 

1. Scope and Application 

1.1 This method covers the determination 
of various purgeable aromatics. The following 
parameters may be determined by this 
method: 


ParaiTMter 

STORE! 

No. 

CAS No 

Benzene...... 

34030 

71-43-2 


34301 

106-90-7 

1,2'OicNorDbsnzsne.. 

34536 

95-50-1 

1,3>C)icriloro66nzeoe..........._ 

34566 

541-73-1 

1,4-Oichtorobenzene-- 

34571 

106-46-7 

Elhyt)erusne ----- 

34371 

100-41-4 

Toluene -- ...........— 

34010 

106-66-3 


1.2 This is a purge and trap gas 
chromatographic (GC) method applicable to 
the determination of the compounds listed 
above in municipal and industrial discharges 
as provided under 40 CFR 136.1. When this 
method is used to analyze unfamiliar samples 
for any or all of the compounds above, 
compound identincations should be 
supported by at least one additional 
qualitative technique. This method describes 
analytical conditions for a second gas 
chromatographic column that can be used to 
confirm measurements made with the 
primary column. Method 624 provides gas 
chromatograph/mass spectrometer (CC/MS) 
conditions appropriate for the qualitative and 
quantitative conhirnation of results for all of 
the parameters listed above. 

1.3 The method detection limit (MDL, 
defined in Section 12.1) * for each parameter 
is listed in Table 1. The MDL for a specific 
wastewater may differ from those listed, 
depending upon the nature of interferences in 
the sample matrix. 

1.4 Any modification of this method, 
beyond those expressly permitted, shall be 
considered as a major modification subject to 
application and approval of alternate test 
procedures under 40 CFR 138.4 and 136.5. 

1.5 This method is restricted to use by or 
under the supervision of analysts 
experienced in the operation of a purge and 
trap system and a gas chromatograph and in 
the interpretation of gas chromatograms. 

Each analyst must demonstrate the ability to 
generate acceptable results with this method 
using the procedure described in Section 8.2. 

2. Summary of Method 

2.1 An inert gas is bubbled through a 5- 
mL water sample contained in a specially- 
designed purging chamber at ambient 
temperature. The aromatics are efficiently 
transferred from the aqueous phase to the 
vapor phase. The vapor is swept through a 
sorbent trap where the aromatics are 
trapped. After purging Is completed, the trap 
is heated and backflushed with the inert gas 
to desorb the aromatics onto a gas 
chromatographic column. The gas 
chromatograph is temperature programmed to 
separate the aromatics which are then 
detected with a photoionization detector.^ ’ 

22 The method provides an optional gas 
chromatographic column that may be helpful 
in resolving the compounds of interest from 
interferences that may occur. 


3. Interferences 

3.1 Impurities in the purge gas and 
organic compounds outgassing from the 
plumbing ahead of the trap account for the 
majority of contamination problems. The 
analytical system must be demonstrated to 
be free fit>m contamination under the 
conditions of the analysis by running 
laboratory reagent blanks as described in 
Section 8.1.3. The use of non-Teflon plastic 
tubing. non-Teflon thread sealants, or flow 
controllers with rubber components in the 
purge and trap system should be avoided. 

3.2 Samples can be contaminated by 
diffusion of volatile organics through the 
septum seal Into the sample during shipment 
and storage. A field reagent blank prepared 
from reagent water and carried through the 
sampling and handling protocol can serve as 
a check on such contamination. 

3.3 Contamination by carry-over can 
occur whenever high level and low level 
samples are sequentially analyzed. To reduce 
carry-over, the purging device and sample 
syringe must be rinsed with reagent water 
between sample analyses. Whenever an 
unusually concentrated sample la 
encountered, it should be followed by an 
analysis of reagent water to check for cross 
contamination. For samples containing large 
amounts of water-soluble materials, 
suspended solids, high boiling compounds or 
high aromatic levels. It may be necessary to 
wash the purging device with a detergent 
solution, rinse it with distilled water, and 
then dry it in an oven at 105 *C between 
analyses. The trap and other parts of the 
system are also subject to contamination: 
therefore, frequent bakeout and purging of 
the entire system may be requir^. 

4. Safety 

4.1 The toxicity or carcinogenicity of each 
reagent used in this method has not been 
precisely defined; however, each chemical 
compoond should be treated as a potential 
health hazard. From this viewpoint exposure 
to these chemicals must be reduced to the 
lowest possible level by whatever means 
available. The laboratory is responsible for 
maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of material data 
handling sheets should also be made 
available to all personnel involved in the 
chemical analysis. Additional references to 
laboratory safety are available and have 
been identified •’•for the information of the 
analyst. 

4.2 The following parameters covered by 
this method have been tentatively classified 
as known or suspected, human or mammalian 
carcinogens: benzene and 1.4- 
dlchlorobenzene. Primary standards of these 
toxic compounds should be prepared in a 
hood. A NIOSH/MESA approved toxic gas 
respirator should be worn when the analyst 
handies high concentratiooa of these toxic 
compounds. 

5. Apparatus and Materials 

5.1 Sampling equipment, for discrete 
sampling. 

5.1.1 Vial—25-mL capacity or larger, 
equipped with a screw cap with a hole in the 


center (Pierce #13075 or equivalent). 
Detergent wash, rinse with tap and distilled 
water, and dry at 105 *C before use. 

5.1.2 Septum—Teflon-faced silicone 
(Pierce #12722 or equivalent). Detergent 
wash, rinse with tap and distilled water, and 
dry at 105 *C for 1 h before use. 

5.2 Purge and trap system—The purge and 
trap system consists of three separate pieces 
of equipment: A purging device, trap, and 
desorber. Several complete systems are now 
commercially available. 

5.2.1 The purging device must be designed 
to accept 5-raL samples with a water column 
at least 3 cm deep. The gaseous head space 
between the water colunm and the trap must 
have a total volume of less than 15 mL The 
purge gas must pass through the water 
column as flnely divided bubbles with a 
diameter of less than 3 mm at the origin. The 
purge gas must be introduced no more than S 
mm from the base of the water column. The 
purging device Illustrated in Figure 1 meets 
these design criteria. 

5.2.2 llie trap must be at least 25 cm long 
and fiave an inside diameter of at least 6.105 
in. 

5.2.2.1 The trap is packed with 1 cm of 
methyl silicone coated packing (Section 6*4.2) 
and 23 cm of 2.6-diphenylene oxide polymer 
(Section 6.4.1) as shown in Figure 2. This trap 
was used to develop the method performance 
statements in Section 12. 

5.2 2.2 Alternatively, either of the two 
traps described in Method 801 may be used, 
although water vapor will preclude the 
measurement of low concentrations of 
benzene. 

5.2.3 The desorber must be capable of 
rapidly heating the trap to 180 *C. The 
polymer section of the trap should not be 
heated higher than 180 *C and the remaining 
sections should not exceed 200 *C. The 
desorber Illustrated in Figure 2 meets these 
design criteria. 

5.2.4 The purge and trap system may be 
assembled as a separate unit or be coupled to 
a gas chromatograph as illustrated in Figures 
3^ 4. and 5. 

5.3 Gas chromatograph—An analyticnl 
system complete with a temperature 
programmable gas chromatograph suitable 
for on-column injection and all required 
accessories mcluding syringes, analytical 
columns, gases, detector, and slrip-chart 
recorder. A data system is recommended for 
measuring peak areas. 

5.3.1 Column 1—6 ft long x 0.082 in. ID 
stainless steel or glass, packed with 5% SP- 
1200 and 1.75% Bentone-34 on Supelcoport 
(100/120 mesh) or equivalent. This column 
was used to develop the method performance 
statements in Section 12. Guidelines for the 
use of alternate column packings are 
provided in Section 10.1. 

. 5.3.2 Column 2—0 ft long x 0.1 In ID 
stainless steel or glass, packed with 5% 1.2,3- 
Tri8(2-cyano€thoxy)propane on Chromosorb 
W-AW (eo/ao mesh) or equivalent, 

5.3.3 Detector—^Fliotoionization detector 
(h-Nu Systems. Inc. Model PI-51-02 or 
equivalent). This type of detecloi has been 
proven effective in the analysis of 
wastewaters for the parameters listed in the 
scope (Section 1.1), and was used to develop 
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the method performance statemenU in 
Section 12. Guidelines for the use of alternate 
detectors are provided in Section 10.1. 

5.4 Syringes—5-mL glass hypodermic with 
Uerlok tip (two each), if applicable to the 
purging device. 

5.5 Micro syringes—0.006 In. ID 
needle. 

5.6 Syringe valve—2-way, with Luer ends 
(three each). 

67 Bottle—^15-mL, screw-cap. with Teflon 
cap liner. 

5.6 Balance—Analytical, capable of 
accurately weighing 0.0001 g. 

ft Reagents 

6.1 Reagent water—Reagent water is 
defined as a water in which an interferent is 
not observed at the MDL of the parameters of 
interest 

6.1.1 Reagent water can be generated by 
passing tap water through a carbon filter bed 
ccntHining about 1 lb of activated carbon 
(Filtrasofb-300, Calgon Corp., or equivalent). 

6.1.2 A water purification system 
(Mlllipore Super-Q or equivalent) may be 
used to generate reagent water. 

6.1.3 Reagent water may also be prepared 
by boiling water for 15 min. Subsequently, 
while maintaining the temperature at 90 *C. 
bubble a contaminant-free inert gas through 
the water for 1 h. While sUU hot, transfer the 
water to a narrow mouth screw-cap bottle 
and seal with a Teflon-lined septum and cap. 

67 Sodium thiosulfate—(ACS) Granular. 

6.3 Hydrochloric acid (1 -F1}—Add 50 mL 
of concentrated HCl (ACS) to 50 ml. of 
reagent water. 

6.4 Trap Materials: 

64.1 2,6-Diphenylene oxide polymer— 
Tenax, (60/80 mesh), diromatographic grade 
or equivalent 

6:4.2 Methyl silicone packing—3% OV-1 
on Chromosorb-W (60/80 mesh) or 
equivalent 

6.5 Methanol—Pesticide quality or 
equivalent 

6a Stock standard solutions—Stock 
standard solutions may be prepared from 
pure standard materials or purchased as 
certified solutions. Prepare stock standard 
lolutiona in methanol using assayed liquids. 
Because of the toxicity of benzene and 1.4- 
dichlorobenzene, primary dilutions of these 
maferialf should be prepared In a hood. A 
WOSH/MESA approved toxic gas respirator 
•bould be used when the analyst handles 
high concentrations of such materials. 

6.6.1 Place about 9.8 mL of methanol into 
• KMnL ground glass stoppered volumetric 
flask. Allow the flask to stand, unstoppered, 
fbr about 10 min or until all alcohol wetted 
surfaces have dried. Weigh the flask to the 
nearest ai mg. 

0.6.2 Using a lOO-pL syringe, immediately 
add two or more drops of assayed reference 
mnierial to the flask, then reweigh. Be sure 
ihal (he drops fall directly into the alcohol 
’rithoul contacting the neck of the flask. 

0-6.3 Reweigh, dilute to volume, stopper, 
ihen mix by inverting the flask several tiroes. 
Calculate the concentration in ^/fiL from 
ihe net gain in weight When compound 
Pniity is assayed to be 96% or greater, the 
''^n*ghl can be used without correction to 
calculate the concentration of the stock 


standard. Commercially prepared stock 
standards can be used at any concentration if 
they are certified by the manufacturer or by 
an independent source. 

6.6.4 Transfer the stock standard solution 
into a Teflon-sealed screw-cap bottle. Store 
at 4 *C and protect from light. 

6.6.5 All standards must be replaced after 
one month, or sooner if comparison with 
check standards indicates a problem. 

6.7 Secondary dilution standcuds—Using 
stock standard solutions, prepare secondary 
dilution standards in methanol that contain 
the compounds of interest, either singly or 
mixed together. The secondary dilution 
standards should be prepared at 
concentrations such that the aqueous 
calibration standards prepared in Sections 

7.3.1 or 7.4.1 will bracket the working range of 
the analytical system. Secondary solution 
standards roust be stored with zero 
headspace and should be checked frequently 
for signs of degradation or evaporation, 
especially (ust prior to preparing calibration 
standards from them. 

6.8 Quality control check sample 
concentrate—See Section 8.2.1. 

7. Calibration 

7.1 Assemble a purge and trap system 
that meets the specifications in Section 5.Z 
Condition the trap overnight at 180 "C by 
backflushing with an inert gas flow of at least 
20 mL/min. Condition the trap for 10 min 
once daily prior to use. 

7.2 Connect the purge and trap system to 
a gas chromatograph. The gas chromatograph 
must be operated using temperature and flow 
rate conditions equivalent to those given in 
Table 1. Calibrate the purge and trap-gas 
chromatographic system using either the 
external standard technique (Section 7.3) or 
the internal standard technique (Section 7.4). 

7.3 External standard calibration 
procedure: 

7.3.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter by carefully adding 2QXS pL of 
one or more secondary dilution standards to 
100. 500. or 1000 mL of reagent water. A 25- 
pL syringe with # 0.006 in. ID needle should 
be used for this operation. One of the 
external standards should be at a 
concentration near, but above, the MDL 
(Table 1) and the other concentrations should 
correspond to the expected range of 
concentrations found in real samples or 
should define the working range of the 
detector. These aqueous standards must be 
prepared fresh daily. 

7.37 Analyze each calibration standard 
according to Action 10. and tabulate peak 
height or area responses versus the 
concentration in the standard. The results 
can be used to prepare a calibration curve for 
each compound. Alternatively, if the ratio of 
response to concentration (calibration factor) 
is a constant over the working range (<10% 
relative standard deviation. RSD). linearity 
through the origin can be assumed and the 
average ratio or calibration factor can be 
used in place of a calibration curve. 

7.4 Internal standard calibration 
procedure—^To use this approach, the analyst 
must select one or more internal standards 
that are similar in analytical behavior to the 


compounds of interest. The analyst must 
further demonstrate that the measurement of 
the internal standard is not affected by 
method or matrix interferences. Because of 
these limitations, no internal standard can be 
suggested that is applicable to all samples. 

The compound. a43/3t,-trifluorotoluene. 
recommended as a surrogate spiking 
compound in Section 8.7 has b^n used 
successfully as an internal standard. 

7.4.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest as described in 
Section 7.3.1. 

7.4.2 Prepare a spiking solution containing 
each of the intemal standards using the 
procedures described in Section 6.6 and 6.7. It 
is recommended that the secondary dilution 
standard be prepared at a concentration of 15 
fig/mL of each intemal standard compound. 
The addition of 10 pi of this standard to 5.0 
mL of sample or calibration standard would 
be equivalent to 30 pg/L 

7.4.3 Analyze each calibration standard 
according to Section 10. adding 10 pL of 
intemal standard spiking solution directly to 
the syringe (Section 10.4). Tabulate peak 
height or area responses against 
concentration for each compound and 
intemal standard, and calculate response 
factors (RF) for each compound using 
Equation 1. 

Equation 1. 

(A.)(Q.) 

RF=- 

(A*.)(C.) 

where: 

A«=Response for the parameter to be 
measured. 

Ate=Response for the intemal standard 

Cl.=Concentration of the internal standard 

C.=^Concefitratioo of the parameter to be 
measured 

If the RF value over the working range is a 
constant (<10% RSD). the RF can be 
assumed to be invariant and the average RF 
can be used for calculations. Alternatively, 
the results can be used to plot a calibration 
curve of response ratios. A,/A|., vs. RF. 

7.5 The working calibration curve, 
calibration factor, or RF must be verified on 
each 'working day by the measurement of a 
QC check sample. 

7.5.1 Prepare the QC check sample as 
described In Section 87.2. 

7.5.2 Analyze the QC check sample 
according to Section 10. 

7.5.3 For each parameter, compare the 
response (Q) with the corresponding 
calibration acceptance criteria found in Table 
2. If the responses for all parameters of 
interest fall within the designated ranges, 
analysis of actual samples can begin. If any 
individual Q falls outside the range, a new 
calibration curve, calibration factor, or RF 
must be prepared for that parameter 
according to Section 7.3 or 7.4. 

6. Qitolity Contra! 

8.1 Each laboratory that uses this method is 
required to operate a formal quality control 
program. The mimimum requirements of this 
program consist of an initial demonstration of 
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laboratory capability and an ongoing 
analysis of spiked samples to evaluate and 
document data quality. The laboratory must 
maintain records to document the quality of 
data that is generated. Ongoing data quality 
checks are compared with established 
performance criteria to determine if the 
results of analyses meet the performance 
characteristics of the method. When results 
of sample spikes indicate atypical method 
performance, a quality control check 
standard must be analyzed to confirm that 
the measurements were performed in an in¬ 
control mode of operation. 

8.1.1 The analyst must make an initial 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with diis method. This ability is established 
as described in Section 8.2. 

8.1.2 In recognition of advances that are 
occurring in chromatography, the analyst is 
permitted certain options (detailed in Section 
10.1] to improve the separations or lower the 
cost of measurements. Each time such a 
modification is made to the method, the 
analyst is required to repeat the procedure in 
Section 8.2. 

8.1.3 Each day. the analyst must analyze a 
reagent water blank to demonstrate that 
interferences from the analytical system are 
under control. 

8.1.4 The laboratory must, on an ongoing 
basis, spike and analyze a minimum of 10% of 
all samples to monitor and evaluate 
laboratory data quality. This procedure is 
described in Section 8.3. 

8.1.5 The laboratory must on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
control. This procedure is described in 
Section 8.4. The frequency of the check 
standard analyses is equivalent to 10% of all 
samples analyzed but may be reduced if 
spike recoveries from samples (Section 8.3) 
meet all specified quality control criteria. 

8.1.6 Ihe laboratory must maintain 
performance records to document the quality 
of data that is generated. This procedure is 
described in Section 8.5. 

8.2 To establish the ability to generate 
acceptable accuracy and precision, the 
analyst must perform the follo%ving 
operations. 

8.2.1 A quality control (QC] check sample 
concentrate is required containing each 
parameter of interest at a concentration of 10 
pg/mL In methanol The QC check sample 
concentrate must be obtained from the U.S. 
Environmental Protection Agency. 
Environmental Monitoring and Support 
Laboratory in Cincinnati Ohio, if available. If 
not available from that source, the QC check 
sample concentrate must be obtained from 
another external source. If not available from 
either source above, the QC check sample 
concentrate must be prepared by the 
laboratory using stock standards prepared 
independently ^m those used for 
calibration. 

8.2.2 Prepare a QC check sample to 
contain 20 pg/L of each parameter by adding 
200 pL of QC check sample concentrate to 
100 mL of reagant water. 

8.2.3 Analyze four 5-mL aliquots of the 
well-mixed QC check sample according to 
Section 10. 


8.2.4 Calculate the average recovery (X) 

In pg/L. and the standard deviation of the 
recovery (s) in pg/L, for each parameter of 
interest using the four results. 

8.2.5 For each parameter compare s and X 
with the corresponding acceptance criteria 
for precision and accuracy, respectively, 
found in Table 2. If a and X for all parameters 
of interest meet t}ie acceptance criteria, the 
system performance is acceptable and 
analysis of actual samples can begin. If any 
individual s exceeds the precision limit or 
any individual X falls outside the range for 
accuracy, the system performance is 
unacceptable for that parameter. 

Note.—^The large number of parameters in 
Table 2 present a substantial probability that 
one or more will fail at least one of the 
acceptance criteria when all parameters are 
analyzed. 

8.2.6 When one or more of the parameters 
tested fail at least one of the acceptance 
criteria, the analyst must proceed according 
to Section 8.2.6.1 or 8.2.6.2. 

8.2.8.1 Locate and correct the source of 
the problem and repeat the test for all 
parameters of interest beginning with Section 
8.2.3. 

8.2.6.2 Beginning with Section 8.2.3. repeat 
the test only for those parameters that failed 
to meet criteria. Repeated failure, however, 
wiU confirm a general problem with the 
measurement system. If this occurs, locate 
and correct the source of the problem and 
repeat the lest for all compounds of interest 
beginning with Section 8.2.3. 

8.3 The laboratory must, on an ongoing 
basis, spike at least 10% of the samples from 
each sample site being monitored to assess 
accuracy. For laboratories analyzing one to 
ten samples per month, at least one spiked 
sample per month is required. 

8.3.1 The concentration of the spike in the 
sample should be determined as follows; 

as.l.l If, as in compliance monitoring, the 
concentration of a specific parameter in the 
sample is being checked against a regulatory 
concentration limit the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 

8.3.1.2 If the concentration of a specific 
parameter in the sample is not being checked 
against a limit specific to that parameter, the 
spike should be at 20 ^g/L or 1 to 5 times 
higher than the background concentration 
determined in Section 8.3.2, whichever 
concentration would be larger. 

8.32 Analyze one 5-mL sample aliquot to 
determine the background concentration (B) 
of each parameter. If necessary, prepare a 
new QC check sample concentrate (Section 
8.2.1) appropriate for the background 
concentrations in the sample. Spike a second 
5-mL sample aliquot with 10 pL of the QC 
check sample concentrate and analyze it to 
determine the concentration after spiking (A) 
of each parameter. Calculate each percent 
recovery (P) as 100(A-B)%/T. where T is the 
known true value of the spike. 

8.3.3 Compare the percent recovery (P) for 
each parameter with the corresponding QC 
acceptance criteria found in Table 2. l^ese 
acceptance criteria were calculated to 
include an allowance for error in 


measurement of both the background and 
spike concentrations, assuming a spike to 
background ratio of 5:1. This error will be 
accounted for to the extent that the analyst's 
spike to background ratio approaches 5:1. 
spiking was performed at a concentration 
lower than 20 fig/L the analyst must use 
either the QC acceptance criteria in Table 2, 
or optional QC acceptance criteria calculated 
for the specific spike concentration. To 
calculate optional acceptance criteria for the 
recovery of a parameter: (1) Calculate 
accuracy (X') using the equation in Table 3, 
substituting the spike concentration (T) for O 
(2) calculate overall precision (S') using the 
equation in Table 3. substituting X' for X; (3) 
calculate the range for recovery at the spike 
concentration as (100 X'/T) ± 2.44(100 S'/ 
T)%.’ 

8.3.4 If any individual P falls outside the 
designated range for recovery, that parameter 
has failed the acceptance criteria. A check 
standard containing each parameter that 
failed the criteria must be analyzed as 
described in Section 8.4. 

8.4 If any parameter fails the acceptance 
criteria for recovery in Section 8.3, a QC 
check standard containing each parameter 
that failed must be prepared and analyzed. 

Note: The frequency for the required 
analysis of a QC check standard will depend 
upon the number of parameters being 
simultaneously tested, the complexity of the 
sample matrix, and the performance of the 
laboratory. 

8.4.1 ^epare the QC check standard by 
adding 10 fiL of QC check sample concentrate 
(Sections 8.2.1 or 6.3.2) to 5 mL of reagent 
water. The QC check standard needs only to 
contain the parameters that failed criteria in 
the test in Section 8.3. 

8.4.2 Analyze the QC check standard to 
determine the concentration measured (A) of 
each parameter. Calculate each percent 
recovery (PJ as 100 (A/T)%. where T is the 
true value oTthe standard concentration. 

8.4.3 Compare the percent recovery (PJ 
for each parameter with the corresponding 
QC acceptance criteria found in Table 2. 
Only parameters that failed the test in 
Section 8.3 need to be compared with these 
criteria. If the recovery of any such parameter 
falls outside the designated range, the 
laboratory performance for that parameter is 
judged to be out of control, and dke problem 
must be immediately identified and 
corrected. The analytical result for that 
parameter in the unspiked sample is suspect 
and may not be reported for regulatory 
compliance purposes. 

8.5 As part of the QC program for the 
laboratory, method accuracy for wastewater 
samples must be assessed and records must 
be maintained. After the analysis of five 
spiked wastewater samples as in Section 83. 
calculate the average percent recovery (P) 
and the standard deviation of the percent 
recovery (Sp). Express the accuracy 
assessment as a percent recovery interval 
from P-2Sp to P-f 28p. If P=90% and 8p=10%. 
for example, the accuracy interval is 
expressed as 70-110%. Update the accuracy 
assessment for each parameter on a regular 
basis (e.g. after each five to ten new accuracy 
measurements). 
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8.6 it U recommended that the laboratory 
adopt additional quality assurance practices 
for use with this method. The specific 
practices that are most productive depend 
upon the needs of the laboratory and the 
nature of the samples. Field duplicates may 
be anaiyied to assess the precision of the 
environmental measurements. When doubt 
exists over the identification of a peak on the 
chromatogram, confirmatory techniques such 
as gas chicmatography with a dissimilar 
column, specific element detector, or mass 
spectrometer must be used. W'henever 
possible, the laboratory should analyze 
standard reference materials and participate 
in relevant performance evaluation studies. 

6.7 The analyst should monitor both the 
performance of the analytical system and the 
effectiveness of the method in dealing with 
each sample matrix by spiking each sample, 
standard, and reagent water blank with 
surrogate compounds (e.g. a, a, a,- 
trilluorotoluene) recommended to encompass 
the range of the temperature program used in 
this method. From stock standard solutions 
prepared as in Section 6.6, add a volume to 
give 750 pg of each surrogate to 45 mL of 
reagent water contained In a 50-mL 
volumetric flask, mix and dilute to volume for 
a concentration of 15 mg/pL. Add 10 pL of 
this surrogate spiking solution directly into 
the 5-inL syringe with every sample and 
reference standard analyzed. Prepare a fresh 
sunogate spiking solution on a weekly basis. 

If the internal standard calibration procedure 
is being used, the surrogate compounds may 
be added directly to the internal standard 
spiking solution (Section 7.4.2). 

9. Sample Collection, Preservation, and 
Handling 

9.1 The samples must be iced or 
refrigerated from the time of collection until 
analysis. If the sample contains free or 
combined chlorine, add sodium thiosulfate 
preservative (10 mg/40 mL is sufficient for up 
to 5 ppm Cls) to the empty sample bottle just 
prior to shipping to the sampling site. EPA 
Method 330.4 or 330.5 may ^ used for 
measurement of residual chlorine.*Field test 
kits are available for this purpose. 

9.2 Collect about 500 mL of sample in a 
clean container. Adjust the pH of the sample 
to about 2 by adding 1 + 1 HCl while stirring. 
Fill the sample bottle in such a manner that 
no air bubbles pass through the sample as the 
bottle is being Hlled. Seal the bottle so that 
no air bubbles are entrapped in it Maintain 
the hermetic seal on the sample bottle until 
time of analysis. 

9.3 All samples must be analyzed within 
14 days of collection.* 

to. Procedure 

10.1 Table 1 summarizes the 
recommended operating conditions for the 
gas chromatograph. Included in this table are 
estimated retention times and MDL that can 
be achieved under these conditions. An 
example of the separations achieved by 
Column 1 is shown in Figure 6. Other packed 
columns, chromatographic conditions, or 
detectors may be used if the requirements of 
Section 8.2 are met. 

10.2 Calibrate the system daily as 
described in Section 7. 


10.3 Adjust the purge gas (nitrogen or 
helium) flow rate to 40 mL/min. Attach the 
trap inlet to the purging device, and set the 
purge and trap system to purge (Figure 3). 

Open the syringe valve located on the 
purging device sample introduction needle. 

ia4 Allow the sample to come to ambient 
temperature prior to introducing it to the 
syringe. Remove the plunger from a 5-mL 
syringe and attach a dos^ syringe valve. 
Open the sample bottle (or standard) and 
carefully pour the sample into the syringe 
barrel to just short of overflowing. Replace 
the syringe plunger and compress the sample. 
Open the syringe valve and vent any residual 
air while adjusting the sample volume to 5.0 
mL Since tl^ process of taking an aliquot 
destroys the v^dity of the sample for future 
analysis, the analyst should 811 a second 
syringe at this time to protect against 
possible loss of data. Add 10.0 p.L of the 
surrogate spiking solution (Section 8.7) and 
10.0 pL of the internal standard spiking 
solution (Section 7.4.2). if applicable, through * 
the valve bore, then close the valve. 

10.5 Attach the syringe-syringe valve 
assembly to the syringe valve on the purging 
device. Open the syringe valves and inject 
the sample into the purging chamber. 

10.0 Close both valves and purge the 
sample for 12.0±0.1 min at ambient 
temperature. 

10.7 After the 12-min purge time, 
disconnect the purging device from the trap. 
Dry the trap by maintaining a flow of 40 mL/ 
min of dry purge gas throu^ it for 6 min 
(Figure 4). If the purging device has no 
provision for bypassing the purger for this 
step, a dry purger should be inserted into the 
device to minimize moisture in the gas. 

Attach the trap to the chromatograph, adjust 
the purge and trap system to the desorb mode 
(Figure 5), and begin to temperature program 
the gas chromatograph. Introduce the trapped 
materials to the GC column by rapidly 
heating the trap to 180 ‘C while backflushing 
the trap with an inert gas between 20 and 60 
mL/min for 4 min. If rapid heating of the trap 
cannot be achieved, the GC colunm must be 
used as a secondary trap by cooling it to 30 
•C (subambient temperature, if poor peak 
geometry and random retention time 
problems persist) instead of the initial 
program temperature of 50 •C. 

10.8 While the trap is being desorbed into 
the gas chromatograph column, empty the 
purging chamber using the sample 
intr^uedon syringe. Wash the chamber with 
two 5-mL flushes of reagent water. 

10.9 After desorbing the sample for 4 min. 
recondition the trap by returning the purge 
and trap system to the purge mode. Wait 15 s. 
then close the syringe valve on the purging 
device to begin gas flow through the trap. The 
trap temperature should be maintained at 180 
•C. After approximately 7 min, turn off the 
trap heater and open the syringe valve to 
stop the gas flow through the trap. When the 
trap is cool, the next sample can be analyzed. 

10.10 Identify the parameters in the 
sample by comparing the retention times of 
the peaks in the sample chromatogram with 
those of the peaks in standard 
chromatograms. The width of the retention 
time window used to make identifications 
should be based upon measurements of 


actual retention time variations of standards 
over the course of a day. Three times Ihe 
standard deviation of a retention time for a 
compound can be used to calculate a 
suggested window size: however, the 
experience of the analyst should weigh 
heavily in the interpretation of 
chromatograms. 

10.11 If the response for a peak exceeds 
the working range of the system, prepare a 
dilution of the sample with reagent water 
from the aliquot in the second syringe and 
reanalyze. 

21. Calculations 

11.1 Determine the concentration of 
individual compounds in the sample. 

11.1.1 If the external standard calibration 
procedure is used, calculate the 
concentration of the parameter being 
measured from the peak response using the 
calibration curve or calibration factor 
determined in Section 7.3.2. 

11.1.2 If the internal standard calibration 
procedure is used, calculate the 
concentration in the sample using the 
response factor (RF) determined in Section 

7.4.3 and Equation 2. 

Equation 2. 


|A.)(CJ 

Concentration (wg/L) = 

(AJ(RF) 


where: 

A« = Response for the parameter to be 
measur^. 

A|. = Response for the internal standard. 

C*g = Concentration of the internal 
standard. 

11.2 Report results in pg/L without 
correction for recovery data. All QC data 
obtained should be reported with the sample 
results. 

22. Method Performance 

12.1 The method detection limit (MDL) is 
defined as the minimum concentration of a 
substance that can be measured and reported 
with 99% confidence that the value is above 
zero. * The MDL concentrations listed in 
Table 1 were obtained using reagent water.* 
Similar results were achieved using 
representative wastewaters. The MDL 
actually achieved in a given analysts will 
vary depending on instrument sensitivity and 
matrix effects. 

12.2 This method has been demonstrated 
to be applicable for the concentration range 
from the MDL to 1000 X MDL* Direct 
aqueous injection techniques should be used 
to measure concentration levels above 1000 x 
MDL 

12.3 This method was tested by 20 
laboratories using reagent water, drinking 
water, surface water, and three industrial 
wastewaters spikea at six concentrations 
over the range 2.1 to 550 ^g/L* Single 
operator precision, overall precision, and 
method accuracy were found to be directly 
related to the concentration of the parameter 
and essentially independent of the sample 
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matrix. Linear equations to describe these 
relationships are presented In Table 3. 
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Table 1 .—Chromatographic Conditions and Method Detection Limits 
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30 pecked in a 6 ft V 0.0B5 in ID stainiesa stool column with helium camor gas ol 

JO mL/nan now rata. Coumn tampecature heW at 40 C for 2 mm than programnied at 2 ^/min to 100 C for a ffoai hold. 

Table 2.— Caubration and OC Acceptance Criteria—Method 602 ■ 


Parameter 

Rarvge for 

0 (|ig/U 

Umit for 
t (jAg/g 

Range for V 
(M9/U 

Range 

forP.P. 

i%) 


tC A^OA A 

4.1 
a a 

10.0-27.0 

7 0< A 

AA-4ICA 

Chlorobenzene. . 

1A 1^9^ O 

sWHlOU 

12-Oichforobenzane... 

13.6-26,4 

5 8 

4A A_07 A 

DCKIJO 

37-*l54 

LSDicMorobanzene. ... ** 1 

14.5-25.5 

5.0 

1^S-262 

60-141 

>.^-iagnwrooenzene„.... 

Ethylbenzene....... 


-.................... 

13.9-28.1 

5.5 

A 7 

11.8-25 5 

4 A A^90 O 

42-143 

Tokiena-. .. ’**’ .. 

15.5-24.5 

O.r 

4.0 

11.2-27.7 

46-146 



s-Standard devtaiion ol four recovery measurements, m ^g/L (Section 0^ 4). 
x«Ave|W recovery for four reoovery measurements. In ug/L (Section 8.2,4). 

Pj^^Percenl recovery measured (Section e.3.Z Section 8.4.2). 

•Oriteria were cafouiatad assuming a QC check sample cooc«ifratk>n of 20 #ig/L 

^N^ These crtle^ are based dkeclly upon the method performance data In Table 3. Where necessary, the 
coooeniranoos below those used to develop Table 3. 


limits for recovery have been broaoened to assure applicability of the Imits to 


Table 3.—Method Accuracy and Precision as Functions of Concentration—Method 602 


Accuracy, as 
recovary. X' 

Single analysl 
precision, s' 
(AO/g 

0.92C+0.57 
0.95C+ 0.02 
0.93C+0.52 
0.06C-0.04 
0.93C+0.09 
024C+021 
0.94C+0.65 

0.0d5(+0.S9 

0.095(+0.23 

017X-0.04 

0.15X-0.10 

0.16X+0.28 

0.17X+0.46 

0.09X+0.48 


Benzene__ 

Chlofobenrene_ 

1. 2 'Oiohforoban 2 ene... 

1.3- Oichforoberszer)e... 

1.4- Oichforobenzene... 

Ethylberuene-,r- rrr r . .r.... 
Tofoana -., 


Overall 
rsolslon. S 
(m9/U 


0.2151+056 

0.1751+0.10 

0.2251+0.63 

0.195i+0.09 

02051+0.41 

0265(+023 

0.1851+0.71 


X ^-Expected fjeovery for one or more measurements of a sample containing a concentration of C. In ug/L 

s-&(pe^ad ana.Vst standard deviabon of measurements at an average coocentralion found of ^ in ug/L 
S -Expect^ miertat>or«ofy starylard deviation ol measurements at art average ooncentralton fourxl ol X. in ^/L. 
C-True value for the CoocefTtrabon. In >*g/L 

X* Average recovery found for measuremer>ts of samples containing a concentration of C. In >*g/L 


BILUHQ CODE eS60-60-M 
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PACKING PROCEDURE 

GLASS CMM 
WOOL 


TENAX 23CM 


3% OV-1 
GLASS WOOL 


ICM 

5MM 


CONSTRUCTION 

^ COMPRESSION FiniNG 
O." NUT AND FERRULES 

14FT.7A/FOOT RESISTANCE 
WIRE WRAPPED SOLID 

THERMOCOUPLE/ 
CONTROLLER 
SENSOR 


TRAP INLET 



ELECTRONIC 

TEMPERATURE 

CONTROL 

AND 

PYROMETER 


TUBING 25CM. 
0.105 IN. I.D. 
0.125 IN. O.D. 
STAINLESS STEa 


Figure 2. Trap packings and construction to include 
desorb capability. 
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Figure 3. Purge and trap system - purge mode. 
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Figure 4. Purge and trap system>dry mode. 
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Carrier Gas Flow Control 
Pressure Regulator 


Purge Gas 
Flow Control \(~ 
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13X Molecular ^ ^ 
Sieve Filter ^ 
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To Detector 

Analytical Column 


Valve-3 

Optional 4-Port Column 
Selection Valve 

Trap Inlet (tenax End) 
Resistance Wire 


N -^Trap 
Trapv ^S0<^C 



Heater Control 


Note: 


Vaive-2 


All Lines Between 
Trap and GC 
Should be Heated 
to 80°C 


Figure 5. Purge and trap system-desorb mode. 


I 


o 


Column; 5% SP 1200/1.75% Bentone • 34 



Retention Time, Min. 


Figure 6. Gas chromatogram of purgeable aromatics. 
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Method 603—Acrolem and Acrylonitrile 
I Scope and Application 

1.1 This method cavers the determination 
of acrolein and acrylonitrile. The following 
parameters may be determined by this 
nethodi 


PmvnetBf 

STORE! 

No 

CAS No 

. .- 

34210 

107-02-6 

...-.- 

34215 

107-13-1 



1.2 This is a purge and trap gas 
chromatographic (CC) method applicable to 
the (k termination of the compounds listed 
above in municipal and industrial discharges 
88 provided under 40 CFR 136.1. When this 
method is used to analyze unfamiliar samples 
for either or both of the compounds above, 
compound identifications should be 
supported by at least one additional 
qualitative technique. This method describes 
analytical conditions for a second gas 
chromatographic column that can be used to 
confirm measurements made with the 
primary column. Method 624 provides gas 
chromatograph/mass spectrometer (GC/MS) 
conditions appropriate for the qualitative and 
quantitative confirmation of results for the 
parameters listed above, if used with the 
purge and trap conditions described in this 
method 

1.3 The method detection limit (MOL, 
defined in Section 12.1) ‘ for each parameter 
is Hsted in Table 1. The MOL for a specific 
wastewater may differ &om those listed, 
depending upon the nature of interferences in 
the sample matrix. 

1.4 Any modification of this method, 
beyond those expressly permitted, shall be 
considered as a major modification subject to 
application and appr oval of alternate test 
procedures under 40 CFR 136.4 and 136.5. 

1.5 This method is restricted to use by or 
under the supervision of analysts 
experienced in the operation of a purge and 
trap system and a gas chromatograph and in 
the interpretation of gat chromatograms. 

Bach analyst must demonstrate the ability to 
generate acceptable results with this method 
using the procedure described in Section 8.2. 

2 Summary of Method 

2.1 An inert gas is bubbled through a 5- 
ml water sample contained in a heated 
purging chaml^r. Acrolein and acrylonitrile 
sre transferred from the aqueous phase to the 
vapor phase. The vapor is swept through a 
lorbent trap where the analytes are trapped. 
After the purge is completed, the trap is 
beated and backflush^ with the inert gas to 
desorb the compoimd onto a gas 
chromatographic column. The gas 
chromatograph is temperature programmed to 
leparate the analytes which are then 
detected with a flame ionization detector.** * 

‘ 2.2 The method provides an optional gas 
diromatographic column that may be helpful 
hi resulvi^ the compounds of interest from 
ihe interferences that may occur. 

2 Interferences 

3.1 Impurities in the purge gas and 
^nic compound outgassing from the 
plumbing of the trap account for the majority 


of contamination problems. The analytical 
system must be demonstrated to be tree from 
contamination under the conditions of the 
analysis by running laboratory reagent 
blanks as described in Section 8.1.3. The use 
of non-Teflon plastic tubing. non-Teflon 
thread sealants, or flow controllers with 
rubber components in the purge and trap 
system should be avoided. 

3.2 Samples can be contaminated by 
diffusion of volatile organics through the 
septum sea! into the sample during shipment 
and storage. A field reagent blank prepared 
from reagent water and carried through the 
sampling and handling protocol can serve as 
a check on such contamination. 

3.3 Contamination by carry-over can 
occur whenever high level and low level 
samples are sequentially analyzed. To reduce 
carry-over, the purging device and sample 
syringe must be rinsed between samples with 
reagent water. Whenever an unusually 
concentrated sample is encountered. It should 
be followed by an analysis of reagent water 
to check for cross contamination. For samples 
containing large amounts of water-soluble 
materials, suspended solids, high boiling 
compounds or high analyte levels, if may be 
necessary to wash the purging device with a 
detergent solution, rinse it with distilled 
water, and then dry it in an oven at 105 *C 
between analyses. The trap and other parts 
of the system are also subject to 
contamination, therefore, frequent bakeout 
and purging of the entire system may be 
required. 

4 . Safety 

4.1 The toxicity or carcinogenicity of each 
reagent used in this method has not been 
precisely defined; however, each chemical 
compound should be treated as a potential 
health hazard. From this view point exposure 
to these chemicals must be reduced to Uie 
lowest possible level by whatever means 
available. The laboratory is responsible for 
maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of material data 
handling sheets should also be made 
available to all personnel involved in the 
chemical analysis. Additional references to 
laboratory safety are available and have 
been identified ^ •for the information of the 
analyst 

5. Apparatus and Materials 

5.1 Sampling equipment, for discrete 
sampling. 

5.1.1 Vial—25-mL capacity or larger, 
equipped with a screw cap with a hole in the 
center (Pierce #13075 or equivalent). 
Detergent wash, rinse with tap and distilled 
water, and dry at 105 *C before use. 

5.1.2 Septum—Teflon-faced silicone 
(Pierce #12722 or equivalent). Detergent 
wash, rinse with tap and distilled water and 
dry at 105 'C for 1 h before use. 

5.2 Purge and trap system—The purge and 
trap system consists of three separate pieces 
of equipment a purging device, trap, and 
desorber. Several complete systems are now 
commercially available. 

5J2.1 The purging device must be designed 
to accept 5-mL, samples with a water column 


at least 3 cm deep. The gaseous head space 
between the water column and the trap must 
have a total volume of less than 15 mL. The 
purge gas must pass through the water 
column as finely divided bubbles with a 
diameter of less than 3 mm at the origin. The 
purge gas must be introduced no more than 5 
mm from the base of the water column. The 
purging device must be capable of being 
heated to 85 X within 3.0 min after transfer 
of the sample to the purging device and being 
held at 85 ±2 *C during the purge cycle. The 
entire water column in the purging device 
roust be heated. Design of this modification to 
the standard purging device is optional, 
however, use of a water bath is suggested. 

5.2-1.1 Heating mantle—To be used to 
heat water bath. 

5.2.1.2 Temperature controller—Equipped 
with thermocouple/sensor to accurately 
control water bath temperature to ±2 *C. The 
purging device illustrated in Figure 1 meets 
these design criteria. 

5.2.2 ITie trap must be at least 25 cm long 
and have an inside diameter of at least 0.105 
in. The trap must be packed to contain 1.0 cm 
of methyl silicone coated packing (Section 
6.5.2) and 23 cm of 2.6-diphenyIene oxide 
polymer (Section 6.5.1). Tlie minimum 
specifications for the trap are illustrated in 
Figure 2. 

5.2.3 The desorber must be capable of 
rapidly heating the trap to 180 *0, The 
desorl^r illustrated in Figure 2 meets these 
design criteria. 

5.2.4 The purge and trap system may be 
assembled as a separate unit as illustrated in 
Figure 3 or be coupled to a gas 
chromatograph. 

5.3 pH paper—Narrow pH range, about 

3.5 to 5,5 (Fisher Scientific Short Range 
Alkacid No. 2, #14-837-2 or equivalent). 

5.4 Cas chromatograph—An analytical 
system complete with a temperature 
programmable gas chromatograph suitable 
for on-column injection and all required 
accessories including syringes, analytical 
columns, gases, detector, and strip-chart 
recorder. A data system is recommended for 
measuring peak areas. 

5.4.1 Column 1—10 ft long x 2 mm ID 
glass or stainless steel, packed with Porapak- 
QS (80/100 mesh) or equivalent. This column 
was used to develop the method performance 
statements in Section 12. Cuidelines for the 
use of alternate column packings are 
provided in Section 10.1. 

5.4.2 Column 2—6 ft long x 0.1 in. ID glass 
or stainless steel, packed with Chromosorb 
101 (60/80 mesh) or equivalent. 

5.4.3 Detector—Flame ionization detector. 
This type of detector has proven effective in 
the analysis of wastewaters for the 
parameters listed in the scope (Section 1.1). 
and was used to develop the method 
performance statements in Section 12. 
Cuidelines for the use of alternate detectors 
are provided in Section ; J.l, 

5.5 Syringes—5-mL, glass hypodermic 
with Lueriok tip (two each). 

5.6 Micro syringes—^2S-pl, 0.006 In. ID 
needle. 

5.7 Syringe valve—2-way, with Luer ends 
(three each). 
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5.8 Bottle—15-mL., screw-cap, with Teflon 
cap liner. 

5.9 Balance—Analytical, capable of 
accurately weighint 0.0001 g. 

6. Reagents 

6.1 Reagent water—Reagent water is 
defined as a water In which an Interferent is 
not observed at the MDL of the parameters of 
interest. 

6.1.1 Reagent water can be generated by 
passing tap water through a carbon filter bed 
containing about 1 lb of activated carbon 
(Filtrasorb-300, Calgon Corp., or equivalent). 

6.1.2 A water purification system 
(Millipore Super-Q or equivalent) may be 
used to generate reagent water. 

6.1.3 Regent water may also be prepared 
by boiling water for 15 min. Subsequently, 
while maintaining the temperature at 90 *C, 
bubble a contaminant-free inert gas through 
the water for 1 h. While still hot, transfer 3ie 
water to a narrow mouth screw-cap bottle 
and seal with a Teflon-lined septum and cap. 

6.2 Sodium thiosulfate—(ACS) Granular. 

6.3 Sodium hydroxide solution (10 N)— 
Dissolve 40 g of NaOH (ACS) in reagent 
water and dilute to 100 mL 

6.4 Hydrochloric acid (14*1)—Slowly, add 
50 mL of concentrated HCl (ACS) to 50 mL of 
reagent water. 

6.5 Trap Materials: 

6.5.1 2,6‘Diphenylene oxide polymer— 
Tenax (60/80 mesh), chromatographic grade 
or equivalent. 

6.5.2 Methyl silicone packing—3% OV-1 
on Chromosorb-W (60/80 mesh) or 
equivalent. 

6.6 Stock standard solutions—Stock 
standard solutions may be prepared from 
pure standard materials or purchased as 
certified solutions. Prepare stock standard 
solutions in reagent water using assayed 
liquids. Since acrolein and acrylonitrile are 
lachrymators. primary dilutions of these 
compounds should be prepared in a hood. A 
NIOSH/MESA approved toxic gas respirator 
should be used when the analyst handles 
high concentrations of such materials. 

6.6.1 Place about 9.8 mL of reagent water 
into a 10-mL ground glass stoppered 
volumetric flask. For acrolein standards the 
reagent water must be adjusted to pH 4 to 5. 
Weight the flask to the nearest 0.1 mg. 

6.6.2 Using a 100-^L sininge, immediately 
add two or more drops of assayed reference 
material to the flask, then reweigh. Be sure 
that the drops fall directly into the water 
without contacting the neck of the flask. 

6.6.3 Reweigh, dilute to volume, stopper, 
then mix by inverting the flask several times. 
Calculate the concentration in pg/fiL from 
the net gain In weight. When compound 
purity is assayed to be 96% or greater, the 
weight can be used without correction to 
calculate the concentration of the stock 
standard. Optionally, stock standard 
solutions may be prepared using the pure 
standard material by volumetrically 
measuring the appropriate amounts and 
determining the weight of the material using 
the density of the material. Commercially 
prepared stock standards may be used at any 
concentration if they are certified by the 
manufactaurer or by an independent source. 


6.6.4 Transfer the stock standard solution 
into a Teflon-sealed screw-cap bottle. Store 
at 4 •C and protect from light. 

6.6.5 Prepare fresh standards daily. 

6.7 Secondary dilution standards—Using 
stock standard solutions, prepare secondary 
dilution standards in reagent water that 
contain the compounds of interest, either 
singly or mixed together. The secondary 
dilution standards should be prepared at 
concentrations such that the aqueous 
calibration standards prepared in Section 

7.3.1 or 7.4.1 will bracket the working range of 
the analytical system. Secondary dilution 
standards should be prepared daily and 
stored at 4 •C. 

6.8 Quality control check sample 
concentrate—See Section 8.2.1. 

7. Calibration 

7.1 Assemble a purge and trap system 
that meets the specifications in Section 5.2. 
Condition the trap ovemi^t at 180 *C by 
backflushing with an inert gas flow of at least 
20 mL/min. Condition the Irap for 10 min 
once daily prior to use. 

7.2 Connect the purge and trap system to 
a gas chromatograph. The gas chromatograph 
must be operated using temperature and flow 
rate conditions equivalent to those given in 
Table 1. Calibrate the purge and trap-gas 
chromatographic system using either the 
external standard technique (Section 7.3) or 
the internal standard technique (Section 7.4). 

7.3 External standard calibration 
procedure: 

7.3.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter by carefully adding 20.0 fiL of 
one or more secondary dilution standards to 
100, 500, or 1000 mL of reagent water. A 25-pL 
syringe with a 0.006 in. ID needle should be 
used for this operation. One of the external 
standards should be at a concentration near, 
but above, the MDL and the other 
concentrations should correspond to the 
expected range of concentrations found In 
real samples or should deflne the working 
range of the detector. These standards must 
be prepared fresh daily. 

7.3.2 Analyze each calibration standard 
according to Section 10, and tabulate peak 
height or area responses versus the 
concentration of the standard. The results 
can be used to prepare a calibration curve for 
each compound. Alternatively, if the ratio of 
response to concentration (calibration factor) 
is a constant over the working range (< 10% 
relative standard deviation. RSD), linearity 
through the origin can be assumed and the 
average ratio or calibration factor can be 
used in place of a calibration curve. 

7.4 Internal standard calibration 
procedure—^To use this approach, the analyst 
must select one or more internal standards 
that are similar in analytical behavior to the 
compounds of interest. The analyst must 
further demonstrate that the measurement of 
the internal standard is not ejected by 
method or matrix interferences. Because of 
these limitations, no internal standard can be 
suggested that is applicable to all samples. 

7.4.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest as described in 
Section 7.3.1. 


7.4.2 Prepare a spiking solution containing 
each of the internal standards using the 
procedures described in Sections 6.6 and 6.7. 
It is recommended that the secondary 
dilution standard be prepared at a 
concentration of 15 ^ig/mL of each internal 
standard compound. The addition of 10 ^Lof 
this standard to 5.0 mL of sample or 
calibration standard would be equivalent to 
30^g/L 

7.4.3 Analyze each calibration standard 
according to Action 10. adding 10 fiL of 
internal standard spiking solution directly to 
the syringe (Section 10.4). Tabulate peak 
height or area responses against 
concentration for each compound and 
internal standard, and calculate responae 
factors (RF) for each compound using 
Equation 1. 

Equation 1. 

(A.)(Q.) 

RF= - 

(AJ(C.) 

where: 

A,=Response for the parameter to be 
measured 

Ato=Response for the internal standard. 

Q,* Concentration of the internal 
standard. 

C|=Concentration of the parameter to be 
measured. 

If the RF value over the working range is a 
constant (<10% RSD), the RF can be 
assumed to be invariant and the average RF 
can be used for calculations. Alternatively, 
the results can be used to plot a calibration 
curve of response ratios. A./A^. vs. RF. 

7.5 The working calibration curve, 
calibration factor, or RF must be verified on 
each working day by the measurement of a 
QC check sample. 

7.5.1 Prepare the QC check sample as 
described in Section 8.2.2. 

7.5.2 Analyze the QC check sample 
according to Section 10. 

7.5.3 For each parameter, compare the 
response (Q) with the corresponding 
calibration acceptance criteria found in Table 
2. If the responses for ail parameters of 
interest fall within the designated ranges, 
analysis of actual samples can begin. If any 
individual Q falls outside the range, a new 
calibration curve, calibration factor, or RF 
must be prepared for that parameter 
according to Section 7.3 or 7.4. 

d Quality Control 

8.1 Each laboratory that uses this method 
is required to operate a formal quality control 
program. The minimum requirements of this 
program consist of an initial demonstration of 
laboratory capability and an ongoing 
analysis of spiked samples to evaluate and 
document data quality. The laboratory must 
maintain records to document the quality of 
data that is generated. Ongoing data quality 
checks are compared with established 
performance criteria to determine if the 
results of analyses meet the performance 
characteristics of the method. When results 
of sample spikes indicate atypical method 
performance, a quality control check 
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standard must be analyzed to confirm that 
the measurements were performed in an in¬ 
control mode of operation. 

8.1.1 The analyst must make an inital, 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with this method. This ability is established 
as described in Section 8.2. 

8.1.2 In recognition of advances that are 
occurring in chromatography, the analyst is 
permitted certain options (detailed In Section 
10.1) to improve the separations or lower the 
cost of measurements. Each time such a 
modification is made to the method, the 
analyst is required to repeat the procedure in 
Section 8.2. 

8.1.3 Each day, the analyst must analyze a 
reagent water blank to demonstrate that 
interferences from the analytical system are 
under control. 

8.1.4 The laboratory must, on an ongoing 
basis, spike and analyze a minimum of 10% of 
all aamples to monitor and evaluate 
laboratory data quality. This procedure is 
described in Section 6.3. 

8.1.5 The laboratory must, on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
control This procedure is described in 
Section 8.4. The frequency of the check 
standard analyses is equivalent to 10% of all 
samples analyzed but may be reduced if 
spike recoveries from samples (Section 8.3) 
meet all specified quality control criteria. 

8.1.6 llie laboratory must maintain 
performance records to document the quality 
of data that is generated. This procedure is 
described in Section as. 

8.2 To establish the ability to generate 
acceptable accuracy cmd precision, the 
analyst must perform the following 
operations. 

ft.2.1 A quality control (QC) check sample 
concentrate is required containing each 
parameter of interest at a concentration of 25 
pg/mL in reagent water. The QC check 
sample concentrate must be obtained &om 
the U.S. Environmental Protection Agency, 
Environmental Monitoring and Support 
Laboratory in Cincinnati. Ohio, if available. If 
not available from that source, the QC check 
sample concentrate must be obtained from 
another external source. If not available from 
either source above, the QC check sample 
concentrate must be prepared by the 
laboratory using stock standards prepared 
independently from those used for 
calibration. 

3>2.2 Prepare a QC check sample to 
contain 50 ftg/L of each parameter by adding 
200 pL of QC check sample concentrate to 
100 ml of reagent water. 

8.2.3 Analyze four 5-mL aliquots of the 
^ell-mixed QC check sample according to 
Section 10. 

8.2.4 Calculate the average recovery (X) 
and the standard deviation of the 

recovery (s) in p.g/L. for each parameter using 
ihe four results. 

8ZS For each parameter compare s and 5C 
Jrilh the corresponding acceptance criteria 
‘Or precision and accuracy, respectively, 
toimd in Table 3. If s and X for all prameters 
of interest meet the acceptance criteria, the 
•ystem performance is acceptable and 


analysis of actual samples can begin. If either 
8 exceeds the precision limit or either X falls 
outside the range for accuracy, the system 
performance is unacceptable for that 
parameter. Locate and correct the source of 
the problem and repeat the test for each 
compound of interest. 

8.3 The laboratory must, on an ongoing 
basis, spike at least 10% of the samples &om 
each sample site being monitored to assess 
accuracy. For laboratories analyzing one to 
ten samples per month, at least one spiked 
sample per month is required. 

8.3.1 The concentration of the spike in the 
sample should be determined as follows: 

63.1.1 If. as in compliance monitoring, the 
concentration of a specific parameter in the 
sample is being checked against a regulatory 
concentration limit, the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 

6.3.1.2 If the concentration of a specific 
parameter in the sample is not being checked 
against a limit specific to that parameter, the 
spike should be at 50 p^g/L or 1 to 5 times 
higher than the background concentration 
determined in Section 8.3.2. whichever 
concentration would be larger. 

8.3.2 Analyze one 5-mL sample aliquot to 
determine the background concentration (B) 
of each parameter. If necessary, prepare a 
new QC check sample concentrate (Section 
8.2.1) appropriate for the background 
concentrations in the sample. Spike a second 
S-mL sample aliquot with 10 p.L of the QC 
check sample concentrate and analyze it to 
determine the concentration after spiking (A) 
of each parameter. Calculate each percent 
recovery (P) as 100(A-B)%/T. where T is the 
known true value of the spike. 

8.3.3 Compare the percent recovery (P) for 
each parameter with the corresponding QC 
acceptance criteria found in Table 3. These 
acceptance criteria were calculated to 
include an allowance for error in 
measurement of both the background and 
spike concentrations, assuming a spike to 
background ratio of 5:1. This error will be 
accounted for to the extent that the analyst's 
spike to background ratio approaches Sri.^ 

8.3.4 If any individual P falls outside the 
designated range for recovery, that parameter 
has failed the acceptance criteria. A check 
standard containing each parameter that 
failed the criteria must be analyzed as 
described in Section 8.4. 

8.4 If any parameter fails the acceptance 
criteria for recovery in Section 8.3, a QC 
check standard containing each parameter 
that failed must be prepared and analyzed. 
NOTE: The frequency for the required 
analysis of a QC check standard will depend 
upon the number of parameters being 
simultaneously tested, the complexity of the 
of the sample matrix, and the performance of 
the laboratory. 

8.4.1 Prepare the QC check standard by 
adding 10 >iL of QC check sample concentrate 
(Sections 6.2.1 or 8.3.2) to 5 mL of reagent 
water. The QC check standard needs only to 
contain the parameters that failed criteria in 
the test in Section 8.3. 

8.4.2 Analyze the QC check standard to 
determine the concentration measured (A) of 


each parameter. Calculate each percent 
recovery (P,) as 100 (A/T)%, where T is the 
true value of the standard concentration. 

8.4.3 Compare the percent recovery (P.) 
for each parameter with the corresponding 
QC acceptance criteria found In Table 3. 

Only parameters that failed the test in 
Section 6.3 need to be compared with these 
criteria. If the recovery of any such parameter 
falls outsied the designated range, the 
laboratory performance for that parameter is 
judged to be out of control, and the problem 
must be immediately identified and 
corrected. The analytical result for that 
parameter in the unspiked sample is suspect 
and may not be reported for regulatory 
compliance purposes. 

8.5 As part of the QC program for the 
laboratory, method accuracy for wastewater 
samples must be assessed and records must 
be maintained. After the analysis of five 
spiked wastewater samples as in Section 8.3, 
calculate the average percent recovery (P) 
and the standard deviation of the percent 
recovery (S^). Express the accuracy 
assessment as a percent recovery interval 
from P—28, to P 4 - 2 S,. If P=90% and s,=10%. 
for example, the accuracy interval is 
expressed as 70-110%. Update the accuracy 
assessment for each parameter on a regular 
basis (e.g. after each five to ten new accuracy 
measurements). 

8.6 It is recommended that the laboratory 
adopt additional quality assurance practices 
for use with this method. The specific 
practices that are most productive depend 
upon the needs of the laboratory and the 
nature of the samples. Field duplicates may 
be analyzed to assess the precision of the 
environmental measurements. W^en doubt 
exists over the identification of a peak on the 
chromatogram, confirmatory techniques such 
as gas chromatography with a dissimilar 
column or mass spectrometer must be used. 
Whenever possible, the laboratory should 
analyze standard reference materials and 
participate in relevant performance 
evaluation studies. 

9. Sample Collection. Preservation, and 
Handling 

9.1 Ail samples must be iced or 
refrigerated from the time of collection until 
analysis. If the sample contains free or 
combined chlorine, add sodium thiosulfate 
preservative (10 mgy40 mL is sufficient for up 
to 5 ppm CU) to the empty sample bottle just 
prior to shipping to the sampling site. EPA 
Methods 330.4 and 33a5 may be used for 
measurement of residual chlorine.* Field test 
kits are available for this purpose. 

9.2 If acrolein is to be analyzed, collect 
about 500 mL of sample in a clean glass 
container. Adjust the pH of the sample to 4 to 
5 using acid or base, measuring with narrow 
range pH paper. Samples for acrolein 
analysis receiving no pH adjustment must be 
analyzed within 3 days of sampling. 

9.3 Grab samples must be collected In 
glass containera having a total volume of at 
least 25 mL Fill the sample bottle just to 
overflowing in such a manner that no air 
bubbles pass through the sample as the bottle 
is being filled. Seal the bottle so that no air 
bubbles are entrapped in It. If preservative 
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has been added, shake vigorously for 1 min. 
Maintain the hermetic seal on the sample 
bottle until time of analysis. 

9.4 All samples must be analyzed within 
14 days of collection.* 

10, Procedure 

10.1 Table 1 summarizes the 
recommended operating conditions for the 
gas chromatograph. Included in this table are 
estimated retention times and MDL that can 
be achieved under these conditions. An 
example of the separations achieved by 
Columnm 1 is shown in Figure 5. Other 
packed columns, chromatographic conditions, 
or detectors may be used if the requirements 
of Section 8.2 are met 

10.2 Calibrate the system daily as 
described in Section 7. 

10.3 Adjust the purge gas (nitrogen or 
helium) flow rate to 20 mL/min. Attach the 
trap inlet to the purging device, and set the 
puige and trap system to purge (Figure 3). 
Open the syringe valve located on the 
purging device sample introduction needle. 

10.4 Remove the plunger from a S-mL 
syringe and attach a closed syringe valve. 
Open the sample bottle (or standard) and 
carefully pour the sample into the syringe 
barrel to just short of overflowing. Replace 
the syringe plunger and compress the sample. 
Open the syringe valve and vent any residual 
air while adjusting the sample volume to 5.0 
mL. Since this process of taking an aliquot 
destroys the validity of the sample for future 
analysis, the analyst should fill a second 
syringe at this time to protect against 
possible loss of data. Add 10.0 p.L of the 
internal standard spiking solution (Section 
7.4.2), if applicable, through the valve bore 
then close the valve. 

10.5 Attach the syringe-syringe valve 
assembly to the syringe valve on the purging 
device. Open the syringe valves and inject 
the sample into the purging chamber. 

10.6 Gose both valves and purge the 
sample for 15.0 ± 0.1 min while heating at 85 
± 2*C, 

10.7 After the 15-min purge time, attach 
the trap to the chromatograph, adjust the 
purge and trap system to the desorb mode 
(Figure 4), and begin to temperature program 
the gas chromatograph, introduce the trapped 
materials to the GC column by rapidly 
heating the trap to 180 X while backflushing 
the trap with an inert gas between 20 and 60 
mL/min for 1.5 min. 

10.8 While the trap is being desorbed into 
the gas chromatograph, empty the purging 
chamber using the sample introduction 
syringe. Wash the chamber with two 5-mL 
flushes of reagent water. 


10.9 After desorbing the sample for 1.5 
min, recondition the trap by returning the 
purge and trap system to the purge mode. 
Wait 15 8 then close the sjnringe valve on the 
purging device to begin gas flow through the 
trap. The trap temperature should be 
maintained at 210 X. After approximately 7 
min, turn off the trap heater and open the 
syringe valve to stop the gas flow through the 
trap. When the trap is cool, the next sample 
can be analyzed. 

10.10 Identify the parameters in the 
sample by comparing the retention times of 
the peaks in the sample chromatogram with 
those of the peaks in standard 
chromatograms. The width of the retention 
time window used to make identifications 
should be based upon measurements of 
actual retention time variations of standards 
over the course of a day. Three times the 
standard deviation of a retention time for a 
compound can be used to calculate a 
suggested window size; however, the 
experience of the analyst should weigh 
heavily in the interpretation of 
chromatograms. 

11. Calculations 

11.1 Determine the concentration of 
individual compounds in the sample. 

11.1.1 If the external standard calibration 
procedure is used, calculate the 
concentration of the parameter being 
measured from the peak response using the 
calibration curve or calibration factor 
determined in Section 7.3.2. 

11.1.2 If the internal standard calibration 
procedure is used, calculate the 
concentration in the sample using the 
response factor (RF) determined in Section 

7.4.3 and Equation 2. 

Equation 2. 


Concentration (^g/L)s- 

(A|J(RF) 

where: 

A,=Response for the parameter to be 
measured. 

Ate—Response for the internal standard. 
Cte=Concentration of the internal 
standard. 

11.2 Report results in fig/L without 
correction for recovery data. All QC data 
obtained should be reported with the sample 
results. 


12. Method Performance 

12.1 The method detection limit (MDL) is 
defined as the minimum concentration of a 
substance that can be measured and reported 
with 99% confidence that the value is above 
zero.* The MDL concentrations listed in 
Table 1 were obtained using reagent water.* 
The MDL actually achieved in a given 
analysis will vary depending on instnimeni 
sensitivity and matrix effects. 

12.2 This method is recommended for the 
concentration range fri>m the MDL to 
l.OOOxMDL. Direct aqueous injection 
techniques should be used to measure 
concentration levels above 1,000 XMDL 

12.3 In a single laboratory (Battelle- 
Columbus), the average recoveries and 
standard deviations presented in Table 2 
were obtained.* Seven replicate samples 
were analyzed at each spike level. 
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Table 1.—Chromatographic Conoitions and Method Detection Limits 


Parameter 

Retention time (min) 

Method 

detection 

Column 1 

Column 2 

Acrolein... „ ... . 

10 6 


0.7 

Acryfooilnle. .... . 

127 

0.8 

0.5 

• 



Column 1 conatons: Porapak-OS (SO/100 rrmh) packad In a 10 ft x 2 mm ID glasa or stainless steel column with helium carrier gas at 30 mL/min flow rata. Column leniperslure MW 
iaolharmal at 110 *C for 1.6 min ((kjilng cfeeorption). thw heated as rapidly as possible to ISO *C and held for 20 min; column bakeout at 190 ‘C for 10 min.» 

Column 2 oondMons: Chromosoftx 101 (60/80 mesh) packed in a 6 ft x 0.1 in. 10 olasa or stainkm steel column with helium carrier oas at 40 mL/min flow rata. Column ten»er4tuf9 MW 
tsothermal al SOX lor 4 min, then programmed at 50'C/mln to 120*C and held for 12 rt^ 
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Table 2.—Single Laboratory Accuracy and Precision—Method 603 


Parameter 

Sample 

mathic 

SpAe 

cone. 

(pg'L) 

Average 

recovery 

(pg/U 

Standard 

deviation 

(PO'U 

Average 

percent 

recovery 

• 

RW 

6.0 

5.2 

0.2 

104 


RW 

50.0 

51.4 

0.7 

103 


POTW 

5.0 

4.0 

0.2 

80 


POTW 

50.0 

44.4 

< 0.8 

80 


IW 

5.0 

0.1 

0.1 

2 


fW 

100.0 

0.3 

1.1 

0 

pl4s . -I- --I . . .. IT -r-ltiT—- ...— . .. 

RW 

5.0 

4.2 

0.2 

64 


RW 

50.0 

61.4 

1.5 

103 


POTW 

20.0 

20.1 

0.6 

100 


POTW 

100.0 

lOtJ 

1.5 

101 


IW 

10.0 

0.1 

0.8 

01 


IW 

100.0 

104.0 

3.2 

104 




1 




RW = RM 90 nl tNStOr 

POTW^PfKhlonnttDon teoonduy effluant from a munidMt sewage treatment ptant 
iw induatnai wastewater oontairtino an unkieniified acrolein reactant 


Table 3.—Caubration and QC Acx^rtance Criteria—Method 603 • 


Pwameter 

Range for 
Q(pg/U 

LM 

fbrS 

(PO/U 

Range for X 
(pg/U 

Range tor 

P. P. (%) 


45.0-54.1 

4.6 

4^0-60.1 

88-118 


41.2-68.8 

0.0 

33.1-50.0 

71-135 







0 - Concentration measured in QC check sample. In pg/L (Section 7.5.3). 

» Standard devialion of tour recovery measurements. In pg/L (Section 8.2.4). 

X Average recovery lor four recovery measur e ments , in pg/L (Section 8.2.4). 

P. P.=Percent recovery measured (Section 6.3.2, Section 8.4.2). 

* Cnteria ware calcuiated as s u ming a OC check sample concentration c0 50 pg/L* 


MLUMG CODE 6560-50-M 
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Figure 1. Purging device. 
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PACKING PROCEDURE 

GLASS 5u|||y| ^ 

WOOL 


TENAX 23CM 


3% OV-1 


1CM 


GLASS WOOL 


■ 3 ' 


CONSTRUCTION 
^ COMPRESSION FiniNG 
nut and FERRULES 
14FT.7A/FOOT RESISTANCE 
WIRE WRAPPED SOLID ' 

THERMOCOUPLE/ 
CONTROLLER 
SENSOR 


TRAP INLET 



ELECTRONIC 

TBAPERATURE 

CONTROL 

AND 

PYROMETER 


TUBING 25CM. 
0.105 IN. I.D. 
0,125 IN. O.D. 
STAINLESS STEa 


Figure 2. Trap packings and construction to include 
desorb capability. 
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RETENTION TIME. MIN. 

Figure 5. Gas chromatogram of acrolein and acrylonitrile. 


Muma CODE tsto-so-c 
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Method 604—Phenols 

7. Scope and Application 

1.1 This method covers the determination 
of phenol and certain substituted phenols. 
The following parameters may be determined 
by this method: 


Parameter 

STORE! 

No. 

CASNa 

40iJorO'3mettiylphefX>i.. 

34452 

59-50-7 

2-C»ik)ropheno(_...._ 

34586 

95-57-8 

2,4-Oichtofoph8nol............................... 

34601 

120-63-2 

2.4.0imethylpl>efX)l_ 

34606 

105-67-9 

2,4-Oinitropt>erK}4 ..... 

34616 

51-28-5 

2-MethyM.e-dinitropt)eno(.. 

34657 

534-52-1 

2.Nitmphenol.. . 

34591 

86-75-5 

4-N^trop^eno^...._...___ 

34646 

100-02-7 

Pentachtorophenot_...___ 

39032 

67-66-5 

Phenol. 

34694 

10S-95-2 

2,4.6-Trtehtorophenol.-__ 

34621 

86-06-2 


1.2 This is a flame ionization detector gas 
chromatographic (FIDGC) method applicable 
to the determination of the compounds listed 
above in municipal and industrial discharges 
as provided under 40 CFR 136.1. When this 
method is used to analyze unfamiliar samples 
for any or all of the compounds above, 
compound identiHcations should be 
supported by at least one additional 
qualitative technique. This method describes 
analytical conditions for derivatization. 
cleanup, and electron capture detector gas 
chromatography (ECDGC) that can be used to 
confirm measurements made by FIDGC. 
Method 625 provides gas chromatograph/ 
mass spectrometer (GC/MS) conditions 
appropriate for the qualitative and 
quantitative confirmation of results for all of 
the parameters listed above, using the extract 
produced by this method. 

1.3 The method detection limit (MDL, 
defined in Section 14.1)* for each parameter 
is listed in Table 1. The MDL for a specific 
wastewater may differ from those listed, 
depending upon the nature of interferences in 
the sample matrix. The MDL listed in Table 1 
for each parameter was achieved with a 
flame ionization detector (FID). Comparable 
results were achieved when the 
derivatization cleanup and electron capture 
detector (ECD) were employed (Table 2). 

1.4 Any modification of this method, 
beyond those expressly permitted, shall be 
considered as a major modification subject to 
application and approval of alternate test 
procedures under 40 CFR 136.4 and 136.5. 

1.5 This method is restricted to use by or 
under the supervision of analysts 
experienced in the use of a gas 
chromatograph and in the interpretation of 
gas chromatograms. Each analyst must 
demonstrate the ability to generate 
acceptable results with this method using the 
procedure described in Section 8.2. 

2. Summary of Method 

2.1 A measured volume of sample, 
approximately 1-L is acidified and extracted 
with methylene chloride using a separatory 
funnel. The methylene chloride extract is 
dried and exchanged to 2-propanol during 
concentration to a volume of 10 mL or less. 
The extract is separated by gas 
chromatography and the phenols are then 
measured with an FID.* 


2.2 A preliminary sample wash under 
basic conditions can be employed for 
samples having high general organic and 
organic base interferences. 

2.3 The method also provides for a 
derivatization and column chromatography 
cleanup procedure to aid in the elimination of 
interferences.*-*The derivatives are analyzed 
by ECDGC. 

J. Interferences 

3.1 Method interferences may be caused 
by contaminants in solvents, reagents, 
glassware, and other sample processing 
hardware that lead to discrete artifacts and/ 
or elevated baselines in gas chromatograms. 
All of these materials must be routinely 
demonstrated to be free from interferences 
under the conditions of the analysis by 
running laboratory reagent blanks as 
described in Section 8.1.3. 

3.1.1 Glassware must be scrupulously 
cleaned.^ Clean all glassware as soon as 
possible after use by rinsing with the last 
solvent used in it. Solvent rinsing should be 
followed by detergent washing with hot 
water, and rinses with tap water and distilled 
water. The glassware should then be drained 
dry, and heated in a muffle furnace at 400 ‘C 
for 15 to 30 min. Some thermally stable 
materials, such as PCBs, may not be 
eliminated by this treatment Solvent rinses 
with acetone and pesticide quality hexane 
may be substituted for the muffle furnace 
heating. Thorough rinsing with such solvents 
usually eliminates PCB interference. 
Volumetric ware should not be heated in a 
muffle furnace. After drying and cooling, 
glassware should be sealed and stored in a 
dean environment to prevent any 
accumulation of dust or other contaminants. 
Store inverted or capped with aluminum foil 

3.1.2 The use of high purity reagents and 
solvents helps to minimize interference 
problems. Purification of solvents by 
distillation in all-glass systems may be 
required. 

3.2 Matrix interferences may be caused 
by contaminants that are coextracted from 
the sample. The extent of matrix 
interferences will vary considerably from 
source to source, depending upon the nature 
and diversity of the industrial complex or 
munidpality being sampled. The 
derivatization deanup procedure in Section 
12 can be used to overcome many of these 
interferences, but unique samples may 
require additional cleanup approaches to 
achieve the MDL listed in Tables 1 and 2. 

3.3 The basic sample wash (Section 10.2) 
may cause significantly reduced recovery of 
phenol and 2,4-dimethylphenol. The analyst 
must recognize that results obtained under 
these conditions are minimum 
concentrations. 

4 . Safety 

4.1 The toxicity or carcinogenicity of each 
reagent used in this method has not been 
precisely deHned; however, each chemical 
compound should be treated as a potential 
health hazard. From this viewpoint, exposure 
to these chemicals must be reduced to the 
lowest possible level by whatever means 
available. The laboratory is responsible for 
maintaining a current awareness file of 


OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of material data 
handling sheets should also be made 
available to all personnel involved in the 
chemical analysis. Additional references to 
laboratory safety are available and have 
been identified •^’for the information of 
analyst. 

4.2 Special care should be taken in 
handling pentafluorobenzy! bromide, which is 
a lachrymator, and 18-crown-6-ether, which is 
highly toxic. 

5. Apparatus and Materials 

5.1 Sampling equipment for discrete or 
composite sampling. 

5.1.1 Grab sample bottle—1-L or 1-qt. 
amber glass, fitted with a screw cap lined 
with Teflon. Foil may be substituted for 
Teflon if the sample is not corrosive. If amber 
bottles are not available, protect samples 
from light. The bottle and cap liner must be 
washed, rinsed with acetone or methylene 
chloride, and dried before use to minimize 
contamination. 

5.1.2 Automatic sampler (optional)—The 
sampler must incorporate glass sample 
containers for the collection of a minimum of 
250 mL of sample. Sample containers must be 
kept refrigerated at 4 *C and protected from 
light during compositing. If the sampler uses a 
peristaltic pump, a minimum length of 
compressible silicone rubber tubing may be 
used. Before use, however, the compressible 
tubing should be thoroughly rinsed with 
methanol, followed by repeated rinsings with 
distilled water to minimize the potential for 
contamination of the sample. An integrating 
flow meter is required to collect flow 
proportional composites. 

5.2 Glassware (All specifications are 
suggested. Catalog numbers are included for 
illustration only.): 

5.2.1 Separatory funnel—2-L, with Teflon 
stopcock. 

5.2.2 Drying column—Chromatographic 
column, 400 mm long x 19 mm ID. with coarse 
frit filter disc. 

5.2.3 Chromatographic column—100 mm 
long X 10 mm ID, with Teflon stopcock. 

5.2.4 Concentrator tube. Kudema- 
Danish—lO-mL, graduated (Kontes K-570050- 
1025 or equivalent). Calibration must be 
checked at the volumes employed in the test 
Ground glass stopper is used to prevent 
evaporation of extracts. 

5.2.5 Evaporative flask, Kudema- 
Danish—500-mL (Kontes K-570001-0500 or 
equivalent). Attach to concentrator tube %vith 
springs. 

5.2.6 Snyder column, Kuderna-Danish— 
Three-ball macro (Kontes K-503000-0121 or 
equivalent). 

5.2.7 Snyder column. Kuderna-Danish— 
Two-ball micro (Kontes K-569001-0219 or 
equivalent). 

5.2.8 Vials—10 to 15-mL, amber glass, 
with Teflon-lined screw cap. 

5.2.9 Reaction flask—15 to 25-mL round 
bottom flask, with standard tapered joint, 
fitted with a water-cooled condenser and U* 
shaped drying tube containing granular 
calcium chloride. 
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5.3 Boiling chips—Approximately 10/40 
mesh. Heat to 400 *C for 30 min or Soxhiet 
extract with methylene chloride. 

5.4 Water bath—Heated, with concentric 
ring cover, capable of temperature control 
(±2*C). The bath should be used in a hood. 

5.5 Balance—Analytical, capable of 
accurately weighting 0.0001 g. 

5.6 Gas chromatograph—An analytical 
system complete with a temperature 
programmable gas chromatograph suitable 
for on>column injection and ail required 
accessories including syringes, analytical 
columns, gases, detector, and strip-chart 
recorder. A data system is recommended for 
measuring peak areas. 

5.6.1 Column for underivatized phenols— 
18m long X 2 mm ID glass, packed with 1% 
SP-1240DA on Supelcoport (80/100 mesh) or 
equivalent. This column was used to develop 
the method performance statements in 
Section 14. Guidelines for the use of alternate 
column packings are provided in Section 11.1. 

5.6.2 Column for derivetized phenols—1.8 
m long X 2 mm ID glass, packed with 5% OV- 
17 on Chromosorb W-AW-DMCS (80/100 
mesh) or equivalent. This column has proven 
effective in the analysis of wastewaters for 
derivatization products of the parameters 
listed in the scope (Section 1.1), and was used 
to develop the method performance 
statements in Section 14. Guidelines for the 
use of alternate column packings are 
provided in Section 11.1, 

5.6.3 Detectors—^Flame ionization and 
electron capture detectors. The FID issued 
when determining the parent phenols. The 
ECD is used when determining the 
derivatized phenols. Guidelines for the use of 
altematve detectors are provided in Section 
11 . 1 . 

& Reagents 

6.1 Reagent water—^Reagent water is 
defined as a water in which an interferent is 
not observed at the MDL of the parameters of 
interest 

6.2 Sodium hydroxide solution (10 N)— 
Dissolve 40 g of NaOH (ACS) in reagent 
water and dilute to 100 mL. 

6.3 Sodium hydroxide solution (1 N)— 
Dissolve 4 g of NaOH (ACS) in reagent water 
and dilute to 100 mL. 

6.4 Sodium sulfate—(ACS) Granular, 
anhydrous. Purify by heating at 400'C for 4 h 
in a shallow tray. 

6.5 Sodium thiosulfate—(ACS) Granular. 

6.6 Sulfuric acid (1 -f 1)—Slowly, add 50 
mL of H 2 S 04 (ACS. sp. gr. 1.84) to 50 mL of 
reagent water. 

6.7 Sulfuric acid (1 N)—Slowly, add 58 mL 
of HjS 04 (ACS, sp. gr. 1.84) to reagent water 
and dilute to 1 L 

6.8 Potassium carbonate—(ACS) 
Powdered 

6.9 Pentafluorobenzyl bromide (a- 
Bromopentafluorotoluene)—97% minimum 
purity. Note: This chemical is ajachrymator. 
(See Section 4.2.) 

6.10 18-crown-6-ether (1.4,7.10,13,16- 
Hexaoxacycloocta decane)—98% minimum 
purity. Note: This chemical is highly toxic. 

6.11 Derivatization reagent—^Add 1 mL of 
pentafluorobenzyl bromide and 1 g of 18- 
crown-6-ether to a 50-mL volumetric flask 
end dilute to volume with 2-propanoL Prepare 


fresh weekly. This operation should be 
carried out in a hood. Store at 4 *0 and 
protect from light. 

8.12 Acetone, hexane, methanol, 
methylene chloride. 2-propanoL toluene— 
Pesticide quality or equivalent 

6.13 Silica gel—100/200 mesh. Davison. 
grade-923 or equivalent. Activate at 130 X 
overnight and store in a desiccator. 

6.14 Stock standard solutions (1.00 >ig/ 
tiL ]—Stock standard solutions may be 
prepared from pure standard materials or 
purchased as certified solutions. 

6.14.1 Prepare stock standard solutions by 
accurately weighing about 0.0100 g of pure 
material. Dissolve 5ie material in 2-propanol 
and dilute to volume in a 10-mL volumetric 
flask. Larger volumes can be used at the 
convenience of the analyst. When compound 
purity is assayed to be 96% or greater, the 
weight can be used without correction to 
calculate the concentration of the stock 
standard. Commercially prepared stock 
standards can be used at any concentration if 
they are certified by the manufacturer or by 
an independent source. 

6.14.2 Transfer the stock standard 
solutions into Teflon-sealed screw-cap 
bottles. Store at 4 *0 and protect from light 
Stock standard solutions should be checked 
frequently for signs of degradation or 
evaporation, especially just prior to preparing 
calibration standards fl'om them. 

6.14.3 Stock standard solutions must be 
replaced after six months, or sooner if 
comparison with check standards indicates a 
problem. 

6.15 Quality control check sample 
concentrate—See Section 8.2.1. 

7. Calibration 

7.1 To calibrate the FIDGC for the 
anaylsis of underivatized phenols, establish 
gas chromatographid operating conditions 
equivalent to those given in Table 1. The gas 
chromatographic system can be calibrated 
using the external standard technique 
(Section 7.2) or the internal standard 
technique (Action 7.3), 

7JZ External standard calibration 
procedure for FIDGC: 

7.2.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standards to a 
volumetric flask and diluting to volume with 
2-propanoL One of the external standards 
should be at a concentration near, but above, 
the MDL (Table 1) and the other 
concentrations should correspond to the 
expected range of concentrations found in 
real samples or should define the working 
range of the detector. 

7.2.2 Using injections of 2 to 5 p.L analyze 
each calibration standard according to 
Section 11 and tabulate peak height or area 
responses against the mass injected. The 
results can be used to prepare a calibration 
curve for each compound. Alternatively, if 
the ratio of response to amount injected 
(calibration factor) is a constant over the 
working range (<10% relative standard 
deviation, RSD). linearity through the origin 
can be assumed and the average ratio or 
calibration factor can be used in place of a 
calibration curve. 


7.3 Internal standard calibration 
procedure for FIDGC—To use this approach, 
the analyst must select one or more internal 
standards that are similar in analytical 
behavior to the compounds of interest. The 
analyst must further demonstrate that the 
measurement of the internal standard is not 
affected by method or matrix interferences. 
Because of these limitations, no internal 
standard can be suggested that is applicable 
to all samples. 

7.3.1 Ptepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standards to a 
volumetric flask. To each calibration 
standard, add a known constant amount of 
one or more internal standards, and dilute to 
volume with 2-propanol. One of the 
standards should be at a concentration near, 
but above, the MDL and the other 
concentrations should correspond to the 
expected range of concentrations found in 
real samples or should define the working 
range of the detector. 

7.3.2 Using injections of 2 to 5 fiL. analyze 
each calibration standard according to 
Section 11 and tabulate peak height or area 
responses against concentration for each 
compound and internal standard. Calculate 
response factors (RF) for each compound 
using Equation 1. 

Equation 1. 


(AJ(C.) 

where: 

A«=Response for the parameter to be 
measured. 

A|.=Respon8e for the internal standard. 

Cte=:Concentration of the internal standard 
(fig/L). 

C,=Concentration of the parameter to be 
measured (fig/L). 

If the RF value over the working range is a 
constant (<10% RSD). the RF can be 
assumed to be invariant and the average RF 
can be used for calculations. Alternatively, 
the results can be used to plot a calibration 
curve of response ratios, AjA^^, vs. RF. 

7.4 The working calibration curve, 
calibration factor, or RF must be verified on 
each working day by the measurement of one 
or more calibration standards. If the response 
for any parameter varies from the predicted 
response by more than ±15%. a new 
calibration curve must be prepared for that 
compound. 

7.5 To calibrate the ECDCC for the 
analysis of phenol derivatives, establish gas 
chromatographic operating conditions 
equivalent to those given in Table 2. 

7.5.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standards to a 
volumetric flask and diluting to volume with 
2-propanoL One of the external standards 
should be at a concentration near, but above, 
the MDL (Table 2) and the other 
concentrations should correspond to the 
expected range of concentrations found in 
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real samples or should define the working 
range of the detector. 

7.5.2 Each time samples are to be 
derivatized. simultaneously treat a 1-mL 
aliquot of each calibration standard as 
described in Section 12. 

7.5.3 After derivatization. analyze 2 to 5 

of each column eluate collected according 

to the method beginning in Section 12.6 and 
tabulate peak height or area responses 
against the calculated equivalent mass of 
underivatized phenol injected. The results 
can be used to prepare a calibration curve for 
each compound. 

7.6 Before using any cleanup procedure, 
the analyst must process a series of 
calibration standards through the procedure 
to validate elution patterns and the absence, 
of interferences from the reagents. 

8. Quality Control 

8.1 Each laboratory that uses this method 
is required to operate a formal quality control 
program. The minimum requirements of this 
program consist of an initial demonstration of 
laboratory capability and an ongoing 
analysis of spiked samples to evaluate and 
document data quality. The laboratory must 
maintain records to document the quality of 
data that is generated. Ongoing data quality 
checks are compared with established 
performance criteria to determine if the 
results of analyses meet the performance 
characteristics of the method. When results 
of sample spikes indicate atypical method 
performance, a quality control check 
standard must be analyzed to confirm that 
the measurements were performed in an in¬ 
control mode of operation. 

8.1.1 The analyst must make an initial, 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with this method. This ability is established 
as described in Section 8.2. 

8.1.2 In recognition of advances that are 
occurring in chromatography, the analyst is 
permitted certain options (detailed in 
Sections 10.6 and 11.1) to improve the 
separations or lower the cost of 
measurements. Each time such a modification 
is made to the method, the analyst is required 
to repeat the procedure in Section 8.2. 

8.1.3 Before processing any samples the 
analyst must analyze a reagent water blank 
to demonstrate that interferences from the 
analytical system and glassware are under 
control. Each time a set of samples is 
extracted or reagents are changed a reagent 
water blank must be processed as a 
safeguard against laboratory contamination. 

8.1.4 The laboratory must, on an ongoing 
basis, spike and analyze a minimum of 10% of 
all samples to monitor and evaluate 
laboratory data quality. This procedure is 
described in Section 8.3. 

8.1.5 The laboratory must, on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
control. This procedure is described in 
Section 8.4. The frequency of the check 
standard analyses is equivalent to 10% of all 
samples analyzed but may be reduced if 
spike recoveries from samples (Section 6.3) 
meet all specified quality control criteria. 

8.1.6 The laboratory must maintain 
performance records to document the quality 


of data that is generated. This procedure is 
described in Section 6.5. 

8.2 To establish the ability to generate 
acceptable accuracy and precision, the 
analyst must perform the following 
operations. 

8.2.1 A quality control (QC) check sample 
concentrate is required containing each 
parameter of interest at a concentration of 
100 pg/mL in 2-propanol. The QC check 
sample concentrate must be obtained from 
the U.S. Environmental Protection Agency, 
Environmental Monitoring and Support 
Laboratory in Cincinnati, Ohio, if available. If 
not available from that source, the QC check 
sample concentrate must be obtained from 
another external source. If not available from 
either source above, the QC check sample 
concentrate must be prepared by the 
laboratory using stock standards prepared 
independently from those used for 
calibration. 

8.2.2 Using a pipet. prepare QC check 
samples at a concentration of 100 ftg/L by 
adding 1.00 mL of QC check sample 
concentrate to each of four 1-L aliquots of 
reagent water. 

8.2.3 Analyze the well-mixed QC check 
samples according to the method beginning in 
Section 10. 

8.2.4 Calculate the average recovery (X) 
in /ig/L, and the standard deviation of the 
recovery (s) in fig/L. for each parameter using 
the four results. 

8.2.5 For each parameter compare s and X 
with the corresponding acceptance criteria 
for precision and accuracy, respectively, 
found in Table 3. If s and X for all parameters 
of interest meet the acceptance criteria, the 
system performance is acceptable and 
analysis of actual samples can begin. If any 
individual s exceeds the precision limit or 
any individual X falls out'iide the range for 
accuracy, the system performance is 
unacceptable for that parameter. 

Note.—^The large number of parameters in 
Talbe 3 present a substantial probability that 
one or more will fail at least one of the 
acceptance criteria when all parameters are 
analyzed. 

8.2.6 When one or more of the parameters 
tested fail at least one of the acceptance 
criteria, the analyst must proceed according 
to Section 6.2.6.1 or 8.2.6.2. 

8.2.6.1 Locate and correct the source of 
the problem and repeat the test for all 
parameters of interest beginning with Section 
8 . 2 . 2 . 

8.2.6.2 Beginning with Section 8.2.2, repeat 
the test only for those parameters that failed 
to meet criteria. Repeated failure, however, 
will confirm a general problem with the 
measurement system. If this occurs, locate 
and correct the source of the problem and 
repeat the test for all compounds of interest 
beginning with Section 8.2.2. 

8.3 The laboratory must, on an ongoing 
basis, spike at least 10% of the samples from 
each sample site being monitored to assess 
accuracy. For laboratories analyzing one to 
ten samples per month, at least one spiked 
sample per month is required. 

8.3.1 The concentration of the spike in the 
sample should be determined as follows: 

8.3.1.1 If. as in compliance monitoring, the 
concentration of a specific parameter in the 


sample is being checked against a regulatory 
concentration limit, the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 

8.3.1.2 If the concentration of a specific 
parameter in the sample is not being checked 
against a limit specific to that parameter, the 
spike should be at 100 p>g/L or 1 to 5 times 
higher than the background concentration 
determined in Section 8.3.2, whichever 
concentration would be larger. 

8.3.1.3 If it is impractical to determine 
background levels before spiking (e.g., 
maximum holding times will be exceeded), 
the spike concentration should be (1) the 
regulatory concentration limit, if any. or. if 
none, (2) the larger of either 5 times higher 
than the expected background concentration 
or 100 fig/L. 

8.3.2 Analyze one sample aliquot to 
determine the background concentration (B) 
of each parameter. If necessary, prepare a 
new QC check sample concentrate (Section 
8.2.1) appropriate for the background 
concentrations in the sample. Spike a second 
sample aliquot with 1.0 mL of the QC check 
sample concentrate and analyze it to 
determine the concentration after spiking (A) 
of each parameter. Calculate each percent 
recovery (P) as 100(A-B)%/T, where T is the 
known true value of the spike. 

8.3.3 Compare the percent recovery (P) for 
each parameter with the corresponding QC 
acceptance criteria found in Table 3. These 
acceptance criteria were calculated to 
include an allowance for error in 
measurement of both the background and 
spike concentrations, assuming a spike to 
background ratio of 5:1. This error will be 
accounted for to the extent that the analyst’s 
spike to background ratio approaches 5:1.* If 
spiking was performed at a concentration 
lower than 100 fig/L, the analyst must use 
either the QC acceptance criteria in Table 3. 
or optional QC acceptance criteria calculated 
for the specific spike concentration. To 
calculate optional acceptance criteria for the 
recovery of a parameter (1) Calculate 
accuracy (X') using the equation in Table 4. 
substituting the spike concentration (T) for C; 
(2) calculate overall precision (S') using the 
equation in Table 4, substituting X' for X; (3) 
calculate the range for recovery at the spike 
concentration as (100 X'/T) ±2.44(100 S'/ 
T)%.» 

8.3.4 If any individual P falls outside the 
designated range for recovery, that parameter 
has failed the acceptance criteria. A check 
standard containing each parameter that 
failed the criteria must be analyzed as 
described in Section 8.4. 

8.4 If any parameter fails the acceptance 
criteria for recovery in Section 8.3, a QC 
check standard containing each parameter 
that failed must be prepared and analyzed. 

Note.—^Thifeequency for the required 
analysis of a QC check standard will depend 
upon the number of parameters being 
simultaneously tested, the complexity of the 
sample matrix, and the performance of the 
laboratory. 

8.4.1 Prepare the QC check standard by 
adding 1.0 mL of QC check sample 
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concentrate (Sections 8.2.1 or 8.3.2) to 1 L of 
reagent water. The QC check standard needs 
only to contain thcr parameters that failed 
criteria in the test in Section 8.3. 

8.4.2 Analyze the QC check standard to 
determine the concentration measured (A) of 
each parameter. Calculate each percent 
recovery (PJ as 100 (A/T)%. where T is the 
true value of the standard concentration. 

8.4.3 Compare the percent recovery (PJ 
for each parameter with the corresponding 
QC acceptance criteria found in Table 3. 

Only parameters that failed the test in 
Section 8.3 need to be compared with these 
criteria. If the recovery of any such parameter 
falls outside the designated range, the 
laboratory performance for that parameter is 
judged to be out of control, and the problem 
must be immediately identified and 
corrected. The analytical result for that 
parameter in the unspiked sample is suspect 
and may not be reported for regulatory 
compliance purposes. 

8.5 As part of the QC program for the 
laboratory, method accuracy for wastewater 
samples must be assessed and records must 
be maintained. After the analysis of five 
spiked wastewater samples as in Section 8.3, 
calculate the average percent recovery (P) 
and the standard deviation of the percent 
recovery (Sp). Express the accuracy 
assessment as a percent recovery interval 
from P-2Sp to P-t-28p. If P=90% and 8p=10%, 
for example, the accuracy interval is 
expressed as 70-110%. Update the accuracy 
assessment for each petrameter on a regular 
basis (e.g. after each five to ten new accuracy 
measurements). 

8.6. It is recommended that the laboratory 
adopt additional quality assurance practices 
for use with this method. The specihe 
practices that are most productive depend 
upon the needs of the laboratory and the 
nature of the samples. Field duplicates may 
be analyzed to assess the precision of the 
environmental measurements. When doubt 
exists over the identification of a peak on the 
chromatogram, confirmatory techniques such 
as gas chromatography with a dissimilar 
column, specific element detector, or mass 
spectrometer must be used. Whenever 
possible, the laboratory should analyze 
standard reference materials and participate 
in relevant performance evaluation studies. 

9. Sample Collection, Preservation, and 
Handling 

9.1 Grab samples must be collected in 
glass containers. Conventional sampling 
practices * should be followed, except that 
the bottle must not be prerinsed with sample 
before collection. Composite samples should 
be collected in refrigerated glass containers 
in accordance with the requirements of the 
program. Automatic sampling equipment 
must be as free as possible of Tygon tubing 
and other potential sources of contamination. 

9.2 Ail samples must be iced or 
refrigerated at 4 •C from the time of collection 
until extraction. Fill the sample bottles and. if 
residual chlorine is present, add 80 mg of 
sodium thiosulfate per liter of sample and 
mix well. EPA Methods 330.4 and 330.5 may 
be used for measurement of residual 
chlorine. Field test kits are available for this 
purpose. 


9.3 All samples roust be extracted within 
7 days of collection and completely analyzed 
within 40 days of extraction.* 

10. Sample Extraction 

10.1 Mark the water meniscus on the side 
of sample bottle for later determination of 
sample volume. Pour the entire sample into a 
2-L separatory funnel. 

10.2 For samples high in organic content, 
the analyst may solvent wash the sample at 
basic pH as prescribed in Sections 10.2.1 and 

10.2.2 to remove potential method 
interferences. Prolonged or exhaustive 
contact with solvent during the wash may 
result in low recovery of some of the phenols, 
notably phenol and 2.4<dimethylphenol. For 
relatively clean samples, the wash should be 
omitted and the extraction, beginning with 
Section 10.3, should be followed. 

10.2.1 Adjust the pH of the sample to 12.0 
or greater with sodium hydroxide solution. 

10.2.2 Add 60 mL of methylene chloride to 
the sample by shaking the funnel for 1 min 
with periodic venting to release vapor 
pressure. Discard the solvent layer. The wash 
can be repeated up to two additional times if 
significant color is being removed. 

10.3 Adjust the sample to a pH of 1 to 2 
with sulfuric acid. 

10.4 Add 60 mL of methylene chloride to 
the sample bottle, seal, and shake 30 s to 
rinse the inner surface. Transfer the solvent 
to the separatory funnel and extract the 
sample by shaking the funnel for 2 min with 
periodic venting to release excess pressure. 
Allow the organic layer to separate from the 
water phase for a minimum of 10 min. If the 
emulsion interface between layers is more 
than one-third the volume of the solvent 
layer, the analyst must employ mechanical 
techniques to complete the phase separation. 
The optimum technique depends upon the 
sample, but may include stirring, filtration of 
the emulsion through glass wool, 
centrifugation, or other physical methods. 
Collect the methylene chloride extract in a 
250-mL Erlenmeyer flask. 

10.5 Add a second 60-mL volume of 
methylene chloride to the sample bottle and 
repeat the extraction procedure a second 
time, combining the extracts in the 
Erlenmeyer flask. Perform a third extraction 
in the same manner. 

10.6 Assemble a Kudema-Danish (K-D) 
concentrator by attaching a 10-mL 
concentrator tube to a 500-mL evaporative 
flask. Other concentration devices or 
techniques may be used in place of the K-D 
concentrator if the requirements of Section 

8.2 are met 

10.7 Pour the combined extract through a 
solvent-rinsed drying column containing 
about 10 cm of anhydrous sodium sulfate, 
and collect the extract in the K-D 
concentrator. Rinse the Erlenmeyer flask and 
column with 20 to 30 mL of methylene 
chloride to complete the quantitative transfer. 

10.8 Add one or two clean boiling chips to 
the evaporative flask and attach a three-ball 
Snyder column. Prewet the Snyder column by 
adding about 1 mL of methylene chloride to 
the top. Place the K-D apparatus on a hot 
water bath (60 to 65 *C) so that the 
concentrator tube is partially immersed in the 
hot water, and the entire lower rounded 


surface of the flask is bathed with hot vapor. 
Adjust the vertical position of the apparatus 
and the water temperature as required to 
complete the concentration in 15 to 20 min. At 
the proper rate of distillation the balls of the 
column will actively chatter but the chambers 
v/ill not flood with condensed solvent. When 
the apparent volume of liquid reaches 1 mL, 
remove the K-D apparatus and allow it to 
drain and cool for at least 10 min. 

10.9 Increase the temperature of the hot 
water bath to 95 to 100 *C. Remove the 
Synder column and rinse the flask and its 
lower joint into the concentrator tube with 1 
to 2 mL of 2-propanol. A 5-mL syrii^ is 
recommended for this operation. ATOch a 
two-ball micro-Snyder column to the 
concentrator tube and prewet the column by 
adding about 0.5 mL of 2-propanol to the top. 
Place the micro-K-D apparatus on the water 
bath so that the concentrator tube is partially 
immersed in the hot water. Adjust the 
vertical position of the apparatus and the 
water temperature as required to complete 
concentration in 5 to 10 min. At the proper 
rate of distillation the balls of the column will 
actively chatter but the chambers will not 
flood. When the apparent volume of liquid 
reaches 2.5 mL, remove the K-D apparatus 
and allow it to drain and cool for at least 10 
min. Add an additional 2 mL of 2-propanol 
through the top of the micro-Snyder column 
and resume concentrating as before. When 
the apparent volume of liquid reaches 0.5 mL, 
remove the K-D apparatus and allow it to 
drain and cool for at least 10 min. 

10.10 Remove the micro-Snyder column 
and rinse its lower joint into the concentrator 
tube with a minimum amount of 2-propano). 
Adjust the extract volume to 1.0 mL Stopper 
the concentrator tube and store refrigerated 
at 4 *C if further processing will not be 
performed immediately. If the extract will be 
stored longer than two days, it should be 
transferred to a Teflon-sealed screw-cap vial. 
If the sample extract requires no further 
cleanup, proceed with FIDGC analysis 
(Section 11). If the sample requires further 
cleanup, proceed to Section 12. 

10.11 Determine the original sample 
volume by refilling the sample bottle to the 
mark and transferring the liquid to a lOOO-mL 
graduated cylinder. Record the sample 
volume to the nearest 5 mL 

11. Flame Ionization Detector Gas 
Chromatography 

11.1 Table 1 summarizes the 
recommended operating conditions for the 
gas chromatograph. Included in this table are 
retention times and MDL that can be 
achieved under these conditions. An example 
of the separations achieved by this column is 
shown in Figure 1. Other packed or capillary 
(open-tubular) columns, chromatographic 
conditions, or detectors may be used if the 
requirements of Section *..2 are met. 

11.2 Calibrate the system daily as 
described in Section 7. 

11.3 If the internal standard calibration 
procedure is used, the internal standard must 
be added to the sample extract and mixed 
thoroughly immediately before injection into 
the gas chromatograph. 
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11.4 Inject 2 to 5 /iL of the sample extract 
or standard into the gas chromatograph using 
the solvent-Rush technique.*' Smaller (1.0 ^L) 
volumes may be injected if automatic devices 
are employed. Record the volume injected to 
the nearest 0.05 fiL and the resulting peak 
size in area or peak height units. 

11.5 Identify the parameters in the sample 
by comparing the retention times of the peaks 
in the sample chromatogram with those of the 
peaks in standard chromatograms. The width 
of the retention time window used to make 
identifications should be based upon 
measurements of actual retention time 
variations of standards over the course of a 
day. Threirtimes the standard deviation of a 
retention time for a compound may be used 
to calculate a suggested window size; 
however, the experience of the analyst 
should weigh heavily in the interpretation of 
chromatograms. 

11.6 If the response for a peak exceeds 
the working range of the system, dilute the 
extract and reanalyze. 

11.7 If the measurement of the peak 
response is prevented by the presence of 
interferences, an alternative gas 
chromatographic procedure is required. 
Section 12 describes a derivatization and 
column chromatographic procedure which 
has been tested and found to be a practical 
means of analyzing phenols in complex 
extracts. 

IZ Derivatization and Electron Capture 
Detector Gas Chromatography 

12.1 Pipet a 1.0*raL aliquot of the 2- 
propanol solution of standard or sample 
extract into a glass reaction vial. Add 1.0 mL 
of derivatizing reagent (Section 6.11). This 
amount of reagent is sufficient to derivatize a 
solution whose total phenolic content does 
not exceed 0.3 mg/mL 

12.2 Add about 3 mg of potassium 
carbonate to the solution and shake gently. 

12.3 Cap the mixture and heat it for 4 h at 
80 *C in a hot water bath. 

12.4 Remove the solution from the hot 
water bath and allow it to cool. 

12.5 Add 10 mL of hexane to the reaction 
flask and shake vigorously for 1 min. Add 3.0 
mL of distilled, deionized water to the 
reaction flask and shake for 2 min. Decant a 
portion of the organic layer into a 
concentrator tube and cap with a glass 
stopper. 

12.6 Place 4.0 g of silica gel into a 
chromatographic column. Tap the column to 
settle the silica gel and add about 2 g of 
anhydrous sodium sulfate to the top. 

12.7 Preelute the column with 6 mL of 
hexane. Discard the eluate and just prior to 
exposure of the sodium sulfate layer to the 
air. pipet onto the column 2.0 mL of the 
hexane solution (Section 12.5) that contains 
the derivatized sample or standard. Elute the 
column with 10.0 mL of hexane and discard 
the eluate. Elute the column, in order, with: 
lO.O mL of 15% toluene in hexane (Fraction 1); 
10.0 mL of 40% toluene in hexane (Fraction 2): 
10.0 mL of 75% toluene in hexane (Fraction 3); 
and 10.0 mL of 15% 2-propanol in toluene 
(Fraction 4). All elution mixtures are 
prepared on a volume:Volume basis. Elution 
patterns for the phenolic derivatives are 
shown in Table 2. Fractions may be 


combined as desired depending upon the 
specific phenols of interest or level of 
interferences. 

12.8 Analyze the fractions by ECDGC 
Table 2 summarizes the recommended 
operating conditions for the gas 
chromatograph. Included in this table are 
retention times and MDL that can be 
achieved under these conditions. An example 
of the separations achieved by this column is 
shown in Figure 2. 

12.9 Calibrate the system daily with a 
minimum of three aliquots of calibration 
standards, containing each of the phenols of 
interest that are derivatized according to 
Section 7.5. 

12.10 Inject 2 to 5 p.L of the column 
fractions into the gas chromatograph using 
the solvent-flush technique. Smaller (1.0 fd.) 
volumes can be injected if automatic devices 
are employed. Record the volume injected to 
the nearest 0.05 pL, and the resulting peak 
size in area or peak height units. If the peak 
response exceeds the linear range of the 
system, dilute the extract and reanalyze. 

13. Calculations 

13.1 Determine the concentration of 
individual compounds In the sample analyzed 
by FIDGC (without derivatization) as 
indicated below. 

13.1.1 If the external standard calibration 
procedure is used, calculate the amount of 
material injected from the peak response 
using the calibration curve or calibration 
factor determined in Section 7.2.2. The 
concentration in the sample can be 
calculated from Equation 2. 

Equation 2. 


Concentration (ftg/L] = 


(A)(V J 

(VJ(V.) 


where: 

A=Amount of material injected (ng). 

V,=Volume of extract injected [pL). 

Volume of total extract (pL). 

V.=Volume of water extracted (mL). 

13.1.2 If the internal standard calibration 
procedure is used, calculate the 
concentration in the sample using the 
response factor (RF) determined in Section 
^.3.2 and Equation 3. 

Equation 3. 


(A.)(l.) 

Concentration (ug/L) = " 

(AJfRFKVJ 


where: 

A,=Response for the parameter to be 
measured. 

Ate-Response for the internal standard. 

Amount of internal standard added to 
each extract (pg). 

Vo=Volume of water extracted (L). 

13.2 Determine the concentration of 
individual compounds in the sample analyzed 
by derivatization and ECDGC according to 
Equation 4. 

Equation 4. 


(AKVJ(B)(D) 

Concentration (pg/L) = 

(V,)(V.)(q(BJ 


where: 

A=Mass of underivatized phenol 
represented by area of peak in sample 
chromatogram, determined from 
calibration curve in Section 7.5.3 (ng). 

V|= Volume of eluate injected (pL). 

V|=Total volume of column eluate or 
combined fractions from which Vi was 
taken (pL). 

Vg=Volume oPwater e^rtracted in Section 

10.10 (mL). 

B=Total volume of hexane added in 
Section 12.5 (mL). 

C=Volume of hexane sample solution 
added to cleanup column in Section 12.7 
(mL). 

D = Total volume of 2-propanol extract 
prior to derivatization (mL). 

E=Volume of 2-propanol extract carried 
through derivatization in Section 12.1 
(mL). 

13.3 Report results in pg/L without 
correction for recovery data. All QC data 
obtained should be reported with the sampU* 
results. 

14. Method Performance 

14.1 The method detection limit (MDL) is 
defmed as the minimum concentration of a 
substcmce that can be measured and reported 
with 99% confidence that the value is above 
zero. * The MDL concentrations listed in 
Tables 1 and 2 were obtained using reagent 
water. ** Similar results were achieved using 
representative wastewaters. The MDL 
actually achieved In a given analysis will 
vary depending on instrument sensitivity and 
matrix effects. 

14.2 This method, was tested by 20 
laboratories using reagent water, drinking 
water, surface water, and three industrial 
wastewaters spiked as six concentrations 
over the range 12 to 450 pg/L. ** Single 
operator precision, overall precision, and 
method accuracy were found to be directly 
related to the concentration of the parameter 
and essentially independent of the sample 
matrix. Linear equations to describe these xc 
relationships for a flame ionization detector 
are presented in Table 4. 
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Table 1.—Chromatographic Conditions and Method Detection Limits 


Parameter 


Retention 
time (min) 


Method 

detection 

lm(t(Mg/L) 


^-4jnioropn8noi«.i 
2-N 


2.4Dimethy1phenol...« 

2.4-DichiofOphenol__ 

2,4.6-TflcNoropbenol..... 

4-ChlorD8eiwS)y|phano(_ 

2,4.C 


2MethyM,6<SnMrophenol.. 

Peoiachtorophonol.. 

4-Nitrophanol_....._... 


1.70 

2.00 

3.01 

4.03 

4.30 

6.05 

7.50 

10.00 

10.24 
1242 

24.25 


0.31 

0.45 

0.14 

0.32 

0.39 

0.64 

0.36 

13.0 

16.0 

7.4 

2.8 


Column conditiona: Supelcoport (60/100 mesh) coaled Mth 1% SP-12400A Decked in a 1.8 m long x 2 mm ID glass column with nitrogen earner gas at 30 mL/min flow rate. Column 
remperalure was 60*C al ejection, programmed immedialely di BTC'frm to ISCTC final temperature. MOL were determmod vnth an FID. 


Table 2.— Silica Gel Fractionation and Electron Capture Gas Chromatography of PFBB Derivatives 


Parent compound 

Percent recovery by fraction • 

Retention 

time 

(min) 

Method 

detection 

limit^C^g/ 

1 

2 

3 

4 

2-Chloraphenol . 


90 

1 


3.3 

0.58 

2-Nitrophsnal... ...„ . ... . . 



9 

90 

9.1 

0.77 



90 

10 


1.8 

2.2 

2.4-Dimethylphenol. .. 


95 

7 


2.9 

0.63 

2.4-Dichlaraplianol.... .. .... _ . .. 


05 

1 


5.8 

0.68 

2.4.8-Trichlorof^Msnol . 

50 

50 



7.0 

O.fS 

4 Chlon>2.ma4hylphenol......,. ... 


84 

14 


4.8 

1.8 

Pentaohloraphanol... _ .. 

75 

20 



288 

0.59 

4 Nrtrophenol........... 


1 

90 

14.0 

0.70 









Colomn conditions: Chromosorto W-AW-DMCS (80/100 mesh) coated with 5% OV-17 pecked in a 1.8 m long x 2.0 mm ID glass column with 5% methane/95% argon carrier gas al 30 
rt»L/min How rale. Column temperatue held isothermal at 200 *C. MDL were determined with an ECO. 

* Eluant composition: 

Fraction 1—15% toluene In hexane. 

Fraction 2—40% toHjene in hexane. 

Fraction 3—75% toHiane in hexane. 

Fraction 4—15% 2-propanol In loluene. 


Table 3.—QC Acceptance Criteria—Method 604 


Parameter 


<-Chloro-3»me»yl ph en o L______ 

7 CMofophene!.. 

7.4- OichlorDphonol_____ 

2.4- Dimethylphinol.... 

4.60inHro-2-nie(hy|phenoL.___ 

2.4- Oinitrophenol______ 

2 K'ttn^>henol... 

4-Nitrophenol--- 

Pentachlorophenol.. 

Phenol.......... 

2,4.6-Trichlorophenol.... 


Test 

cone, 

Oxg/L) 

Limit for 
s(Mfl7L) 

Range for % 
(MQ/L) 

Range tor 

P, P, 
(percent) 

100 

16.6 

56.7-113.4 

99-122 

100 

27.0 

54.1-110.2 

38-128 

100 

25.1 

59.7-103.3 

44-119 

100 

33.3 

50.4.100.0 

24-118 

100 

25.0 

4^4-123.8 

30-136 

100 

38.0 

31.7-125.1 

12-145 

100 

222 

56 6-103.8 

43-117 

100 

" 19.0 

22.7-100.0 

13-110 

100 

32.4 

58.7-113.5 

36-134 

100 

14.1 

32.4-100.0 

23-106 

100 

16.6 

60.8-110.4 

53-119 


Standard deviation of four recovery measurements, in fig/L (Section 62.4). 

X—Average recovery tor tour recovery meesurements, in /xg/l (Section 82.4). 

P. P,—Percent recovery meaaured (Section 82.2, Section 8.4.2). 

Note.—T hese chteda are based directly upon Ihe method performance data In Table 4. Where necessary, the limits tor recovery have been broadened to assure applicability of the limits 
to concentrations below those used to develop Table 4. 
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' Table 4.—Method Accuracy and Precision as Functions of Concentration—Method 604 


Parameter 

Accuracy, as 
recovery. X' 
(pg/U 

Single Anafyat ( 

precision, s. 

Overall 

) precision. S 
' (mO'U 


- 

0,870-1.97 

O.llX-0.21 

ai8X+0.20 

0.17X-0.02 

OJ30%-0.99 

0.15X-F1.25 

0.16X+1.41 

0,21X+0.75 

* 0.18$l+0.62 
a255i+0.48 
0.t9j(+5.e5 

ai4X+3.84 

ai9^+4.79 

a23X+0i57 

0.175^+0.77 

0.13X+^40 


^. 

0,83C-0.84 

£*^niorupriofim ... 

. 

0.81C>0.48 


0.62C-1.84 


0.84C-1.01 


0.80C-1.58 

0.27«-M5 

ai55<4-0>M 


0.81C-0.78 

A . .. eiiis-— . 

0.46C-f0.18 

0.17X+2.43 
0.22Ji-4).58 


0.8X4-2.07 


0.43C4-0.11 

0.20X-0.88 

2.4.6-TrichloropherK)l..—... 

0.08C-0.40 

O.lOX+0.53 


X’= Expected r®cov6fy for one Of more me«sur»ment8 ol • sample cooiainioQ • cooc«olra^ olC In 

t,*=Expected single analyst standard deviation of measurements at an average concet^w 1*8'^- 

S cExpec^ intertaboraiory standard deviabon of maasuremenia at an average concentration found ol X, in jmj/L 
C»Tnje value for the concentration, in ^ig/L . „ ^ ^ 

t^Average rscovery fotatd for measurements of samples containing a concentration of C. m »ig/L 


BILUNQ CODE 6S6(>>60-«i 
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COLUMN: 1% SP-1240DA ON SUPELCOPORT 



Figure 1. Gas chromatogram of phenols. 
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Figure 2. Gas chromatogram of PFB derivatives of phenols. 
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Method 605—-Benzidines 
/. Scope and Application 

1.1 This method covers the determination 
of certain benzidines. The following 
parameters can be determined by Siis 
method: 


Pararaetar 

Storat No 

CAS No. 

RfinzkSna.rr ... 

39120 

34631 

92-67-5 

91-04-1 

a.y-Dchtorobanaiflna. 



1.2 This is a high performance Bqtiid 
chromatography (HPLC) method applicable to 
the determination of the compounds listed 
above in municipal and industrial discharges 
as provided under 40 CFR 136.1. When this 
method is used to analyze unfairttltar samples 
for the compounds above, identifications 
should be supported by at least one 
additional qualitative technique. This method 
describes electrochemical conditions at a 
second potential which can be used to 
confirm measurements made with this 
method. Method 625 provides gas 
chromatpgrapb/mass spectrometer (GC/MS) 
conditions appropriate for the qualitative and 
quantitative confirmation of results for the 
parameters listed above, using the extract 
produced by this methocL 

1.3 The method detection limit (MDU 
defined in Section 14.1) * for each parameter 
is listed in Table 1. The MDL for a specific 
wastewater may differ from those listed, 
depending upon the nature of the 
interferences in the sample matrix. 

1.4 Any modification of this method, 
beyond those expressly permitted, shall be 
considered as a major modification subject to 
application and approval of alternate test 
procedures under 40 CFR 136.4 and 136.5. 

1.5 This method is restricted to use by or 
under the supervision of analysts 
experienced in the use of HPLC 
instrumentation and in the interpretation of 
liquid chromatograms. Each analyst must 
demonstrate the ability to generate 
acceptable results with this method using the 
procedure described in Section 8.2. 

2. Summary of Method 

2.1 A measured volume of sample, 
approximately 1-L, is extracted with 
chloroform using liquid-liquid extractions in a 
separatory funnel. The chloroform extract is 
extracted with acid. The acid extract is then 
neutralized and extracted with chloroform. 
The final chloroform extract is exchanged to 
methanol while being concentrated using a 
rotary evaporator. The extract is mixed with 
buffer and separated by HPLC. The benzidine 
compounds are measured with an 
electrochemical detector.* 

2.2 The acid back-extraction acts as a 
genera] purpose cleanup to aid in the 
elimination of interferences. 

5. interferences 

3.1 Method interferences may be caused 
by contaminants in solvents, reagents, 
glassware, and other sample processing 
hardware that lead to discrete artifacts and/ 
or elevated baselines in chromatograms. All 
of these materials must be routinely 
demonstrated to be free from interferences 


under the conditions of the analysis by 
running laboratory reagent blanks as 
described in Section 8.1.3. 

3.1.1 Glassware must be scrupulously 
cleaned.* Clean all glassware as soon as 
possible after use by rinsing with the last 
solvent used in it Solvent rinsing should be 
followed by detergent washing with hot 
water, and rinses with tap water and distilled 
water. The glassware should then be drained 
dry, and heated in a muSle furnace at 400 ‘C 
for 15 to 30 min. Some thermally stable 
materials may not be eliminated by this 
treatment. Solvent rinses with acetone and 
pesticide quality hexane may be substituted 
for the muffle furnace heating. Volumetric 
ware should not be heated in a muffle 
furnace. After drying and cooling, glassware 
should be sealed and stored in a dean 
environment to prevent any accumulation of 
dust or other contaminants. Store inverted or 
capped with aluminum foil 

3.1.2 The use of high purity reagents and 
solvents helps to minimize interference 
problems. Purification of solvents by 
distillation in all-glass systems may be 
required. 

3.2 Matrix interferences may be caused 
by contaminants that are co-exlracted from 
the sample. The extent of matrix 
interferences will vary considerably from 
source to source, depending upon the nature 
and diversity of the industrial complex or 
munidpality being sampled. The c^nup 
procedures that are inherent in the extraction 
step are used to overcome many of these 
interferences, but unique samples may 
require additional deanup approaches to 
achieve the MDL listed in Table 1. 

3.3 Some dye plant effluents contain large 
amounts of components with retention times 
closed to benzidine. In these cases, it has 
been found useful to reduce the electrode 
potential in order to eliminate interferences 
and still detect benzidine. (See Section 12.7.) 

4 . Safety 

4.1 The toxidty or carcinogenicity of each 
reagent used in this method has not been 
predsely defined: however, each chemical 
compound should be treated as a potential 
health harzard. From this viewpoint, 
exposure to these chemicals must be reduced 
to the lowest possible level by whatever 
means available. The laboratory is 
responsible for maintaining a current 
awareness file of OSHA regulations 
regarding the safe handling of the chemicals 
specified in this method. A reference file of 
material data handling sheets should also be 
made available to all personnel involved in 
the chemical analysis. Additional references 
to laboratory safety are available and have 
been identified ^•for the information of the 
analyst. 

4.2 The following parameters covered by 
this method have been tentatively classified 
as known or suspected, human or mammalian 
carcinogens: benzidine and 3.3'- 
dichlorobenzidine. Primary standards of 
these toxic compounds should be prepared in 
a hood. A NIOSH/MESA approved toxic gas 
respirator should be worn when the analyst 
handles high concentrations of these toxic 
compounds. 

4.3 Exposure to chloroform should be 
minimized by performing all extractions and 


extract concentrations in a hood or other 
well-ventiliated area. 

5. Apparatus and Materials 

5.1 Sampling equipment, for discrete or 
composite sampling. 

5.1.1 Grab sample bottle—^1-L or 1-qt, 
amber glass, fitted with a screw cap lined 
with T^on. Foil may be substituted for 
Teflon if the sample is not corrosive. If amber 
bottles are not available, protect samples 
from light. The bottle and cap liner must be 
washed, rinsed with acetone or methylene 
chloride, and dried before use to minimize 
contamination. 

5.1.2 Automatic sampler (optional)—^The 
sampler must incorporate glass sample 
containers for the coRection of a mmimum of 
250 mL of sample. Sample containers must be 
kept refrigerated at 4*C and protected from 
light during compositing. If the sampler uses a 
perislahic pump, a minimum length of 
compressible silicone rubber tubing may be 
used. Before use. however, the compressible 
tubing should be thoroughly rinsed with 
methanol, followed by repeated rinsings with 
distilled water to minimize the potential for 
contamination of the sample. An integrating 
flow meter is required to collect flow 
proportional composites. 

5.2 Glassware [All specifications are 
suggested): 

5.2.1 Separatory funnels—^2000,1000, and 
250-mL. with Teflon stopcock. 

5.2.2 Vials—10 to 15-mL, amber glass, 
with Teflon-lined screw cap. 

5.2.3 Rotary evaporator. 

5.2.4 Flasks—Round bottom. lOO-mL, with 
24/40 joints. 

5.2.5 Centrifuge tubes—Conical, 
graduated, with Teflon-lined screw caps. 

5.2.0 Pipettes—Pasteur, with bulbs. 

5.3 Balance—Analytical, capable of 
accurately weighing 0.0001 g. 

5.4 High performance liquid 
chromatograph (HPLC)—An analytical 
system complete with column supplies, high 
pressure syringes, detector, and compatible 
recorder. A data system is recommended for 
measuring peak areas and retention times. 

5.4.1 Solvent delivery system—With pulse 
damper, Altex IlOA or equivalent. 

5.4.2 Injection valve (optional)—Waters 
U6K or equivalent. 

5.4.3 Electrochemical detector— 
Bioanalytical Systems LC-2A with glassy 
carbon electrode, or equivalent. This detector 
has proven effective in the analysis of 
wastewaters for the parameters listed in the 
scope (Section 1.1], and was used to develop 
the method performance statements in 
Section 14. Guidelines for the use of alternate 
detectors are provided In Section 12.1. 

5.4.4 Electrode polishing kit—Princeton 
Applied Research Model 9320 or equivalent. 

5.4.5 Column—Lichrosorb RP-2, 5 micron 
particle diameter, in a 25 cm X 4.6 mm ID 
stainless steel column. This column was used 
to develop the method performance 
statements in Section 14. Guidelines for the 
use of alternate column packings are 
provided in Section 12.1. 

6. Reagents 

6.1 Reagent water—Reagent water is 
defined as a water in which an interferent is 
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not observed at the MDL of the parameters of 
interest. 

6.2 Sodium hydroxide solution (5 N]— 
Dissolve 20 g of NaOH (ACS) in reagent 
water and dilute to 100 mL. 

6.3 Sodium hydroxide solution (1 Mi- 
Dissolve 40 g of NaOH (ACS) in reagent 
water and dilute to 1 L. 

6.4 Sodium thiosulfate—(ACS) Granular. 

6.5 Sodium tribasic phosphate (0.4 M)— 
Dissolve 160 g of trisodium phosphate 
decahydrate (ACS) in reagent water and 
dilute to 1 L. 

6.6 Sulfuric acid (1 -I- 1 )—Slowly, add 50 
mL of H 2 SO 4 (ACS, sp. gr. 1.84) to 50 mL of 
reagent water. 

6.7 Sulfuric acid (1 M)—Slowly, add 56 
mL of H2SO4 (ACS. sp. gr. 1.84) to reagent 
water and dilute to 1 L 

6.8 Acetate buffer (0.1 M. pH 4.7)— 
Dissolve 5.8 mL of glacial acetic acid (ACS) 
and 13.6 g of sodium acetate trihydrate (ACS) 
in reagent water which has been purified by 
filtration through a RCM Millipore System or 
equivalent and dilute to 1 L 

6.9 Acetonitrile, chloroform (preserved 
with 1% ethanol), methanol—Pesticide quality 
or equivalent. 

6.10 Mobile phase—Place equal volumes 
of filtered acetonitrile (Millipore type FH 
filter or equivalent) and filtered acetate 
buffer (Millipore type GS filter or equivalent) 
in a narrow-mouth, glass container and mix 
thoroughly. Prepare fresh weekly. Degas 
daily by sonicating under vacuum, by heating 
an stirring, or by purging with helium. 

6.11 Stock standard solutions (1.00 pg/ 
pL)—Stock standard solutions may be 
prepared from pure standard materials or 
purdiased as certified solutions. 

6.11.1 Prepare stock standard solutions by 
accurately weighing about 0.0100 g of pure 
material. Dissolve the material in methanol 
and dilute to volume in a 10-mL volumetric 
flask. Larger volumes can be used at the 
conv'enience of the analyst. When compound 
purity is assayed to be 96% or greater, the 
weight can be used without correction to 
calculate the concentration of the stock 
standard. Commercially prepared stock 
standards can be used at any concentration if 
they are certified by the manufacturer or by 
an independent source. 

6.11.2 Transfer the stock standard 
solutions into Teflon-sealed screw-cap 
bottles. Store at 4 *C and protect from light. 
Stock standard solutions should be checked 
frequently for signs of degradation or 
evaporation, especially just prior to preparing 
calibration standards from them. 

6.11.3 Stock standard solutions must be 
replaced after six months, or sooner if 
comparison with check standards indicates a 
problem. 

6.12 Quality control check sample 
concentrate—^e Section 8.2.1. 

7. Calibration 

7.1 Establish chromatographic operating 
conditions equivalent to those given in Table 
1, The HPLC system can be calibrated using 
the external standard technique (Section 7.2) 
or the internal standard technique (Section 
7.3). 

7.2 External standard calibration 
procedure; 


7.2.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standards to a 
volumetric flask and diluting to volume with 
mobile phase. One of the external standards 
should be at a concentration near, but above, 
the MDL (Table 1 ) and the other 
concentrations should correspond to the 
expected range of concentrations found in • 
real samples or should define the working 
range of the detector. 

7.2.2 Using syringe injections of 5 to 25 fiL 
or a constant volume injection loop, analyze 
each calibration standard according to 
Section 12 and tabulate peak height or area 
responses against the mass injected. The 
results can be used to prepare a calibration 
curve for each compound. Alternatively, if 
the ratio of response to amount injected 
(calibration factor) is a constant over the 
working range (< 10 % relative standard 
deviation. RSD), linearity through the origin 
can be assumed and the average ratio or 
calibration factor can be used in place of a 
calibration curve. 

7.3 Internal standard calibration 
procedure—^To use this approach, the analyst 
must select one or more internal standards 
that are similar in analytical behavior to the 
compounds of interest. The analyst must 
further demonstrate that the measurement of 
the internal standard is not affected by 
method or matrix interferences. Because of 
these limitations, no internal standard can be 
suggested that is applicable to all samples. 

7.3.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of Interest by adding volumes 
of one or more stock standards to a 
volumetric flask. To each calibration 
standard, add a known constant amount of 
one or more internal standards, and dilute to 
volume with mobile phase. One of the 
standards should be at a concentration near, 
but above, the MDL and the other 
concentrations should correspond to the 
expected range of concentrations found in 
real samples or should define the working 
range of the detector. 

7.3.2 Using syringe injections of 5 to 25 pL 
or a constant volume injection loop, analyze 
each calibration standard according to 
Section 12 and tabulate peak height or area 
responses against concentration for each 
compound and internal standard. Calculate 
response factors (RF) for each compound 
using Equation 1 . 

Equation 1 . 

(A.)(C|.) 

RF= - 

(AuKC.) 

where: 

A,=Response for the parameter to be 
measured. 

A|, —Response for the internal standard. 

Cta=Concentration of the internal standard 

C,=Concentration of the parameter to be 
measured (pg/L). 

If the RF value over the working range is a 
constant (< 10 % RSD), the RF can be 
assumed to be invariant and the average RF 


can be used for calculations. Alternatively, 
the results can be used to plot a calibration 
curve of response ratios. A,/Ai,. vs. RF. 

7.4 The working calibration curve, 
calibration factor, or RF must be verified on 
each working day by the measurement of one 
or more calibration standards. If the response 
for any parameter varies from the predicted 
response by more than ±15%, a new 
calibration cur\'e must be prepared for that 
compound. If serious loss of response occurs, 
polish the electrode and recalibrate. 

7.5 Before using any cleanup procedure, 
the analyst must process a series of 
calibration standards through the procedure 
to validate elution patterns and the absence 
of interferences from the reagents. 

8. Quality Control 

8.1 Each laboratory that uses this method 
is required to operate a formal quality control 
program. The minimum requirements of this 
program consist of an initial demonstration of 
laboratory capability and an ongoing 
analysis of spiked samples to evaluate and 
document data quality. The laboratory must 
maintain records to document the quality of 
data that is generated. Ongoing data quality 
checks are compared with established 
performance criteria to determine if the 
results of analyses meet the performance 
characteristics of the method. When results 
of sample spikes indicate atypical method 
performance, a quality control check 
standard must be analyzed to confirm that 
the measurements were performed in an in- 
con troi mode of operation. 

8 . 1.1 The analyst must make an initial, 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with this method. This ability is established 
as described in Section 8 . 2 . 

8 . 1.2 In recognition of advances that are 
occurring In chromatography, the analyst is 
permitted certain options (detailed in 
Sections 10.9. 11 . 1 , and 12 . 1 ) to improve the 
separations or lower the cost of 
measurements. Each time such a modifleation 
is made to the method, the analyst is required 
to repeat the procedure in Section 8 . 2 . 

8.1.3 Before processing any samples, the 
analyst must analyze a reagent water blank 
to demonstrate that interferences from the 
analytical system and glassware are under 
control. Each time a set of samples is 
extracted or reagents are changed, a reagent 
water blank must be processed as a 
safeguard against laboratory contamination. 

8.1.4 The laboratory must, on an ongoing 
basis, spike and analyze a minimum of 10 % of 
all samples to monitor and evaluate 
laboratory data quality. This procedure is 
described in Section 8.3. 

8 . 1.5 The laboratory must, on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
control. This procedure is described in 
Section 8.4. The frequency of the check 
standard analyses is equivalent to 10 % of all 
samples analyzed but may be reduced if 
spike recoveries from samples (Section 8.3) 
meet all specified quality control criteria. 

8 . 1.6 Tlie laboratory must maintain 
performance records to documentthe quality 
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of data that is generated. This procedure is 
described in Section 8.5. 

8.2 To establish the ability to generate 
acceptable accuracy and precision, the 
analyst must perform the following 
operations. 

a2.1 A quality control (QC) check sample 
concentrate is required containing benzidine 
and/or 3.3'-dichlorobenzidine at a 
concentration of 50 pig/mL each in methanol. 
The QC check sample concentrate must be 
obtained from the U.S. Environmental 
Protection Agency, Environmental Monitoring 
and Support Laboratory in Cincinnati, Ohio, 
if available. If not available from that source, 
the QC check sample concentrate must be 
obtained from another external source. If not 
available from either source above, the QC 
check sample concentrate must be prepared 
by the laboratory using stock standards 
prepared independently from those used for 
calibration. 

8.2.2 Using a pipet, prepare QC check 
samples at a concentration of 50 fig/L by 
adding 1.00 mL of QC check sample 
concentrate to each of four 1 L aliquots of 
reagent water. 

8.2.3 Analyze the well-mixed QC check 
samples according to the method beginning in 
Section 10. 

8.2.4 Calculate the average recovery (^) 
in pg/L, end the standard deviation of the 
recovery (a) in |xg/L, for each parameter using 
the four results. 

8.2.5 For each parameter compare a and X 
with the corresponding acceptance criteria 
for precision and accuracy, respectively, 
found in Table 2. If s and X for all parameters 
of interest meet the acceptance criteria, the 
system performance is acceptable and 
analysis of actual samples can begin. If any 
individual s exceeds the precision limit or 
any individual X falls outside the range for 
accuracy, the system performance is 
unacceptable for that parameter. Locate and 
correct the source of the problem and repeat 
the test for all parameters of interest 
beginning with Section 8.2.2. 

8.3 The laboratory must, on an ongoing 
basis, spike at least 10% of the samples from 
each sample site being monitored to assess 
accuracy. For laboratories analyzing one to 
ten samples per month, at least one spiked 
sample per month is required. 

8.3.1 The concentration of the spike in the 
sample should be determined as follows: 

8.3.1.1 If. as in compliance monitoring, the 
concentration of a specific parameter in the 
sample is being checked against a regulatory 
concentration limit, the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 

8.3.1.2 If the concentration of a specific 
parameter in the sample is not being checked 
against a limit specific to that parameter, the 
spike should be at 50 ^g/L or 1 to 5 times 
higher than the background concentration 
determined in Section 8.3.2. whichever 
concentration would be larger. 

8.3.1.3 If it is impractical to determine 
background levels before spiking (e.g., 
tnaximum holding times will be exceeded), 
the spike concentration should be (1) the 
regulatory concentration limit, if any: or. if 


none (2) the larger of either 5 times higher 
than the expected background concentration 
or 50 ^g/L 

8.3.2 Analyze one sample aliquot to 
determine the background concentration (B) 
of each parameter. If necessary, prepare a 
new QC check sample concentrate (Section 
8.2.1) appropriate for the background 
concentrations in the sample. Spike a second 
sample aliquot with 1.0 mL of the QC check 
sample concentrate and analyze it to 
determine the concentration after spiking (A) 
of each parameter. Calculate each percent 
recovery (P) as 100(A-B)%/T. where T is the 
known true value of the spike. 

8.3.3 Compare the percent recovery (P) for 
each parameter with the corresponding QC 
acceptance criteria found in Table 2. These 
acceptance criteria were calculated to 
include an allowance for error in 
measurement of both the background and 
spike concentrations, assuming a spike to 
background ratio of 5:1. This error will be 
accounted for to the extent that the analyst's 
spike to background ratio approaches 5:1.^ If 
spiking was performed at a concentration 
lower than 50 fig/L, the analyst must use 
either the QC acceptance criteria in Table 2, 
or optional QC acceptance criteria calculated 
for the specific spike concentration. To 
calculate optional acceptance criteria for the 
recovery of a parameter (1) calculate 
accuracy (X') using the equation in Table 3, 
substituting the spike concentration (T) for C; 
(2) calculate overall precision (S’) using the 
equation in Table 3, substituting X' for X; (3) 
calculate the range for recovery at the spike 
concentration as (100 X'/T) ±2.44(100 S'/ 
T)%.^ 

8.3.4 If any individual P falls outside the 
designated range for recovery, that parameter 
has failed the acceptance criteria. A check 
standard containing each parameter that 
failed the criteria must be analyzed as 
described in Section 8.4. 

8.4 If any parameter fails the acceptance 
criteria for recovery in Section 8.3, a QC 
check standard containing each parameter 
that failed must be prepared and analyzed. 

Note.—The fre(|ueiu'.y for the required 
analysis of a QC check standard will depend 
upon the number of parameters being 
simultaneously tested, the complexity of the 
sample matrix, and the performance of the 
laboratory. 

8.4.1 ^epare the QC check standard by 
adding 1.0 mL of QC check sample 
concentrate (Sections 8.2.1 or 8.3.2) to 1 L of 
reagent water. The QC check standard needs 
only to contain the parameters that failed 
criteria in the test in Section 8.3. 

8.4.2 Analyze the QC check standard to 
determine the concentration measured (A) of 
each parameter. Calculate each percent 
recovery (P.) as 100 (A/T)%, where T is the 
true value of the standard concentration. 

8.4.3 Compare the percent recovery (P.) 
for each parameter with the corresponding 
QC acceptance criteria found in Table 2. 

Only parameters that failed the test in 
Section 8.3 need to be compared with these 
criteria. If the recovery of any such parameter 
falls outside the designated range, the 
laboratory performance for that parameter is 
judged to be out of control, and the problem 
must be immediately identified and 


corrected. The analytical result for that 
parameter In the unspiked sample is suspect 
and may not be reported for regulatory 
compliance purposes. 

8.5 As part of the QC program for the 
laboratory, method accuracy for wastewater 
samples must be assessed and records must 
be maintained. After the analysis of five 
spiked wastewater samples as in Section 8.3. 
calculate the average percent recovery (P) 
and the standard deviation of the percent 
recovery (Sp). Express the accuracy 
assessment as a percent recovery interval 
from P— 28p to P-f 2Sp. If P=90% and Sp=10%, 
for example, the accuracy interval is 
expressed as 70-110%. Update the accuracy 
assessment for each parameter on a regular 
basis (e.g. after each five to ten new accuracy 
measurements). 

8.6 It is recommended that the laboratory 
adopt additional quality assurance practices 
fpr use with this method. The specific 
practices that are most productive depend 
upon the needs of the laboratory and the 
nature of the samples. Field duplicates may 
be analyzed to assess the precision of the 
environmental measurements. When doubt 
exists over the identification of a peak on the 
chromatogram, confirmatory techniques such 
as HPLC with a dissimilar column, gas 
chromatography, or mass spectrometer must 
be used. Whenever possible, the laboratory 
should analyze standard reference materials 
and participate in relevant performance 
evaluation studies. 

9. Sample Collection, Preservation, and 
Handling 

9.1 Grab samples must be collected in 
glass containers. Conventional sampling 
practices* should be followed, except that the 
bottle must not be prerinsed with sample 
before collection. Composite samples should 
be collected in refrigerated glass containers 
in accordance with the requirements of the 
program. Automatic sampling equipment 
must be as free as possible of Tygon tubing 
and other potential sources of contamination. 

9.2 All samples must be iced or 
refrigerated at 4*C and stored in the dark 
from the time of collection until extraction. 
Both benzidine and 3,3’-dichlorobenzidine are 
easily oxidized. Fill the sample bottles and, if 
residual chlorine is present, add 80 mg of 
sodium thiosulfate per liter of sample and 
mix well. EPA Methods 330.4 and 330.5 may 
be used for measurement of residual 
chlorine.* Field test kits are available for this 
purpose. After mixing, adjust the pH of the 
sample to a range of 2 to 7 with sulfuric acid. 

9.3 If 1.2-diphenylhydrazine Is likely to be 
present, adjust the pH of the sample to 4.0± 
0.2 to prevent rearrangement to benzidine. 

9.4 Ail samples must be extracted within 
7 days of collection. Extracts may be held up 
to 7 days before analysis, if stored under an 
inert (oxidant free) atmosphere.* The extract 
should be protected from light. 

10. Sample Extraction 

10.1 Mark the water meniscus on the side 
of the sample bottle for later determination of 
sample volume. Pour the entire sample Into a 
2-L separatory funnel. Check the pH of the 
sample with wide-range pH paper and adjust 
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to within the range of 6.5 to 7.5 with sodium 
hydroxide solution or sulfuric acid. 

10.2 Add too mL of chloroform to the 
sample bottle, seal, and shake 30 s to rinse 
the inner surface. (Caution: Handle 
chloroform in a well ventilated area.) 

Transfer the solvent to the separatory funnel 
and extract the sample by shaking the funnel 
for 2 min with periodic venting to release 
excess pressure. Allow the organic layer to 
separate from the water phase for a minimum 
of 10 min. If the emulsion interface between 
layers is more than one-third the vofume of 
the solvent layer, the analyst must employ 
mechanical techniques to complete the phase 
separation. The optimum technique depends 
upon the sample, but may include stirring, 
filtration of the emulsion through glass wool, 
centrifugation, or other physical methods. 
Collect the chloroform extract in a 250-mL 
separatory funnel. 

10.3 Add a SO-mL volume of chloroform to 
the sample bottle and repeat the extraction 
procedure a second time, combining the 
extracts in the separatory funnel. Perform a 
third extraction in the same manner. 

10.4 Separate and discard any aqueous 
layer remaining in the 250-mL separatory 
funnel after combining the organic extracts. 
Add 25 mL of 1 M sulfuric acid and extract 
the sample by shaking the funnel for 2 min. 
Transfer the aqueous layer to a 250-mL 
beaker. Extract with two additional 25-mL 
portions of 1 M sulfuric acid and combine the 
acid extracts in the beaker. 

10.5 Place a stirbar in the 250-mL beaker 
and stir the acid extract while carefully 
adding 5 mL of 0.4 M sodium tribasic 
phosphate. While monitoring with a pH 
meter, neutralize the extract to a pH between 
G and 7 by dropwise addition of 5 N sodium 
hydroxide solution while stirring the solution 
vigorously. Approximately 25 to 30 mL of 5 N 
sodium hydroxide solution will be required 
and it should be added over at least a 2-min 
period. Do not allow the sample pH to exceed 
8 . 

10.6 Transfer the neutralized extract into 
a 250-mL separatory funnel. Add 30 mL of 
chloroform and shake the funnel for 2 min. 
Allow the phases to separate, and transfer 
the organic layer to a second 250-mL 
separatory funnel. 

T0.7 Extract the aqueous luyer with two 
additional 20-mL aliquots of chloroform as 
before. Combine the extracts in the 2S0-mL 
separatory funnel. 

tO.8 Add 20 mL of reagent water to the 
combined organic layers and shake for 30 s. 

10.9 Transfer the organic extract into a 
100-mL round bottom flask. Add 20 mL of 
methanol and concentrate to 5 mL with a 
rotary evaporator at reduced pressure and 36 
*C. An aspirator is recommended for use as 
the source of vacuum. Chill the receiver with 
ice. This operation requires approximately 10 
min. Other concentration techniques may be 
used if the requirements of Section 8.2 are 
met. 

10.10 Using a 9-in. Pasteur pipette, 
transfer the extract to a 15-mL, conical, 
screw-cap centrifuge tube. Rinse the flask, 
including the entire side wall, with 2-niL 
portions of methanol and combine with the 
on^nai extract. 

10.11 Carefully concentrate the extract to 
O.SmL using a gentle stream of nitrogen while 


heating in a 30 *C water bath. Dilute to 2 mL 
with methanol, reconcentrate to 1 mL. and 
dilute to 5 mL with acetate buffer. Mix the 
extract thoroughly. Cap the centrifuge tube 
and store refrigerated and protected from 
light if further processing will not be 
performed immediately. If the extract will be 
stored longer than two days, it should be 
transferred to a Teflon-sealed screw-cap vial. 
If the sample extract requires no further 
cleanup, proceed with HPLC analysis 
(Section 12). If the sample requires further 
cleanup, proceed to Section 11. 

*^.12 Determine the original sample 
volume by refilling the sample bottle to the 
mark and transferring the liquid to a l.OOO-mL 
graduated cylinder. Record the sample 
volume to the nearest 5 mL. 

12. Cleanup and Separation 

11.1 Cleanup procedures may not be 
necessary for a relatively clean sample 
matrix. If particular circumstances demand 
the use of a cleanup procedure, the analyst 
fixat must demonstrate that the requirements 
of Section 8.2 can be met using the method as 
revised to incorporate the cleanup procedure. 

12. High Performance Liquid 
Chromatography 

12.1 Table 1 summarizes the 
recommended operating conditions for the 
HPLC. Included in this table are retention 
times, capacity factors, and MDL that can be 
achieved under these conditions. An example 
of the separations achieved by this HPLC 
column is shown in Figure 1. Other HPLC 
columns, chromatographic conditions, or 
detectors may be used if the requirements of 
Section 8.2 are met. When the HPLC is idle., it 
is advisable to maintain a 0.1 mL/min flow 
through the column to prolong column life. 

12.2 Calibrate the system daily as 
described in Section 7. 

12.3 If the internal standard calibration 
procedure is being used, the internal standard 
must be added to the sample extract and 
mixed thoroughly immediately before 
injection into the instrument. 

12.4 Inject 5 to 25 /liL of the sample extract 
OF standard into the HPLC. If constant 
volume injection loops are not used, record 
the volume injected to the nearest 0.05 piL 
and the resulting peak size In area or peak 
height units. 

12.5 Identify the parameters in the sample 
by comparing the retention limes of the peaks 
in the sample chromatogram with those of the 
peaks in standard chromatograms. The width 
of the retention time window used to make 
identifications should be based upon 
measurements of actual retention time 
variations of standards over the course of a 
day. Three times the standard deviation o£ a 
reteobon time for a compound can be used to 
calculate a suggested window size; however, 
the experience of the analyst should weigh 
heavily in the interpretation of 
chromatograms. 

12.6 M the response for a peak exceeds 
the working range of the system, dilute the 
extract with mobile phase and reanalyze. 

12.7 If the measurement of the peak 
response for benzidine is prevented by the 
presence of interferences, reduce the 
electrode potential to +0.6 V and reanalyze. 


If the benzidine peak is still obscured by 
Interferences, further cleanup is required. 

13. Calculations 

13.1 Determine the concentration of 
individual compounds in the sampla 

13.1.1 If the external standard calibration 
procedure is used, calculate the amount of 
material injected from the peak response 
using the calibration curve or calibration 
factor determined in Section 7.2.2. The 
concentration in the sample can be 
calculated from Equation 2. 

Equation 2. 


(AKVJ 

Concentration (ug/L)=: 

(V|)(V.) 


where: 

A=Amounl of material injected (ng). 

V|=Volume of extract injected (pL). 

Vt=Volume of total extract (>tL). 

V.=Volume of water extracted (mL). 

13.1.2 If the internal standard calibration 
procedure is used, calculate the 
concentration in the sample using the 
response factor (RF) determined in Section 

7.3.2 and Equation 3. 

Equation 3. 

- _ . (AJd.) 

Concentration (pg/L)=- 

(AJ(RF)(Vo) 


where: 

A,=Response for the parameter to be 
measured. 

A|»= Response for the internal standard. 

L=Amount of internal standard added to 
each extract (^g). 

Vo=Volume of water extracted (L). 

13.2 Report results in pg/L without 
correction for recovery data. All QC data 
obtained should be reported with the sample 
results. 

14. Method Performance 

14.1 The method detection limit (MDL) is 
defined as the minimum concentration of a 
substance that can be measured and reporlerl 
with 99% confidence that the value is above 
zero.' The MDL concentrations listed in 
Table 1 were obtained using reagent water.'® 
Similar results were achieved using 
representative wastewaters. The MDL 
actually achieved in a given analysis will 
vary depending on instrument sensitivity and 
matrix effects. 

14.2 This method has been tested for 
linearity of spike recovery from reagent 
water and has been demonstrated to be 
applicable over the concentration range from 
7XMDL to 3000XMDL.*® 

14.3 This method was tested by 17 
laboratories using reagent water, drinking 
water, surface water, and three industriul 
wastewaters spiked at six concentrations 
over the range 1J) to 70 pg/L.* * Single 
operator precision, overall precision, and 
method accuracy were found to be directly 
related to the concentration of the parameter 
and essentially independent of the sample 
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matrix. Linear equations to describe these 
relationships are presented in Table 3. 
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Table 1.—Chromatographic Conditions and Method Detection Limits 


Parameter 

Retention 

time 

(min) 

Cotumn 
capacity 
fa^ (k*) 

Method 
detection 
limit (^g/ 
L) 


6.1 

1.44 

0.06 


12.1 

3.84 

0.13 






HPLC Column conditlonr. Lichrooorb RP-2. 5 micron particle size, in a 2S cmx4.6 mm ID stainless steel column. Mobile Phase: 0.8 mL/mln of 50% acetonitrile/50% 0.1M pH 4.7 acetate 
bufier. The MDL were determined using an electrochemical detector operated at -f oa V. 


Table 2.—QC Acceptance Criteria—Method 605 


Parameter 

Test 

cone. 

(Mfl/U 

Limit for 
s(ug/L) 

Range for 

X (m0/L» 

Range 
for P. P. 
(percent) 


50 

18.7 

B.1-81.0 

D-140 

■3 3'.nirhlnwi>Mni>i(ai^a.. .... 

SO 

23.6 

18.7-60.0 

5-128 



s^Standard deviation of four recovery measurements, in ftg/L (Section 8.2.4). 

X ^Average recovery for lour recovery measurements, in ug/L (Section 8.2.4). 

P. P,=Percent recovery measured (Section 8.3.2. Section 8.4.2). 

0=Detected; result must be greater than zero. 

Note.—These criteria are based directly upon the method performance data in Table 3. Where necessary, the limits for recovery have been broadened to assure applicability of the limits to 
cor>::Qf>trations below those used to develop Table 3. 

Table 3.—Method Accuracy and Precision as Functions of Concentration—Method 605 


Parameter 

Accuracy, as 
recovery. 

Single analyst 
preciBion. s,' 
(Jig/L) 

Overai 

predtion. S' 
(PQ/U 

Benzkine.,...... .... .. 

0.70C-F0.06 

0.66C-F0J23 

0.28)( 4-0.19 

0.40$i-f0.16 


0.39X-0.05 

0.38X-f0.02 



XxrExpected recovery lor one or m<ye measurements of a sample containing a concentration of C, in ug/L 
V-Expected single analyst tUmdard deviation of measuremerns at an average concentration found of ^ m >ig/L 
S' Exited interiaboratory staixfard deviaaon of measuremeirts at an average corKentration found of X in ^/L 
C=* Tnie value for the concentration. In |ig/L 

X^Avenge recovery found for measurements of samples ooniaintng a concentration of C. in pg/L 


billing code 6560-50>M 
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COLUMN: UCHROSORO RP-2 

MOBILE PHASE: 50% ACETONITRILE IN ACETATE BUFFER 
DETECTOR: ELECTROCHEMICAL AT + 0.8 V 



Figure 1. Liquid chromatogram 
of benzidines. 


BILUNO CODE eS60-S0K; 
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Method 606—PhtbalaU* Esieni 
I Scope and AppUcation 

IJl ThiB method covers the determination 
of certain phthalate esters. The following 
parameters can be determined by this 
method: 


PirinwWr 

STORET 

Na 

CAS No. 


* 39t00 

34292 

tt7-81-7 

65-68-7 

.. 

hflnryl pMialMik 

phHwtola 

aeiio 

84-74-2 


34336 

84-66-2 

OirTMihyl pfttfiaiat*... 

34341 

131-11-3 

pLn.iV^ pIlMiflIfte 

34596 

117-64-0 



\2 This is a gas chromatographic (GC) 
method applicable to the determination of the 
compounds listed above in municipal and 
industrial discharges as provided under 40 
CFR isai. When this method is used to 
analyze unfamiliar samples for any or all of 
the compounds above, compound 
identifk^ons should be supported by at 
least one additional qualitative technique. 

This method describes analytical conditions 
for a second gas chromatographic column 
that can be used to confirm measurements 
made with the primary colunrn. Method 625 
provides gas chromatograph/mass 
spectrometer (GC/MS) conditions 
appropriate for the qualitative and 
quantitative confirmation of results for all of 
the parameten listed above, using the extract 
produced by this method. 

1.3 The method detection limit (MDL, 
defined in Section 14.1)* for each parameter 
is listed in Table 1. The MDL for a specific 
wastewater may differ from those listed, 
depending upon the nature of interferences in 
the sample matrix. 

1.4 The sample extraction and 
concentration steps in this method are 
essentially the same as in Methods 608,609. 
611, and 612. Thus, a single sample may be 
extracted to measure the parameters 
included in the scope of each of these 
methods. When cleanup is required, the 
concentration levels must be high enough to 
permit selecting aliquots, as necessary, to 
apply appropriate cleanup procedures. The 
analyst is allowed the latitude, under Section 
12. to select chromatographic conditions 
appropriate for the simultaneous 
measurement of combinations of these 
parameters. 

1.5 Any modification of this method, 
beyond those expressly permitted, shall be 
considered as a major modification subject to 
application and approval of alternate test 
procedures under 40 CFR 136.4 and 130JL 

1.6 This method is restricted to use by or 
under the supervision of analysts 
experienced in the use of a gas 
chromatograph and in the interpretation of 
gas chromatograms. Each analyst must 
demonstrate the ability to generate 
acceptable results with this method using the 
procedure described in Section 8.2. 

2. Summary of Method 

2.1 A measured volume of sample, 
approximately 1-L, is extracted with 
methylene chloride using a separatory funnel. 
The methylene chloride extract is dried and 


exchanged to hexane during concentration to 
a volume of 10 mL or less. The extract is 
separated by gas chromatography and the 
phthalate esters are then measured with an 
dectron capture detector.* 

2.2 Analysis for phthalates is especially 
complicated by their ubiquitous occurrence in 
the environment. The method provides 
Florisil and alumina column cleanup 
procedures to aid in the elimination of 
interferences that may be encountered. 

3. Interferences 

3.1 Method interferences may be caused 
by contaminants In solvents, reagents, 
glassware, and other sample processing 
hardware that lead to discrete artifacts and/ 
or elevated baselines in gas chromatograms. 
All of these materials must be routinely 
demonstrated to be free from interferences 
under the conditions of the analysis by 
running laboratory reagent blanks as 
described in Section 8.1.3. 

3.1.1 Glassware must be scrupulously 
cleaned.* Clean all glassware as soon as 
possible after use by rinsing with the last 
solvent used in it Solvent rinsing should be 
followed by detergent washing with hot 
water, and rinses with tap water and distilled 
water. The glassware should then be drained 
dry. and heated in a muffle furnace at 400 *C 
for 15 to 30 min. Some thermally stable 
materials, such as PCBs, may not be 
eliminated by this treatment. Solvent rinses 
with acetone and pesticide quality hexane 
may be substituted for the muffle furnace 
heating. Thorough rinsing with such solvents 
usually eliminates PCB interference. 
Volumetric ware should not be heated in a 
muffle fiimace. After drying and cooling, 
glassware should be sealed and stored in a 
clean environment to prevent any 
accurntdalion of dust or other contaminaots. 
Store inverted or capped with aluminum foil. 

3.1.2 The use of high purity reagents and 
solvents helps to minimize interference 
problems. Purification of solvents by 
distillation in all-glass systems may be 
required. 

3.2 Phthalate esters are contaminants in 
many products commonly found in the 
laboratory. U is particularly important to 
avoid the use of plastics because phthalates 
are commonly used as plasticizers and are 
easily extracted from plastic materials. 
Serious phthalate contamination can result at 
any time, if consistent quality control is not 
practiced. Great care must be experienced to 
prevent such contamination. Exhaustive 
cleanup of reagents and glassware may be 
required to eliminate background phthalate 
contamination.**® 

3.3 Matrix interferences may be caused 
by contaminants that are co-extracted from 
the sample. The extent of matrix 
interferences will vary considerably from 
source to source, depending upon the nature 
and diversity of the industrial complex or 
municipality being sampled. The cleanup 
procedures in Section 11 can be used to 
overcome many of these interferences, but 
unique samples may require additional 
cleanup approaches to achieve the MDL 
lasted in Table 1. 


4. Safety 

4.1 The toxicity or carciDOgenicity of each 
reagent used in this method has not been 
precisely defined: however, each chemical 
compound should be treated as a potential 
health hazard. From this viewpoint exposure 
to these chemicals must be reduced to the 
lowest possible level by whatever means 
available. The laboratory is responsible for 
maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of material data 
handling sheets should also be made 
available to all personnel involved in the 
chemical analysis. Additional references to 
laboratory safety are available and have 
been idenlined *'* for the information of the 
analyst. 

5. Apparatus and Materials 

5.1 Sampling equipment, for discrete or 
composite sampling. 

5.1.1 Grab sample bottle—1-L or l-qt 
amber glass, fitted with a screw cap lined 
with Teflon. Foil may be substituted for 
Teflon if the sample is not corrosive. If amber 
bottles are not available, protect samples 
from light. The bottle and cap liner must be 
washed, rinsed with acetone or methylene 
chloride, and dried before use to minimize 
contamination. 

5.1.2 Automatic sampler (optional)—The 
sampler must incorporate glass sample 
containers for the collection of a minimum of 
250 mL of sample. Sample containers must be 
kept refrigerated at 4 *C and protected from 
light during compositing. If the sampler uses a 
peristaltic pump, a minimum length of 
compressible silicone rubber tubing may be 
used. Before use. however, the compressible 
tubing should be thoroughly rinsed with 
methanol, followed by repeated rinsings with 
distilled water to minimize the potential for 
contamination of the sample. Ajfi integrating 
flow meter is required to collect flow 
proportional composites. 

5.2 Glassware (All specifications are 
suggested. Catalog numbers are included for 
illustration only). 

5.2.1 Separatory funnel—2-L, with Teflon 
stopcock. 

5.2.2 Drying column—Chromatographic 
column, approximately 400 mm long X 19 mm 
ED. with coarse frit filter disc. 

5.2.3 Chromatographic column—300 mm 
long X 10 mm ID, with Teflon stopcock and 
coarse frit filter disc at bottom (Kontes K- 
420540-0213 or equivalent). 

5.2.4 Concentrator tube. Kuderna- 
Danish—lO-mL, graduated (Kontes K- 
570050-1025 or equivalent). Calibration must 
be checked at the volumes employed in the 
test. Groimd glass stopper is used to prevent 
evaporation of extracts. 

5.2.5 Evaporative flask. Kudema- 
Danish—500-mL (Kontes K-570001-0500 or 
equivalent). Attach to concentrator tube with 
springs. 

5.2.6 Snyder column. Kudema-Danish— 
Three-ball macro (Kontes K-503000-0121 or 
equivalent). 

5.2.7 Snyder column, Kudema-Danish— 
Two-ball micro (Kontes K-569001-0219 or 
equivalent). 
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5.2,8 Vials—10 to 15-mL, amber glass, 
with Teflon-lined screw cap. 

5.3 Boiling chips—Approximately 10/40 
mesh. Heat to 400 *0 for 30 min or Soxhlet 
extract with methylene chloride. 

5.4 Water bath—Heated, with concentric 
ring cover, capable of temperature control 
(±2 *C). The bath should be used in a hood. 

5.5 Balance—Analytical, capable of 
accurately weighing 0.0001 g. 

5.6 Gas chromatograph—An analytical 
system complete with gas chromatograph 
suitable for on-column injection and all 
required accessories including syringes, 
analytical columns, gases, detector, and strip- 
chart recorder. A data system is 
recommended for measuring peak areas. 

5.6.1 Column 1—^1.8 m long X 4 mm ID 
glass, packed with 1.5% SP-2250/l.95% SP- 
2401 Supelcoport (100/120 mesh) or 
equivalent. This column was used to develop 
the method performance statements in 
Section 14. Guidelines for the use of alternate 
column packings are provided in Section 12.1. 

5.6.2 Column 2—1.8 m long X 4 mm ID 
glass, packed with 3% OV-1 on Supelcoport 
(100/120 mesh] or equivalent. 

5.6.3 Detector—Electron capture detector. 
This detector has proven effective in the 
analysis of wastewaters for the parameters 
listed in the scope (Section 1.1), and was used 
to develop the method performance 
statements in Section 14. Guidelines for the 
use of alternate detectors are provided in 
Section 12.1. 

6. Reagents 

6.1 Reagent water—Reagent water is 
defined as a water in which an interferent is 
not observed at the MDL of the parametei^ of 
interest. 

6.2 Acetone, hexane, isooctune, 
methylene chloride, methanol—Pesticide 
quality or equivalent. 

6.3 Ethyl ether—nanograde, redistilled in 
glass if necessary. 

6.3.1 Ethyl ether must be shown to be free 
of peroxides before it is used as indicated by 
EM Laboratories Quant test strips. (Available 
from Scientific Products Co.. Cat. No. Pi 126- 
6. and other suppliers.) 

6.3.2 Procedures recommended for 
removal of peroxides are provided with the 
lest strips. After cleanup. 20 mL of ethyl 
alcohol preservative must be added to each 
liter of ether. 

6.4 Sodium sulfate—(ACS) Granular, 
anhydrous. Several levels of purification may 
be required in order to reduce background 
phthalate levels to an acceptable level: 1) 

Heat 4 h at 400 *C in a shallow tray, 2) Heat 
16 h at 450 to 500 *0 in a shallow tray, 3) 
Soxhlet extract with methylene chloride for 
48 h. 

6.5 Florisil—PR grade (60/100 mesh). 
Purchase activated at 1250 T and store in the 
dark in glass containers with ground glass 
stoppers or foil-lined screw caps. To prepare 
for use. place 100 g of Florisil into a 500-mL 
beaker and heat for approximately 16 h at 40 
X. After heating transfer to a 500-mL reagent 
bottle. Tightly seal and cool to room 
temperature. When cool add 3 mL of reagent 
water. Mix thoroughly by shaking or rolling 
for 10 min and let it stand for at least 2 h. 

Keep the bottle sealed tightly. 


6.6 Alumina—Neutral activity Super I. 
W200 series (ICN Life Sciences Group. No. 
404583). To prepare for use. place 100 g of 
alumina into a 500-mL beaker and heat for 
approximately 16 h at 400 X. After heating 
transfer to a 500-mL reagent bottle. Tightly 
seal and cool to room temperature. When 
cool add 3 mL of reagent water. Mix 
thoroughly by shaking or rolling for 10 min 
and let it stand for at least 2 h. Keep the 
bottle sealed tightly. 

6.7 Stock standard solutions (1.00 ^g/ 

^L)—Stock standard solutions can be 
prepared from pure standard materials or 
purchased as certified solutions. 

6.7.1 Prepare stock standard solutions by 
accurately weighing about 0.0100 g of pure 
material. Dissolve the material in isooctane 
and dilute to volume in a 10-mL volumetric 
flask. Larger volumes can be used at the 
convenience of the analyst. When compound 
purity is assayed to be 96% or greater. Bie 
weight can be used without correction to 
calculate the concentration of the stock 
standard. Commercially prepared stock 
standards can be used at any concentration if 
they are certified by the manufacturer or by 
an independent source. 

6.7.2 Transfer the stock standard 
solutions into Teflon-sealed screw-cap 
bottles. Store at 4 ‘C and protect from light. 
Stock standard solutions should be checked 
frequently for signs of degradation or 
evaporation, especially just prior to preparing 
calibration standards from them. 

6.7.3 Stock standard solutions must be 
replaced after six months, or sooner if 
comparison with check standards indicates a 
problem. 

6 8 Quality control check sample 
concentrate—See Section 8.2.1. 

7. Calibration 

7.1 Establish gas chromatograph 
operating conditions equivalent to those 
given in Table 1. The gas chromatographic 
system can be calibrated using the external 
standard technique (Section 7.2) or the 
internal standard technique (Section 7.3). 

7.2 External standard calibration 
procedure: 

7.2.1 Prepared calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standards to a 
volumetric flask and diluting to volume with 
isooctane. One of the external standards 
should be at a concentration near, but above, 
the MDL (Table 1) and the other 
concentrations should correspond to the 
expected range of concentrations found in 
real samples or should define the working 
range of the detector. 

7.2.2 Using injections of 2 to 5 ^L, analyze 
each calibration standard according to 
Section 12 and tabulate peak height or area 
responses against the mass injected, llie 
results can be used to prepare a calibration 
curve for each compound. Alternatively, if 
the ratio of response to amount injected 
(calibration factor) is a constant over the 
working range (< 10% relative standard 
deviation. RSD], linearity through the origin 
can be assumed and the average ratio or 
calibration factor can be used in place of a 
calibration curve. 


7.3 Internal standard calibration 
procedure—^To use this approach, the analyst 
must select one or more internal standards 
that are similar in analytical behavior to the 
compounds of interest. The analyst must 
further demonstrate that the measiu'ement of 
the internal standard is not affected by 
method or matrix interferences. Because of 
these limitations, no internal standard can be 
suggested that is applicable to all samples. 

7.3.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standards to a 
volumetric flash. To each calibration 
standard, add a known constant amount of 
one or more internal standards, and dilute to 
volume with isooctane. One of the standards 
should be at a concentraton near, but above, 
the MDL and the other concentrations should 
correspond to the expected range of 
concentrations found in real samples or 
should define the working range of the 
detector. 

7.3.2 Using injections of 2 to 5 fiL, analyze 
each calibration standard according to 
Section 12 and tabulate peak height or area 
responses against concentration for each 
compound and internal standard. Calculate 
response factors (RFT for each compound 
using Equation 1. 

Equation 1. 


(Au)lCd 

where: 

A,=Response for the parameter to be 
measured. 

A|,=Response for the internal standard. 

Concentration of the internal standard 
(Pg/L). 

C,=Concentration of the parameter to be 
measured (/xg/L). 

If the RF value over the working range is a 
constant (< 10% RSD). the RF can be 
assumed to be invariant and the average RF 
can be used for calculations. Alternatively, 
the results can be used to plot a calibration 
curve of response ratios. A,/Au. vs. RF. 

7.4 The working calibration curve, 
calibration factor, or RF must be verified on 
each working day by the measurement of one 
or moi'c calibration standards. If the response 
for any parameter varies from the predicted 
response by more than ±15%. a new 
calibration curve must be prepared for that 
compound. 

7.5 Before using any cleanup procedure, 
the analyst must process a series of 
calibration standards through the procedure 
to validate elution patterns and the absence 
of interferences from the reagents. 

B. Quality Control 

8.1 Each laboratory that uses this method 
is required to operate a formal quality control 
program. The minimum requirements of this 
program consist of an initial demonstration of 
laboratory capability and an ongoing 
analysis of spiked samples to evaluate and 
document data quality. The laboratory must 
maintain records to document the quality of 
data that is generated. Ongoing data quality 
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checks are compared with established 
performam criteria to determine if the 
results of analyses meet the performance 
characteristics of the method. When results 
of sample spikes indicate atypical method 
performance, a quality control check 
standard must be analyzed to confirm that 
the measurements were performed in an in- 
conlrol mode of operation, w 

8.1.1 The analyst must make an initial, 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with this method. This ability is established 
88 described in Section 8.2. 

8.1.2 In recognition of advances that are 
occurring in chromatography, the analyst is 
permitted certain options (detailed in 
Sections 10.4,11.1, and 12.1) to improve the 
separations or lower the cost of 
measurements. Each time such a modification 
is made to the method, the analyst is required 
to repeat the procedure in Section 8.2. 

8.1.3 Before processing any samples, the 
analyst must analyze a reagent water blank 
to demonsirate that interferences from the 
analytical system and glassware are under 
control. Eadi time a set of samples is 
extracted or reagents are changed, a reagent 
water blank must be processed as a 
safeguard against laboratory contamination. 

8.1.4 The laboratory must, on an ongoing 
basis, spike and analyze a minimum of 10% of 
all samples to monitor and evaluate 
laboratory data quality. This procedure is 
described in Section 6.3. 

8.1.5 The laboratory must, on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
control This procedure is described in 
Section 8.4. The frequency of the check 
standard analyses is equivalent to 10% of all 
samples analyzed but may be reduced if 
spike recoveries from samples (Section 8.3) 
meet all specified quality control criteria. 

8.1.6 l^e laboratory must maintain 
performance records to document the quality 
of data that is generated. This procedure is 
described in Section 8.5, 

8.2 To establish the ability to generate 
acceptable accuracy and precision, the 
analyst must perform the following 
operations. 

8.2.1 A quality control (QC) check sample 
concentrate is required containing each 
parameter of interest at the following 
concentratione in acetone: butyl benzyl 
phlhalate. 10 pg/mL; bi8(2- 
et!)ylhexyl)phthalate, 50 fxg/mU di-n-octyl 
phlhalate, 50 p.g/mL; any other phlhlale. 25 
Mg/mU The QC check sample concentrate 
must be obtained from the U.S. 

Environmental Protection Agancy, 
Environmental Monitoring and Support 
Laboratory in Cincinnati, Ohio, if available. IF 
not a\*ailable from that source, the QC check 
wunple concentrate must be obtained from 
wother external source. If not available from 
nither source above, the QC check sample 
concentrate must be prepared by the 
laboratory using slock standards prepared 
independently from those used for 
calibration. 

8^ Using a pipet, prepare QC check 
tamples at the test concentrations shown in 
Table 2 by adding 1.00 mL of QC check 


sample concentrate to each of four 1-L 
aliquots of reagent water. 

8.2.3 Analyze the well-mixed QC check 
samples according to the method beginning in 
Section 10. 

8.2.4 Calculate the average recovery (X) 
in pg/L, and the standard deviation of the 
recovery (s) in /xg/L. for each parameter using 
the four results. 

8.2.5 For each parameter compare s and X 
with the corresponding acceptance criteria 
for precision and accuracy;, respectively, 
found in Table 2. If a and X for all parameters 
of interest meet the acceptance criteria, the 
system performance is acceptable and 
analysis of actual samples can begin. If any 
individual s exceeds the precision limit or 
any individual X falls outside the range for 
accuracy, the system performance is 
unacceptable for that parameter. Locate and 
correct the source of the problem and repeat 
the test for all parameters of interest 
beginning with Section 8.2.2. 

8.3 The laboratory must, on an ongoing 
basis, spike at least 10% of the samples from 
each sample site being monitored to assess 
accuracy. For laboratories analyzing one to 
ten samples per month, at least one spiked 
sample per month is required. 

8.3.1 The concentration of the spike in the 
sample should be determined as follows: 

8.3.1.1 If, as in compliance monitoring, the 
concentration of a specific parameter in the 
sample is being checked against a regulatory 
concentration limit the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 

8.3.1.2 If the concentration of a specific 
parameter in the sample is not being checked 
against a limit specific to that parameter, the 
spike should be at the test concentration in 
Section 8.2.2 or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 

8.3.1.3 If It is impractical to determine 
background levels before spiking (e.g., 
maximum holding times will be exceeded), 
the spike concentration should be (1) the 
regulatory concentration limit, if any: or. if 
none (2) the larger of either 5 times higher 
than the expected background concentration 
or the test concentration in Section 8.2.2. 

8.3.2 Analyze one sample aliquot to 
determine the background concentration (B) 
of each parameter. If necessary, prepare a 
new QC chedc sample concentrate (Section 
8^.1] appropriate for the background 
concentrations in the sample. Spike a second 
sample aliquot with 1.0 mL of the QC check 
sample concentrate and analyze it to 
determine the concentration after spiking (A) 
of each parameter. Calculate each percent 
recovery (P) as 100{A-B)%/T, where T is the 
known true value of the spike. 

8.3.3 Compare the percent recovery (P) for 
each parameter with the corresponding QC 
acceptance criteria found in Table 2. These 
acceptance criteria were calculated to 
include an allowance for error in 
measurement of both the background and 
spike concentrations, assuming a spike to 
background ratio of 5:1. This error will be 
accounted for to the extent that the analyst's 


spike to background ratio approaches 5:1,* If 
spiking was performed at a concentration 
lower than the test concentration in Section 
8.2.2, the analyst must use either the QC 
acceptance criteria in Table 2. or optional QC 
acceptance criteria calculated for the specific 
spike concentration. To calculate optional 
acceptance criteria for the recovery of a 
parameter (1) calculate accuracy (X^ using 
the equation in Table 3. substituting the spike 
concentration (T) for C; (2) calculate overall 
precision (S') using the equation in Table 3. 
substituting X' for jC: (3) calculate the range 
for recovery at the spike concentration as 
(100 X'/T)±2,44(100 S7T)%.* 

8.3.4 If any individual P falls outside the 
designated range for recovery, that parameter 
has failed the acceptance criteria. A check 
standard containing each parameter that 
failed the criteria must be analyzed as 
described in Section 8.4. 

8.4 If any parameter fails the acceptance 
criteria for recovery in Section 8.3, a QC 
check standard containing each parameter 
that failed must be prepared and analyzed. 

Note.—^The frequency for the required 
analysis of a QC check standard will depend 
upon the number of parameters being 
simultaneously tested, the complexity of the 
sample matrix, and the performance of the 
laboratory. 

8.4.1 Prepare the QC check standard by 
.adding 1.0 mL of QC check sample 
concentrate (Sections 8,2.1 or a3.2) to 1 L of 
reagent water. The QC check standard needs 
only to contain the parameters that failed 
criteria in the test in Section as. 

8.4.2 Analyze the QC check standard to 
determine the concentration measured (A) of 
each parameter. Calctdate each percent 
recovery (P.) as 100 (A/T)%, where T is the 
true value of the standard concentration. 

8.4.3 Compare the percent recovery (PJ 
for each parameter with the corresponding 
QC acceptance criteria found in Table 2. 

Only parameters that failed the test in 
Section 8.3 need to be compared with these 
criteria. If the recovery of any such parameter 
falls outside the designated range, the 
laboratory performance for that parameter is 
judged to be out of control, and the problem 
must be immediately identified and 
corrected. The analytical result for that 
parameter in the unspiked sample is suspect 
and may not be reported for regulatory 
compliance purposes. 

8.5 As part of the QC program for the 
laboratory, method accuracy for wastewater 
samples must be assessed and records must 
be maintained. After the analysis of 6ve 
spiked wastewater samples as in Section 8.3, 
calculate the average percent recoveiy (P) 
and the standard deviation of the percent 
recovery (Sp). Express the accuracy 
assessment as a percent recovery interval 
from P-28p to P-f 2Sp. If P=90% and 8p=10%. 
for example, the accuracy interval is 
expressed as 70>110%. Update the accuracy 
assessment for each parameter on a regular 
basis (e.g. after each five to ten new accuracy 
measurements). 

8.6 It is recommended that the 
laboratory adopt additional quality 
assurance practices for use with this method. 
The specific practices that are most 
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productive depend upon the needs of the 
laboratory and the nature of the samples. 
Field duplicates may be analyzed to assess 
the precision of the environmental 
measurements. When doubt exists over the 
identification of a peak on the chromatogram, 
confii'matory techniques such as gas 
chromatography with a dissimilar column, 
specific element detector, or mass 
spectrometer must be used. Whenever 
possible, the laboratory should analyze 
standard reference materials and participate 
in relevant performance evaluation studies. 

9. Sample Collection, Preservation, and 
Handling 

9.1 Grab samples must be collected in 
glass containers. Conventional sampling 
practices*® should be followed, except that 
the bottle must not be prerinsed with sample 
before collection. Composite samples should 
be collected in refrigerated glass containers 
in accordance with the requirements of the 
program. Automatic sampling equipment 
must be as free as possible of Tygon tubing 
and other potential sources of contamination. 

9.2 All samples must be iced or 
refrigerated at 4 *0 from the time of collection 
until extraction. 

9.3 All samples must be extracted within 
7 days of collection and completely analyzed 
within 40 days of extraction.* 

10. Sample Extraction 

10.1 Mark the water meniscus on the side 
of the sample bottle for later determination of 
sample volume. Pour the entire sample into a 
2-L separatory funnel. 

10.2 Add 60 mL of methylene chloride to 
the sample bottle, seal, and shake 30 s to 
rinse the inner surface. Transfer the solvent 
to the separatory funnel and extract the 
sample by shaking the funnel for 2 min. with 
periodic venting to release excess pressure. 
Allow the organic layer to separate from the 
water phase for a minimum of 10 min. If the 
emulsion interface between layers is more 
than one-third the volume of the solvent 
layer, the analyst must employ mechanical 
techniques to complete the phrase separation. 
The optimum technique depends upon the 
sample, but may include stirring, filtration of 
the emulsion through glass wool, 
centrifugation, or other physical methods. 
Collect the methylene chloride extract in a 
250-mL Erlenmeyer flask, 

10.3 Add a second 60-mL volume of 
methylene chloride to the sample bottle and 
repeat the extraction procedure a second 
time, combining the extracts in the 
Erlenmeyer flask. Perform a third extraction 
in the same manner. 

10.4 Assemble a Kudema-Danish (K-D) 
concentrator by attaching a 10-mL 
concentrator tube to a 500-mL evaporative 
flask. Other concentrator devices or 
techniques may be used in place of the K D 
concentrator if the requirements of Section 

8.2 are met. 

10.5 Pour the combined extract through a 
solvent-rinsed drying column containing 
about 10 cm of anhydrous sodium sulfate, 
and collect the extract in the K-D 
concentrator. Rinse the Erlenmeyer flask and 
column with 20 to 30 mL of methylene 
chloride to complete the quantitative transfer. 


10.6 Add one or two clean boiling chips to 
the evaporative flask and attach a tluee-ball 
Snyder column. Prewet the Snyder column by 
adding about 1 mL of methylene chloride to 
the top. Place the K-D apparatus on a hot 
water bath (60 to 65 *C) so that the 
concentrator tube is partially immersed in the 
hot water, and the entire lower rounded 
surface of the flask is bathed with hot vapor. 
Adjust the vertical position of the apparatus 
and the water temperature as required to 
complete the concentration in 15 to 20 min. At 
the proper rate of distillation the balls of the 
column will actively chatter but the chambers 
will not flood with condensed solvent. When 
the apparent volume of liquid reaches 1 mL. 
remove the K-D apparatus and allow it to 
drain and cool for at least 10 min. 

10.7 Increase the temperature of the hot 
water bath to about 80 *C. Momentarily 
remove the Snyder column, add 50 mL of 
hexane and a new boiling chip, and reattach 
the Snyder column. Concentrate the extract 
as in Action 10.6. except use hexane to 
prewet the column. The elapsed time of 
concentration should be 5 to 10 min. 

10.8 Remove the Snyder column and rinse 
the flask and its lower joint into the 
concentrator tube with 1 to 2 mL of hexane. A 
5-mL syringe is recommended for this 
operation. Adjust the extract volume to 10 
mL. Stopper the concentrator tube and store 
refrigerated if further processing will not be 
performed immediately. If the extract will be 
stored longer than two days, it should be 
transferred to a Teflon-sealed screw-cap vial. 
If the sample extract requires no further 
cleanup, proceed with gas chromatographic 
analysis (Section 12). If the sample requires 
further cleanup, proceed to Section 11. 

10.9 Determine the original sample 
volume by refilling the sample bottle to the 
mark and transferring the liquid to a 1000-mL 
graduated cylinder. Record the sample 
volume to the nearest 5 mL. 

11. Cleanup and Separation 

11. Cleanup procedures may not be 
necessary for a relatively clean sample 
matrix. If particular circumstances demand 
the use of a cleanup procedure, the analyst 
may use either procedure below or any other 
appropriate procedure. However, the analyst 
first must demonstrate that the requirements 
of Section 8.2 can be met using the method as 
revised to incorporate the cleanup procedure. 

11.2 If the entire extract is to be cleaned 
up by one of the following procedures, it must 
be concentrated to 2.0 mL, To the 
concentrator tube in Section 10.8, add a clean 
boiling chip and attach a two-ball micro- 
Snyder column. Prewet the column by adding 
about 0.5 mL of hexane to the top. Place the 
micro-K-D apparatus on a hot water bath (80 
•C) so that the concentrator tube is partially 
immersed in the hot water. Adjust the 
vertical position of the apparatus and the 
water temperature as required to complete 
the concentration in 5 to 10 min. At the 
proper rate of distillation the balls of the 
column will actively chatter but the chambers 
will not flood. When the apparent volume of 
liquid reaches about 0.5 mL remove the K-D 
apparatus and allow it to drain and cool for 
at least 10 min. Remove the micro-Snyder 
column and rinse its lower joint into the 


concentrator tube with 0.2 mL of hexane. 
Adjust the Anal volume to 2.0 mL and 
proceed with one of the following cleanup 
procedures. 

11.3 Florisil column cleanup for phthalate 
esters: 

11.3.1 Place 10 g of Florisil into a 
chromatographic column. Tap the column to 
settle the Florisil and add 1 cm of anhydrous 
sodium sulfate to the top. 

11.3.2 Preelute the column with 40 mL of 
hexane. The rate for all elutions should be 
about 2 mL/min. Discard the eluate and just 
prior to exposure of the sodium sulfate layer 
to the air. quantitatively transfer the 2-mL 
sample extract onto the column using an 
additional 2 mL of hexane to complete the 
transfer. Just prior to exposure of the sodium 
sulfate layer to the air. add 40 mL of hexane 
and continue the elution of the column. 
Discard this hexane eluate. 

11.3.3 Next, elute the column with 100 ml 
of 20% ethyl ether in hexane (V/V) into a 500- 
mL K-D flask equipped with a 10-mL 
concentrator tube. Concentrate the collected 
fraction as in Section 10.6. No solvent 
exchange is necessary. Adjust the volume of 
the cleaned up extract to 10 mL in the 
concentrator tube and analyze by gas 
chromatography (Section 12). 

11.4 Alumina column cleanup for 
phthalate esters: 

11.4.1 Place 10 g of alumina into a 
chromatographic column. Tap the column to 
settle the alumina and add 1 cm of anhydrous 
sodium sulfate to the top. 

11.4.2 Preelute the column with 40 mL of 
hexane. The rate for all elutions should be 
about 2 mL/min. Discard the eluate and just 
prior to exposure of the sodium sulfate layer 
to the air, quantitatively transfer the 2-mL 
sample extract onto the column using an 
additional 2 mL of hexane to complete the 
transfer. Just prior to exposure of the sodium 
sulfate layer to the air, add 35 mL of hexane 
and continue the elution of the column. 
Discard this hexane eluate. 

11.4.3 Next, elute the column with 140 mL 
of 20% ethyl ether in hexane (V/V) into a 500- 
mL K-D flask equipped with a 10-mL 
concentrator type. Concentrate the collected 
fraction as in Section 10.6. No solvent 
exchange is necessary. Adjust the volume of 
the cleaned up extract to 10 mL in the 
concentrator tube and analyze by gas 
chromatography (Section 12). 

12. Gas Chromatography 

12.1 Table 1 summarizes the 
recommended operating conditions for the 
gas chromatograph. Included in this table are 
retention times and MDL that can be 
achieved under these conditions. Examples of 
the separations achieved by Column 1 are 
shown in Figures 1 and 2. Other packed or 
capillary (open-tubular) columns, 
chromatographic conditions, or detectors may 
be used if the requireme? Is of Section 8.2 are 
met. 

12.2 Calibrate the system daily as 
described in Section 7. 

12.3 If the internal standard calibration 
procedure is being used, the internal standard 
must be added to the sample extract and 
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mixed thoroughly immediately before 
injection into the gas chromatograph. 

12.4 Inject 2 to 5 pL of the sample extract 
or standard into the gas-chromatograph using 
the solvent-flush technique. “ Smaller (1.0 
fiL) volumes may be injected if automatic 
devices are employed. Record the volume 
injected to the nearest 0.05 pL. and the 
resulting peak size in area or peak height 
units. 

12.5 Identify the parameters in the sample 
by comparing the retention times of the peaks 
in the sample chromatogram with those of the 
peaks in standard chromatograms. The width 
of the retention time window used to make 
identifications should be based upon 
measurements of actual retention time 
variations of standards over the course of a 
day. Three times the standard deviation of a 
retention time for a compound can be used to 
calculate a suggested window size; however, 
the experience of the analyst should weigh 
heavily in the interpretation of 
chromatograms. 

12.6 If the response for a peak exceeds 
the working range of the system, dilute the 
extract and reanalyze. 

12.7 If the measurement of the peak 
response is prevented by the presence of 
interferences, further cleanup is required. 

13. Calculations 

13.1 Determine the concentration of 
individual compounds in the sample. 

13.1.1 If the external standard calibration 
procedure is used, calculate the amount of 
material injected from the peak response 
using the calibration curve or calibration 
factor determined in Section 7.2.2. The 
concentration in the sample can be 
calculated from Equation 2. 

Equation 2. 

, (A)(VJ 

Concentration (ug/L)= - 

(V,)(VJ 

where; 

A=Amount of material injected (ng). 

Vi-V olume of extract injected (pL). 

V(=Volume of total extract (pL). 

V,=Volume of water extracted (mL). 

13.1.2 If the internal standard calibration 
procedure is used, calculate the 
concentration in the sample using the 
response factor (RF) determined in Section 

7.3.2 and Equation 3. 


Equation 3. 


(As)(ls) 

Concentration (pg/L) = - 

(Au)(RF)(VJ 

where: 

A«=Response for the parameter to be 
measured. 

Ai.=Response for the internal standard. 

Amount of internal standard added to 
each extract (pg). 

Vo=Volume of water extracted (L). 

13.2 Report results in pg/L without 
correction for recovery data. All QC data 
obtained should be reported with the sample 
results. 

14. Method Performance 

14.1 The method detection limit (MDL) is 
defmed as the minimum concentration of a 
substance that c^ be measured and reported 
with 99% confidence that the value is above 
zero.^ The MDL concentrations listed in 
Table 1 were obtained using reagent water.** 
Similar results were achieved using 
representative wastewaters. The N&)L 
actually achieved in a given analysis will 
vary depending on instrument sensitivity and 
matrix effects. 

14.2 This method has been tested for 
linearity of spike recovery from reagent 
water and has been demonstrated to be 
applicable over the concentration range from 
5 X MDL to 1000 X MDL with the following 
exceptions: dimethyl and diethyl phthalate 
recoveries at 1000 X MDL were low (70%); 
bi8-2-ethylhexyl and di-n-octyl phthalate 
recoveries at 5 X MDL were low (60%).** 

14.3 This method was tested by 16 
laboratories using reagent water, drinking 
water, surface water, and three industrial 
wastewaters spiked at six concentrations 
over the range 0.7 to 106 pg/L** Single 
operator precision, overall precision, and 
method accuracy were found to be directly 
related to the concentration of the parameter 
and essentially independent of the sample 
matrix. Linear equations to describe these 
relationships are presented in Table 3. 
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Table 1.—Chromatographic Conditions and Method Detection Limits 


Paran>eter 

Retention time (min) 

Method 

Column 1 

Column 2 

OOwCHCXl 

limit (>ig/L) 

Oimeth)<l phHiai^ . . ...,. ... 

2.03 

0.95 

0.29 

Oisihyl phthAl»i« .-..-.... 

2.62 

1.27 

0.49 

... . 

8.66 

3.50 

0.36 

Butyl benzyl phthaisle ....- 

•6 94 

•5,11 

0.34 

MliMMlAlia ....... 

■8.92 

■10 5 

ZO 

0le.OClvl nMtMlAta . . 

•16.2 

•18 0 

3.0 




Column 1 condrtkxw: Supelcoport (100/120 rneeh) coated wHh 1.5% SP-2250/1.05% SP-2401 pocked In a 1.8 m long X 4 mm ID glass column with 5% methane/95% argon carrtar gas 
00 mL/min Sow rate. Column temperature held isothermal at 180*C. except where otherwise indicated. 

Column 2 conditions: Supelcoport (100/120 mesh) coated with 3% OV-1 packed m a 1.8 m long x 4 mm ID glass column with 5% methane/95% argon carrier gas at 60 mUmin flow 
Column temperature held isothermal at 200 *C. except where otherwise indicated. 

*220 *C column temperature. 
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Table 2.-OC Acceptance Criteria—Method 606 


Parameter 

Test 

oonc. 

(iifl/L) 

Limit for 
t(|ig/L> 

Range for 
X(M/L) 

Pangi 

lorPTp, 

(perced 

Bla(2-aftytwxy0 phthelete.... 

50 

38.4 

tJJ-55.9 


Butyl bergyf phthnile ... . . ' *** 

10 

4.2 

5.7-tl.O 

0-151 

Di-n-butyl phthalate.. .. 

25 

8.9 

9.0 

10.3-29.6 

t.9-33.4 

30-135 

23-131 

Diethyl phthalate.......... 

25 

Dimethyl phathalate. 

25 

9.5 

1.3-35.5 

0-149 

n trm 

Di-n-octyl phthalate. 

50 

13.4 

D-50O 

u-iss 

0-114 



Standard deviation oC teor recovery meeauremonts. In fig/L (Section 0 2.4). 

X-Average recovery lor four recovery meaaurernema. In uo/L (Section a.2.4). 

P. P,-Percent recovery measured (Section 8.3.2. Sec^ 8.4J2). 

O'Delected; resuH must be greater then zero. 

Noie—These criterta are based dlrectty the method performance data In Table 3. Where necessary, tfe limits for recovery have been broadened to 
ooncentrabona belovr thoae used to develop Table 3. 


assure spp l icab rt tty of the iln«t b 


Table 3.—Method Accuracy and Precision as Functions of Concentration—Method 606 


Parameter 

Accuracy, as 
recovery. X’ 
(Pfl/U 

Sin^ anelysl 
precisioa 
WD 

Overal 

pfacteon.S' 

(Mfl/g 

Bis(2-«thylhexyl) pMfietete ... ... 

0.53C+202 

082C+ai3 

0.79C+0.17 

n 7np j.n ii 

O.SOX-2.5e 

0.28^^40.04 

0.23X+0l20 

n 57 ^-lA AA 

0.73X-017 

0.25X^007 

029X^001 

A AK'Q . a «• 

Butyl berizyf phthsdate... 

Dhn4)utyl pMhalBlaL-.. ... 

Dielhyl phthalate. .. 

umemyi prarnHw .., ... ... 

0.73C>0.17 
0.350—0 71 

U Jc r A 4* VIJl/9 

0.26X40.14 

0.38X40.71 

u.aax ♦■0.11 
0.44X4-041 

D>-noctyf phfhaMe.. .. 



v.Or^ -HI ^ 


X’»Expected recovery lor one or more meesurements of ■ sample containing • concentration of CX in ug/L 

^'s^Expected single analyst standard deviation of measurements at an average concentration found of C in ug/L 
S « Expected mlertaboralory standard deviation ol measurements at an average concentration found of X. In uo/L 
C-True value for the concentration, in |tg/L 

X * Average recovery found lor measurements of samples containing a concentration of C, In i»g/L 


BILUNQ CODE 656(^5(MI 
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RETENTION TIME. MIN. 

Figure 1. Gas chromatogram of phthalates. 
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COLUMN: 1.5% SP-2250/1.95% SP-2401 ON SUPFir.npQRT 
TEMPERATURE: 220*C 
DETECTOR: ELECTRON CAPTURE 
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h- 

< 
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Figure 2. Gas chromatogram of phthalates. 

BILUHG CODE 6$60-S0-C 
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Method 607 —Nitrosamines 
I Scope and Appfication 

1.1 Thu method covers the detennination 
of certain nitrosamines. The following 
parameters can be determined by this 
method 


Parsmetor 

Storal No. 

CAS No. 

f^osodknattiylifniM- 

34438 

62-75-9 

MJ«rosodHJh«nv<wnina- 

34433 

06-30-6 

fM><tfo9odHvpropyliiwine- 

34428 

621-64-7 


\2 This U a gas chromatographic (GC) 
method applicable to the detennination of the 
parameters listed above in municipal and 
industrial discharges us provided under 40 
CFR 136.1. When this method U used to 
analyze unfamiliar samples for any or all of 
the compounds above, compound 
identifications should be supported by at 
Inst one additional qualitative technique. 

This method describes analytical conditions 
for a second gas chromatographic column 
that can be used to confirm measurements 
made with the primary column. Method 625 
provides gas chromatograph/mass 
spectrometer (GC/MS) conditions 
appropriate for the qualitative and 
quantitative confirmation of results for N- 
nitrosodi-D-propylamine. In order to confirm 
die presence of N-nitrosodiphenylamine, the 
deanup procedure specified in Sections 11.3 
or 11.4 must be used. In order to confirm the 
presence of N’nitrosodimethylamine by GC/ 
MS. Column 1 of this method must be 
substituted for the colnmn recommended in 
Method 625. Confirmation of these 
parameters using GC-high resolution mass 
spectrometry or a Thermal Energy Analyzer 
if also recommended. 

1.3 The method detection limit (MDL, 
defined in Section 14.1)’ for each parameter is 
listed in Table 1. The for a specific 
wastewater may differ from those listed, 
depending upon the nature of interferences in 
the sample matrix. 

1.4 Any modification of this method, 
beyond those expressly permitted, shall be 
considered as a major modification subject to 
application and approval of alternate test 
procedures under 40 CFR 136.4 and 136.5. 

1.5 This method is restricted to use by or 
under the supervision of analysts 
experienced in the use of a gas 
chromatograph and in the interpretation of 
gas chromatograms. Each analyst must 
demonstrate the ability to generate 
acceptable results with this method using the 
procedure described in Section 8.2. 

t Summary of Method 

2.1 A measured volume of sample, 
approximately 1-L. is extracted with 
Biethylene chloride using a separatory funnel. 
The methylene chloride extract is washed 

dilute hydrochloric acid to remove free 
imines. dried, and concentrated to a volume 
of 10 mL or less. After the extract has been 
axchanged to methanol, it is separated by gas 
chromatography and the parameters are then 
measured with a nitrogen-phosphorus 
detector.* 

2.2 The method provides Florisil and 
dumina column cleanup procedures to 


separate diphenylamine from the 
nitrosamines and to aid in the elimination of 
interferences that may be encountered. 

3. Interferences 

3.1 Method interferences may be caused 
by contaminants in solvents, reagents, 
glassware, and other sample processing 
hardware that lead to discrete artifacts and/ 
or elevated baselines in gas chromatograms. 
All of these materials must be routinely 
demonstrated to be free from interferences 
under the conditions of the analysis by 
running laboratory reagent blanks as 
described in Section 8.1.3. 

3.1.1 Glassware must be scrupulously 
cleaned.’ Clean all glassware as soon as 
possible after use by rinsing with the last 
solvent used in it. Solvent rinsing should be 
followed by detergent washing with hot 
water, and rinses with tap water and distilled 
water. The glassware should then be drained 
dry. and heated in a muffle furnace at 400 *C 
for 15 to 30 min. Solvent rinses with acetone 
and pesticide quality hexane may be 
substituted for the muffle furnace heating. 
Volumetric ware should not be heated in a 
muffle furnace. After drying and cooling, 
glassware should be sealed and stored in a 
clean environment to prevent any 
accumulation of dust or other contaminants. 
Store inverted or capped with aluminum foil. 

3.1.2 The use of high purity reagents and 
solvents helps to minimize interference 
problems. Pmifleation of solvents by 
distillation in all-glass systems may be 
required. 

3.2 Matrix interferences may be caused 
by contaminants that are co-extracted from 
the sample. The extent of matrix 
interferences will vary considerably from 
source to source, depending upon the nature 
and diversity of the industrial complex or 
municipality being sampled. The cleanup 
procedures in Section 11 can be used to 
overcome many of these interferences, but 
unique samples may require additional 
cleanup approaches to achieve the MDL 
listed in Table 1. 

3.3 N-Nitrosodiphenylamine is reported 
to undergo transnitrosation reactions. Care 
must be exercised in the heating or 
concentrating of solutions containing this 
compound in the presence of reactive amines. 

3.4 The sensitive and selective Thermal 
Energy Analyzer and the reductive Hall 
detector may be used in place of the nitrogen- 
phosphorus detector when interferences are 
encountered. The Thermal Energy Analyzer 
offers the highest selectivity of the non-MS 
detectors. 

4. Safety 

4.1 The toxicity or carcinogenicity of each 
reagent used in this method has not been 
precisely defined; however, each chemical 
compound should be treated as a potential 
health hazard. From this viewpoint, exposure 
to these chemicals must be reduced to the 
lowest possible level by whatever means 
available. The laboratory is responsible for 
maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of material data 
handling sheets should also be made 


available to all personnel involved in the 
chemical analysis. Additional references to 
laboratory safety are available and have 
been identifled ^ for the inforraatioa of the 
analyst 

4.2 These nitrosamines are known 
carcinogens ^ therefore, utmost care must 
be exercised in the handling of these 
materials. Nitrosamine reference standards 
and standard solutions should be handled 
and prepared in a ventilated glove box within 
a properly ventilated room. 

5. Apparatus and Materials 

5.1 Sampling equipment, for discrete or 
composite sampling. 

5.1.1 Grab sample bottle—^1-L or 1-qt. 
amber glass, fitted with a screw cap lined 
with Teflon. Foil may be substituted for 
Teflon if the sample is not corrosive. If amber 
bottles are not available, protect samples 
from light The bottle and cap Kner must be 
washed rinsed with acetone or methylene 
chloride, and dried before use to minimize 
contamination. 

5.1.2 Automatic sampler (optional)—^The 
sampler must incorporate glass sample 
containers for the collection of a minimum of 
250 mL of sample. Sample containers must be 
kept refrigerated at 4 'C and protected from 
light during compositing. If the sampler uses a 
peristaltic pump, a minimum length of 
compressible silicone rubber tubing may be 
used. Before use. however, the compressible 
tubing should be thoroughly rinsed with 
methanol, followed by repeated rinsings with 
distilled water to mmnntze the potential for 
contamination of the sample. An integrating 
flowmeter is required to collect flow 
proportional composites. 

5.2 Glassware (All specifications are 
suggested. Catalog numbers are included for 
illustration only.): 

5.2.1 Separatory funnels—2-L and 250- 
mL, with Teflon stopcock. 

5.2.2 Drying column—Chromatographic 
column, approximately 400 mm long X 19 mm 
ID. with coarse frit Alter disc. 

5.2.3 Concentrator tube, Kudema- 
Danish—10-mL, graduated (Kontea K~570050- 
1025 or equivalent). Calibration must be 
checked at the volumes employed in the test. 
Ground glass stopper is used to prevent 
evaporation of extracts. 

5.2.4 Evaporative flask. Kudema- 
Danish—500-mL (Kontes K-570001-0500 or 
equivalent). Attach to concentrator tube with 
springs. 

5.2.5 Snyder colunm, Kudema-Danish— 
Three-ball macro (Kontes K-503000-0121 or 
equivalent). 

5.2.6 Snyder column, Kudema-Danish— 
Two-ball micro (Kontes K-569001-0219 or 
equivalent). 

5.2.7 Vials—10 to 15-mL. amber glass, 
with Teflon-lined screw cap. 

5.2.0 Chromatographic column— 
Approximately 400 mm long X 22 mm ID, 
with Teflon stop*' .>ck and coarse frit filter 
disc at bottpm (Kontes K-420540-0234 or 
equivalent), for use in Florisil column cleanup 
procedure. 

5.2.9 Chromatographic column— 
Approximately 300 mm long X 10 mm ID. 
with Teflon stopcock and coarse frit filter 
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disc at bottom (Kontes K-420540-0213 or 
equivalent), for use in alumina column 
cleanup procedure. 

5.3 Boiling chips—Approximately 10/40 
mesh. Heat to 400 *0 for 30 min or Soxhlet 
extract with methylene chloride. 

5.4 Water bath—Heated, with concentric 
ring cover, capable of temperature control 
(±2 *C). The bath should be used in a hood. 

5.5 Balance—Analytical, capable of 
accurately weighing 0.0001 g. 

5.6 Gas chromatograph—An analytical 
system complete with gas chromatograph 
suitable for on-column injection and all 
required accessories including syringes, 
analytical columns, gases, detector, and strip- 
chart recorder. A data system is 
reconunended for measuring peak areas. 

5.6.1 Column 1—1.8 m long X 4 mm ID 
glass, packed with 10% Carbowax 20 M/2% 
KOH on Chromosorb W-AW (80/100 mesh) 
or equivalent. This column w'as used to 
develop the method performance statements 
in Section 14. Guidelines for the use of 
alternate column packings are provided in 
Section 12.2. 

5.6.2 Column 2—1.8 m long x 4 mm ID 
glass, packed with 10% SP-2250 on Supel 
coport (100/120 mesh) or equivalent. 

5.6.3 Detector—Nitrogen-phosphorus, 
reductive Hall, or Thermal Enqrgy Analyzer 
detector.*-* These detectors have proven 
effective in the analysis of wastewaters for 
the parameters listed in the scope (Section 
1.1). A nitrogen-phosphorus detector was 
used to develop the method performance 
statements in Section 14. Guidelines for the 
use of alternate detectors are provided in 
Section 12.2. 

6. Reagents 

6.1 Reagent water—Reagent water is 
defined as a water in which an interferent is 
not observed at the MDL of the parameters of 
interest. 

6.2 Sodium hydroxide solution (10 N)— 
Dissolve 40 g of NaOH (ACS) in reagent 
water and dilute to 100 ml. 

6.3 Sodium thiosulfate—(ACS) Granular. 

6.4 Sulfuric acid (1 -f 1)—Slowly, add 50 
mL of H9S0« (ACS. sp. gr. 1.84) to 50 mL of 
reagent water. 

6.5 Sodium sulfate—(ACS) Granular, 
anhydrous. Purify by heating at 400 X for 4 h 
in a shallow tray. 

6.6 Hydrochloric acid (1 +9)—Add one 
volume of concentrated HCl (ACS) to nine 
volumes of reagent water. 

6.7 Acetone, methanol, methylene 
chloride, pentane—^Pesticide quality or 
equivalent. 

6.8 Ethyl ether—Nanograde, redistilled in 
•glass if necessary. 

6.8.1 Ethyl ether must be shown to be free 
of peroxides before it is used as indicated by 
EM I..aboratories Quant test strips. (Available 
from Scientific Products Co.. Cat No. P1126-8, 
and other suppliers.) 

6.8.2 Procedures recommended for 
removal of peroxides are provided writh the 
test strips. After cleanup, 20 mL of ethyl 
alcohol preservative must be added to each 
liter of ether. 

8.9 Florisil—PR grade (60/100 mesh). 
Purchase activated at 1250 T and store in the 
dark in glass containers writh ground glass 


stoppers or foil-lined screw caps. Before use. 
activate each batch at least 16 h at 130 *C in 
a foil-covered glass container and allow to 
cool. 

6.10 Alumina—Basic activity Super I, 
W200 series (ICN Life Sciences Group. No. 
404571, or equivalent). To prepare for use, 
place 100 g of alumina into a 500-mL reagent 
bottle and add 2 mL of reagent water. Mix the 
alumina preparation thoroughly by shaking or 
rolling for 10 min and let it stand for at least 2 
h. The preparation should be homogeneous 
before use. Keep the bottle sealed tightly to 
ensure proper activity. 

6.11 Stock standard solutions (1.00 p.g/ 

^lL ]—Stock standard solutions can be 
prepared from pure standard materials or 
purchased as certified solutions. 

6.11.1 Prepare stock standard solutions by 
accurately weighing about 0.0100 g of pure 
material. Dissolve the material in methanol 
and dilute to volume in a 10-mL volumetric 
flask. Larger volumes can be used at the 
convenience of the analyst. When compound 
purity is assayed to be 96% or greater, the 
weight can be used without correction to 
calculate the concentration of the stock 
standard. Commercially prepared stock 
standards can be used at any concentration if 
they are certified by the manufacturer or by 
an independent source. 

*6.11.2 Transfer the stock standard 
solutions into Teflon-sealed screw-cap 
bottles. Store at 4 X and protect from light. 
Stock standard solutions should be checked 
frequently for signs of degradation or 
evaporation, especially just prior to preparing 
calibration standards from them. 

6.11.3 Stock standard solutions must be 
replaced after six months, or sooner if 
comparison with check standards indicates a 
problem. 

6.12 Quality control check sample 
concentrate—See Section 8.2.1. 

7. Calibration 

7.1 Establish gas chromatographic 
operating conditions equivalent to those 
given in Table 1. The gas chromatographic 
system can be calibrated using the external 
standard technique (Section 7.2) or the 
internal standard technique (Section 7.3). 

7.2 External standard calibration 
procedure: 

7.2.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standai^s to a 
volumetric flask and diluting to volume wdth 
methanol. One of the external standards 
should be at a concentraton near, but above, 
the MDL (Table 1) and the other 
concentrations should correspond to the 
expected range of concentrations found in 
real samples or should define the working 
range of the detector. 

7.2.2 Using injections of 2 to 5 p.L, analyze 
each calibration standard according to 
Section 12 and tabulate peak height or area 
responses against the mass injected. The 
results can be used to prepare a calibration 
purve for each compound. Alternatively, if 
the ratio of response to amount injected 
(calibration factor) is a constant over the 
working range (< 10% relative standard 
deviation, RSD), linearity through the origin 


can be assumed and the average ratio or 
calibration factor can be used in place of a 
calibration curve. 

7.3 Internal standard calibration 
procedure—^To use this approach, the analyst 
must select one or more internal standards 
that are similar in analytical behavior to the 
compounds of interest. The analyst must 
further demonstrate that the measurement of 
the internal standard is not affected by 
method or matrix interferences. Because of 
these limitations, no internal standard can be 
suggested that is applicable to all samples. 

7.3.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standards to a 
volumetric flask. To each calibration 
standard, add a known constant amount of 
one or more internal standards, and dilute to 
volume with methanol. One of the standards 
should be at a concentration near, but above, 
the MDL and the other concentrations should 
correspond to the expected range of 
concentrations found in real samples or 
should define the working range of the 
detector. 

7.3.2 Using injections of 2 to 5 p.L, analyze 
each calibration standard according to 
Section 12 and tabulate peak height or area 
responses against concentration for each 
compound and internal standard. Calculate 
response factors (RF) for each compound 
using Equation 1. 

Equation 1. 

(A.)(CJ 

RF= —-- 

(AJ(C.) 

where: 

A,=Response for the parameter to be 
measured. 

Au=Response for the internal standard. 

C|.=Concentration of the internal standard 

(pg/L). 

C|=Concentration of the parameter to be 
measured (>ig/L). 

If the RF value over the working range is a 
constant (<10% RSD), the RF can be 
assumed to be invariant and the average RF 
can be used for calculations. Alternatively, 
the results can be used to plot a calibration 
curve of response ratios, A,/A*,, vs. RF. 

7.4 The working calibration curve, 
calibration factor, or RF must be verified on 
each working day by the measurement of one 
or more calibration standards. If the response ■ 
for any parameter varies from the predicted 
response by more than ±15%, a new 
calibration curve must be prepared for that 
compound. 

7.5 Before using any cleanup procedure, 
the analyst must process a series of 
calibration standards through the procedure 
to validate elution patterns and the absence 
of interferences from the reagents. 

6. Quality Control 

8.1 Each laboratory that uses this . 
is required to operate a formal quality conUt)I f 
program. The minimum requirements of this j 
program consist of an Initial demonstration ofi 
laboratory capability and an ongoing 
analysis of spiked samples to evaluate and { 
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document data quality. The laboratory must 
uttintaio records to document the quality of 
data that is generated. Ongoing data quality 
checks are compared with established 
performance criteria to determine if the 
results of analyses meet the performance 
cbaracteriatica of the method. When results 
of sample spikes indicate atypical method 
performance, a quality control check 
ftandard must be analyzed to confirm that 
the measurements were performed In an In- 
control mode of operation. 

8.1.1 The analyst must make an fnitfal, 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with this method. This ability is established 
as described in Section 8.2. 

B.1.2 in recognition of advances that are 
occurring in chromatography, the analyst is 
permitted certain options (dietailed in Section 
10.4.11.1, and 12.2) to improve the 
leparatione or lower the cost of 
neasureraents. Each time such a modificatioD 
is made to the method, the analyst is required 
to repeat the procedure in Section 8.2. 

8wl.3 Before processing any san^ples. the 
analyst must analyze a reagent water blank 
lo demonstrate that interferences &om the 
analytical system and glassware are under 
control Each time a set of samples is 
extracted or reagents are changed, a reagent 
water blank must be processed as a 
safeguard against laboratory contamination. 

8.1.4 The laboratory must, on an ongoing 
basis, spike and analyze a mmimnm of 10% of 
a9 samples to monitor and evaluate 
laboratory data quality. This procedure is 
described in Section 8.3. 

8.1.5 The laboratory must, on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
CQBtroL This procedure is described in 
Section 8.4. The frequency of the check 
standard analyses is equivalent to 10% erf all 
samples analysed but may be reduced if 
spike recoveries from samples (Seetkm 8.3) 
meet all specsBed quality control criteria. 

8.1.6 The laboratory must maintain 
performance records to documenl the quality 
of data that is generated. This procedme is 
described in Section 8.5. 

8.2 To establish the ability to generate 
tcceptable accuracy and precision, the 
■nalyst must perform the following 
operations. 

82.1 A quality control (QC) check sample 
concentrate is required containing each 
parameter of interest at a concentration of 20 
kg/ml in methanol The QC check sample 
ccBicentrate must be obtained from the U.S. 
&nironmeiital Protection Agency. 
Environmental Monitoring and Support 
Uboratory in Cmciimati. Ohio, if available. If 
not available from that source, the QC check 
nmnple concentrate must be obtain^ from 
•pother external source. If not available from 
cither source above, the QC check sample 
ttneentrate must be prepared by the 
Inboratory using stock standards prepared 
independCTtly from those used for 

Using a pipet, prepare QC check 
•nmples at a concentration of 20 ftg/L by 
•dding ii)o mL of QC check sample 
concentraic to each of four 1-L aliqucrts of 
*^agent water. 


8.2.3 Analyze the welhmixed QC check 
samples according to the method beginning in 
Section 10. 

82.4 Calculate the average recovery (^) 
in fig/U and the standard deviatioiv>f the 
recovery (s) in figlU for each parameter using 
the four results. 

8.2.5 For each parameter compare s and X 
with the corresponding acceptance criteria 
for precision and accuracy, respectively, 
found in Table 2. If s and X for all parameters 
of interest meet the acceptance criteria, the 
system performance is acceptable and 
analysts of actual samples can begin. If any 
individual s exceeds the precision limit or 
any individual X falls outside the range Idr 
accuracy, the syston performance is 
unacceptable for that parameter. Locate and 
correct the source of the problem and repeat 
the test for all parameters of interest 
beginning with Section 8.22. 

6.3 The laboratory must, on an ongoing 
basis, spike at least 10% of the samples from 
each sample site being monitored lo assess 
accuracy. For laboratories analyzing one to 
ten samples per month, at least one spiked 
sample per month is required. 

82.1 The concentration of the spike in the 
sample should be determined as follows: 

6.3.1.1 If. as in compliance monitoring, the 
concentration of a Bpecrfic parameter in the 
sample is being chewed against a regulatory 
concentration Limit, the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 
Section 8.32, whichever concentration would 
be larger. 

63.1.2 if the concentrabon of a specific 
parameter in the sample is not being checked 
against a limit specific to that parameter, the 
spike should be at 20 pg/L or 1 to 5 times 
higher than the background concentration 
determined in Seebon 8.32. whichever 
concentration would be larger. 

82.12 If it is impractical to determine 
background levels before spiking (e.g.. 
maximum holding limes will be exceeded), 
the spike coocentraboo should be (1) the 
regulatory concentration limit if any; or. if 
none (2) the larger of either 5 times higher 
than the expected background concentration 
or20pg/L. 

82.2 Analyze one sample aliquot to 
determine the background concentration (B) 
of each parameter. U necessary, prepare a 
new QC check sample concentrate (Section 
8.2.1) appropriate for the background 
concentratioiis tn the sample. Spike a second 
sample aliquot with 1J> mL of die QC check 
sample concentrate and analyze it to 
detennine die concentration after spiking (A) 
of each paran»ter. Calculate each percent 
recovery (P) as 100(A-B)%^, where T is the 
known true value of the spike. 

82.3 Compare the percent recovety (P) for 
each parameter with the corresponding QC 
acceptance criteria found in Table 2. These 
acceptance criteria were caloclated to 
incli^ an allowance for error in 
measurement of both the background and 
spike concentrations, assuming a spike to 
background rabo of 5:1. This error will be 
accounted for to the extent that the analyst’s 
spike fo background ratio approaches 5:1.^* If 
spiking was performed at a concentration 
lower than 20 pg/L, the analyst must use 


either the QC acceptance criteria in Table 2. 
or opbonal QC acceptance criteria caluclated 
for foe speciRc spike concentration. To 
calculate optional acceptance ertieria for foe 
recovery of a parameter (1) calculate 
accuracy [X') using foe equation in Table 3, 
substitnti^ foe spike concentration (T) for C; 
(2) calculate overall precision (S’) using the 
equation in Table 3. substitubng X' for X: (3) 
calculate the range for recovery at foe spike 
concentration as (100 X’/T) ± 2.44(100 S7 
T)%.*» 

8.3.4 If any individual P falls outside foe 
designated range for recovery, that parameter 
has failed the acceptance criteria. A check 
standard containing each parameter that 
failed foe criteria must be analyzed as 
described in Seebon 8,4. 

8.4 If any parameter fails the acceptance 
criteria for recovery in Section 8.3, a QC 
check standard containing each parameter 
that failed must be prepared and analyzed. 

Note: The frequency for foe required 
analysis of a QC check standard will depend 
upon foe number of parameters being 
simultaneously tested, foe conqilexity of foe 
sample matrix, and foe performance of foe 
laboratory. 

8.4.1 Prepare foe QC check standard by 
adding li) mL of QC check sample 
concentrate (Sections 8.2.1 or 6.32) to 1 L of 
reagent water. The QC check standard needs 
only to contain foe parameters that failed 
criteria in foe test in Seebon 8.3. 

8.4.2 Analyze the QC check standard to 
determine the concentration measured (A) of 
each parameter. Calculate each percent 
recovery (P.) as IflO (A/T)%, wh&e T is foe 
true value of foe sta^ard cooceniration. 

8.4.3 Compare foe percent recovery (PJ 
for each parameter with foe corresponding 
QC acceptance criteria found in Table 2. 

Only parameters that failed the test in 
Section 82 need to be compared with these 
criteria. If foe recovery of any such parameter 
falls outside foe designated range, the 
Uboratory performance for that parameter is 
judged to be out of control, and the problem 
must be immediately idmitifred and 
corrected. The analytical result for that 
parameter in foe unspiked sample is suspect 
and may not be reported for regulatory 
compliwee purposes. 

8.5 As part of foe QC program for foe 
laboratory, method accuracy for wastewater 
samples mnst be assessed and records must 
be maintaixied. After the analysis of five 
spiked wastewater samples as in Section 8.3, 
calculate the average percent recovery (P) 
and the standard deviation of the percent 
recovery (Sp). Express foe accuracy 
assessment as a percent recovery interval 
from P—2Sp to P-l- 28p. If P=90% and Sp=10%, 
for example, the accuracy interval is 
expressed as 70-110%. Update foe accuracy 
assessment for each parameter on a regular 
basis (e.g. after each five to ten new accuracy 
measurements). 

8.6 It Is recommended that the laboratory 
adopt additional quality assurance practices 
for use with this method. The specific 
practices that are most productive depend 
upon foe needs of foe laboratory and foe 
nature of foe samples. Field duplicates may 
be analyzed to assess the precisian of the 


V 
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environmental measurements. When doubt 
exists over the identification of a peak on the 
chromatogram, confirmatory techniques such 
as gas chromatography with a dissimilar 
column, specific element detector, or mass 
spectrometer must be used. Whenever 
possible, the laboratory should analyze 
standard reference materials and participate 
in relevant performance evaluation studies. 

9. Sample Collection, Preservation, and 
Handling 

9.1 Grab samples must be collected in 
glass containers. Conventional sampling 
practices ** should be followed, except that 
the bottle must not be prerinsed with sample 
before collection. Composite samples should 
be collected in refrigerated glass containers 
in accordance with the requirements of the 
program. Automatic sampling equipment 
must be as free as possible of Tygon tubing 
and other potential sources of contamination. 

9.2 All samples must be iced or 
refrigerated at 4 •C from the time of collection 
until extraction. Fill the sample bottles and, if 
residual chlorine is present, add 60 mg of 
sodium thiosulfate per liter of sample and 
mix well. EPA Methods 330.4 and 330.5 may 
be used for measurement of residual 
chlorine.*® Field test kits are available for 
this purpose. If N-nitrosodiphenylamine is to 
be determined, adjust the sample pH to 7 to 
10 with sodium hydroxide solution or sulfuric 
acid. 

9.3 All samples must be extracted within 
7 days of collection and completely analyzed 
within 40 days of extraction.^ 

9.4 Nitrosamines are known to be light 
sensitive.^ Samples should be stored in 
amber or foil-wrapped bottles in order to 
minimize photolytic decomposition. 

10. Sample Extraction 

10.1 Mark the water meniscus on the side 
of the sample bottle for later determination of 
sample volume. Pour the entire sample into a 
2-L separatory funnel. Check the pH of the 
sample with wide-range pH paper and adjust 
to within the range of 5 to 9 with sodium 
hydroxide solution or sulfuric acid. 

10.2 Add 60 mL of methylene chloride to 
the sample bottle, seal, and shake 30 s to 
rinse the inner surface. Transfer the solvent 
to the separatory funnel and extract the 
sample by shaking the funnel for 2 min with 
periodic venting to release excess pressure. 
Allow the organic layer to separate from the 
water phase for a minimum of 10 min. If the 
emulsion interface between layers is more 
than one-third the volume of the solvent 
layer, the analyst must employ mechanical 
techniques to complete the phase separation. 
The optimum technique depends upon the 
sample, but may include stirring, filtration of 
the emulsion through glass wool, 
centrifugation, or other physical methods. 
Collect the methylene chloride extract in a 
250-mL Erlenmeyer flask. 

10.3 Add a second 60-mL volume of 
methylene chloride to the sample bottle and 
repeat the extraction procedure a second 
time, combining the extracts in the 
Erlenmeyer flask. Perform a third extraction 
in the same manner. 

10.4 Assemble a Kudema-Danish (K>D) 
concentrator by attaching a 10-mL 


concentrator tube to a 500-mL evaporative 
flask. Other concentration devices or 
techniques may be used in place of the K-D 
concentrator if the requirements of Section 
8.2-6re met. 

10.5 Add 10 mL of hydrochloric acid to 
the combined extracts and shake for 2 min. 
Allow the layers to separate. Pour the 
combined extract through a solvent-rinsed 
drying column containing about 10 cm of 
anhy^ous sodium sulfate, and collect the 
extract in the K-D concentrator. Rinse the 
Erlenmeyer flask and column with 20 to 30 
mL of methylene chloride to complete the 
quantitative transfer. 

10.6 Add one or two clean boiling chips to 
the evaporative flask and attach a U^e-ball 
Snyder column. Prewet the Snyder column by 
adding about 1 mL of methylene chloride to 
the top. Place the K-D apparatus on a hot 
water bath (60 to 65*C] so that the 
concentrator tube is partially immersed in the 
hot water, and the entire lower rounded 
surface of the flask is bathed with hot vapor. 
Adjust the vertical position of the apparatus 
and the water temperature as required to 
complete the concentration in 15 to 20 min. At 
the proper rate of distillation the balls of the 
column will actively chatter but the chambers 
will not flood with condensed solvent. When 
the apparent volume of liquid reaches 1 mL, 
remove the K-D apparatus and allow it to^ 
drain and cool for at least 10 min. 

10.7 Remove the Snyder column and rinse 
the flask and its lower joint into the 
concentrator tube with 1 to 2 mL of 
methylene chloride. A 5-mL syringe is 
recommended for this operation. Stopper the 
concentrator tube and store refrigerated if 
further processing will not be performed 
immediately. If the extract will be stored 
longer than two days, it should be transfeired 
to a Teflon-sealed screw-cap vial. If N- 
nitrosodiphenylamine is to be measured by 
gas chromatography, the analyst must first 
use a cleanup column to eliminate 
diphenylamine interference (Section 11). If N- 
nitrosodiphenylamine is of no interest, the 
analyst may proceed directly with gas 
chromatographic analysis (Action 12). 

10.6 Determine the original sample 
volume by refilling the sample bottle to the 
mark and transferring the liquid to a 1000-mL 
graduated cylinder. Record ^e sample 
volume to the nearest 5 mL. 

11. Cleanup and Separation 

11.1 Cleanup procedures may not be 
necessary for a relatively clean sample 
matrix. If particular circumstances demand 
the use of a cleanup procedure, the analyst 
may use either procedure below or any other 
appropriate procedure. However, the analyst 
first must demonstrate that the requirements 
of Section 8.2 can be met using the method as 
revised to Incorporate the cleanup procedure. 
Diphenylamine, if present in the original 
sample extract, must be separated from the 
nitrosamines if N-nitrosodiphenylamine is to 
be determined by this method. 

11.2 If the entire extract is to be cleaned 
up by one of the following procedures, it must 
be concentrated to 2.0 mL. To the 
concentrator tube in Section 10.7, add a clean 
boiling chip and attach a two-ball micro- 
Snyder column. Prewet the column by adding 


about 0.5 mL of methylene chloride to the top. 
Place the micr-K-D apparatus on a hot water 
bath (60 to 65 ‘C) so that the concentrator 
tube is partially inunersed in the hot water. 
Adjust the vertical position of the apparatus 
and the water temperature as required to 
complete the concentration in 5 to 10 min. At 
the proper rate of distillation the balls of the 
column will actively chatter but the chambers 
will not flood. When the apparent volume of 
liquid reaches about 0.5 mL, remove the K-D 
apparatus and allow it to drain and cool for 
at least 10 min. Remove the micro-Snyder 
column and rinse its lower joint into the 
concentrator tube with 0.2 mL of methylene 
chloride. Adjust the final volume to 2.0 mL 
and proceed with one of the following 
cleanup procedures. 

11.3 Florisil column cleanup for 
nitrosamines: 

11.3.1 Place 22 g of activated Florisil into 
a 22-mm ID chromatographic column. Tap the 
column to settle the Florisil and add about 5 
nun of anhydrous sodium sulfate to the top. 

11.3.2 I^eelute the column with 40 mL of 
ethyl ether/pentane (15-f 85)(V/V). Discard 
the eluate and just prior to exposure of the 
sodium sulfate layer to the air, quantitatively 
transfer the 2-mL sample extract onto the 
column using an additional 2 mL of pentane 
to complete the transfer. 

11.3.3 Elute the column with 90 mL of 
ethyl ether/pentane {15-|-85)(V/V) and 
discard the eluate. This fraction will contain 
the diphenylamine, if it is present in the 
extract. 

11.3.4 Next, elute the column with 100 mL 
of acetone/ethyl ether (5-t-95)(V/V) into a 
500-mL K-D flask equipped with a 10-mL 
concentrator tube. This fraction will contain 
all of the nitrosamines listed in the scope of 
the method. 

11.3.5 Add 15 mL of methanol to the 
collected fraction and concentrate as in 
Section 10.6, except use pentane to prewet 
the column and set the water bath at 70 to 
75 •C. When the apparatus is cool, remove 
the Snyder column and rinse the flask and its 
lower joint into the concentrator tube with 1 
to 2 mL of pentane. Analyze by gas 
chromatography (Section 12). 

11.4 Alumina column cleanup for 
nitrosamines: 

11.4.1 Place 12 g of the alumina 
preparation (Section 6.10) into a lO-mm ID 
chromatographic column. Tap the column to 
settle the alumina and add 1 to 2 cm of 
anhydrous sodium sulfate to the top. 

11.4.2 Preelute the column with 10.mL of 
ethyl ether/pentane (3-l-7)(V/V). Discard the 
eluate (about 2 mL) and just prior to exposure) 
of the sodium sulfate layer to the air, 
quantitatively transfer the 2 mL sample 
extract onto the column using an additional 2 , 
mL of pentane to complete the transfer. 

11.4.3 Just prior to exposure of the sodium) 
sulfate layer to the air, add 70 mL of ethyl 
ether/pentane (3-f 7)(V/V). Discard the first 
10 mL of eluate. Collect the remainder of the 
eluate in a 500-mL K-D flask equipped with a j 
10 mL concentrator tube. This fraction 
contains N-nitrosodiphenylamine and 
probably a small amount of N-nitrosodi n* 
propylamine. 
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tl.4.4 Next, elute the column with 60 mL 
of ethyl ether/pentane (1 -f IKV/V). collecting 
the eluate in a second K-D flask equipped 
with a 10-mL concentrator tube. Add 15 mL 
of methanol to the K-D flask. This fraction 
will contain N-nitrosodimethylamine, most of 
the N-nitrosodi-n-propylamine and any 
diphenylamine that is present. 

11.4.5 Concentrate both fractions as in 
Section 10.6, except use pentane to prewet 
the column. When the apparatus is cool, 
remove the Snyder column and rinse the flask 
end its lower joint into the concentrator tube 
with 1 to 2 mL of pentane. Analyze the 
fractions by gas chromatography (Section 12). 

12. Gas Chromatography 

12.1 N-nitrosodiphenylamine completely 
reacts to form diphenylamine at the normal 
operating temperatures of a GC injection port 
(aX) to 250 *0). Thus. N-nitrosodiphenylamine 
is chromatographed and detected as 
diphenylamine. Accurate determination 
depends on removal of diphenylamine that 
may be present in the original extract prior to 
GC analysis (See Section 11). 

12.2 Table 1 summarizes the 
recommended operating conditions for the 
gas chromatograph. Included in this table are 
I retention times and MDL that can be 
achieved under these conditions. Examples of 
the separations achieved by Column 1 are 
shown in Figures 1 and 2. Other packed or 
capillary (open-tubular) columns, 
chromatographic conditions, or detectors may 
[ be used if the requirements of Section 8.2 are 

I met. 

12.3 Calibrate the system daily as 
described in Section 7. 

12.4 If the extract has not been subjected 
I to one of the cleanup procedures in Section 

111. it is necessary to exchange the solvent 
I from methylene chloride to methanol before 
I the thermionic detector can be used. To a 1 to 
110-mL volume of methylene chloride extract 
I in a concentrator tube, add 2 mL of methanol 
I and a clean boiling chip. Attach a two-ball 
I micro-Snyder column to the concentrator 
I tube. Prewet the column by adding about 0.5 
jnLof methylene chloride to the top. Place the 
I micro-K-D apparatus on a boiling (100 X) 
{water bath so that the concentrator tube is 
Ipartially immersed in the hot water. Adjust 
I the vertical position of the apparatus and the 
{water temperature as required to complete 
I the concentration in 5 to 10 min. At the 
{proper rate of distillation the balls of the 
{column will actively chatter but the chambers 
{will not flood. When the apparent volume of 
■liquid reaches about 0.5 mL remove the K-D 
lipparatus and allow it to drain and cool for 
I at least 10 min. Remove the micro-Snyder 
■column and rinse its lower joint into die 
■concentrator tube with 0.2 mL of methanol. 
lAdjust the final volume to 2.0 mL 
I 12.5 If the internal standard calibration 
Iprocedure is being used, the internal standard 
I must be added to the sample extract and 
|®ixed thoroughly Immediately before 
|®iection into the gas chromatograph. 

I 12.6 Inject 2 to 5 ^L of the sample extract 
■ ^standard into the gas chromatograph using 
|lbe$olent-flush technique.** Smaller (1.0 |laL) 
Iwjlumes may be injected if automatic devices 
■^employed. Record the volume injected to 
|we nearest 0.05 pL, and the resulting peak 
■•tte in area or peak height units. 


12.7 Identify the parameters in the sample 
by comparing the retention times of the peaks 
in the sample chromatogram with those of the 
peaks in standard chromatograms. The width 
of the retention time window used to make 
identifications should be based upon 
measurements of actual retention time 
variations of standards over the course of a 
day. Three times the standard deviation of a 
retention time for a compound can be used to 
calculate a suggested window size; however, 
the experience of the analyst should weigh 
heavily in the interpretation of 
chromatograms. 

12.8 If the response for a peak exceeds 
the working range of the system, dilute the 
extract and reanalyze. 

12.9 If the measurement of the peak 
response is prevented by the presence of 
interferences, further cleanup is required. 

13. Calculations 

13.1 Determine the concentration of 
individual compounds in the sample. 

13.1.1 If the external standard calibration 
procedure is used, calculate the amount of 
material injected from the peak response 
using the calibration curve or calibration 
factor determined in Section 7.2,2. The 
concentration in the sample can be 
calculated from Equation 2. 

Equation 2. 


Concentration (fi/L)= 


(A)(VJ 

(V,)(VJ 


where: 

A=Amount of material injected (ng). 

V|=sVolume of extract injected (ftL). 

Vt=Volume of total extract (piL). 

V,=Volume of water extracted (mL). 

13.1.2 If the internal standard calibration 
procedure is used, calculate the 
concentration in the sample using the 
response factor (RF) determined in Section 

7.3.2 and Equation 3. 

Equation 3. 


Concentration (>ig/L) = 


(A,)(U 

^Au)(RF)(Vo) 


where: 

A«=Response for the parameter to be 
measured. 

Aig=Re8ponse for the internal standard. 

L=Amount of internal standard added to 
each extract (^g). 

Vo=Volume of water extracted (L). 

13.2 Report results in \i%lL without 
correction for recovery data. All QC data 
obtained should be reported with the sample 
results. 

14. Method Performance 

14.1 The method detection limit (MDL) is 
defined as the minimum concentration of a 
substance that can be measured and reported 
with 99% confidence that the value is above 


zero.* The MDL concentrations listed in 
Table 1 were obtained using reagent water.** 
Similar results were achieved using 
representative wastewaters. The MDL 
actually achieved in a given analysis will 
vary depending on instrument sensitivity and 
matrix effects. 

14.2 This method has been tested for 
linearity of spike recovery from reagent 
water and has been demonstrated to be 
applicable over the concentration range from 
4 X MDL to 1000 X MDL.** 

14.3 This method was tested by 17 
laboratories using reagent water, drinking 
water, surface water, and three industrial 
wastewaters spiked at six concentrations 
over the range 0.8 to 55 ^g/L** Single 
operator precision, overall precision, and 
method accuracy were found to be directly 
related to the concentration of the parameter 
and essentially independent of the sample 
matrix. Linear equations to describe these 
relationships are presented in Table 3. 
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Table 1.—Chromatographic CoNomohts and Method Detection Limits 


Parameler 

Retention lime (min) 

Mattiod 

dsiecSos 

ImltOtg/U 

Column 1 

Column 2 

N'Nitrosodimethylamina ...., . 

4 ^ 

0.88 

A tK 

N'NilrDeodi.rvprQpyiAmirM .. „ .. . * 

121 

A 9 

w.Tg 

N-Nrtrosodipheny1arrvne« .. .. 

•128 

*6/4 

.69 

Ml 



9i 


®®"f*****^ ^^**®ir®®9*** W-AW (80/100 mesh) coated with 10% Cartowax 20 M/2% KOH packed in a 1.6 m long x 4mm ID glass ookmin imth hekum carrier gas at 40 mL/nin 
nowrale Column temperature haw laolhemialal 110 ‘C. except where otherwise indicaled. 

S(^«4ccporl (100/120 mesh) coated with 10% SP-2250 packed in a 1.8 m long x 4 mm ID glass column with helium camm gas at 40 mL/mm (low rate Cokmm 
(emparalura haW laotharmal at 120 X. excapl where otherwise indicaled. 


‘Measured as diphenylamine. 
^ 220 ‘C column temperature. 
*210 X column temperature. 


Table 2.—CX) Acceptance Criteria—Method 607 


Parameter 

Test cone 
(mO/U 

Limit fora 
(Ag/U 

Range for2 
(mO'U 

Pangs for 
p. p, 
(perowO 

N-Nttroso<Smcthvlamine. ... . 

20 

3.4 

4.6-20.0 

13-100 

N-NttroaodiDhanvt-.... „ ..... 

1 

20 

6.1 

2.1-24.5 

D-130 

N-NitroeodhnHXOoylamine..... 

20 

5.7 

11.5-26.8 

45-116 



standard dewakon for four recovery measurements, m ^g/L (Section 8.2.4). 
X-^ Average recovery lor tour recovery measurement in ftg/L (Section 8.24). 
P. Pj(^= Percent recovery measured (Section 8.3.2, Section 24.2). 

D« Detected, result must be greater than zero. 


based dxe^ upon the method performance data In Table 3. Where necessary, the Smrts lor recovery have bean broadened to assure appkcebiltty d the Inrti 
conc«nlratx)ns beWw those used lo develop Table 3. 


Table 3.—Method Accuracy and Precision as Functions of Concentration—Methcki 607 


Parameter 


Accuracy, as 
reoovary. X' 

Single analyst 
praoialon, s»^’ 
0»0/l-) 

OvsrsR 

praoeion.S’ 

(pg/U 

0.37C-H0.06 

0.64C4G52 

0.96C-0.07 

0.251^-0.04 
0.36X-1.53 
O.ISX •1^0.13 

025X^-011 

0.46X-04T 

CL2iX+ats 


N-Nitroaodiphenytaraine.^ 


N-Nitioeod»<rvpropyiafnine. > 


X’ Expected recovery lor one or more measurements of a sample containing a concentration of C, in ug/L 
. --------- . loiXk 


V»Expected single anetyst starWard deviation of meeeurements at an average oonoentration lourW xA'K in ug/L. 
S‘ « Expected mieriaboralory standard deviation o( meaauremenu at an average concentration found oHt in jio/L 
^ - True value for the concentraboa in >ig/L 

Average recovery found lor meesurareents of samples containir^ a ooncentratxjn of C. in ^/L. 


I 


BILLING CODE e560-5(MI 
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COLUMN: 10% CARBOWAX 20M / 2% KOH ON CHROMOSORB W-AW 

TEMPERATURE: 110®C 

DETECTOR; PHOSPHORUS/NITROGEN 



Figure 1. Gas chromatogram of nitrosamines. 
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COLUMN; 10% CARBOWAX 20M/2% KOH ON CHROMOSORB W-AW 

TEMPERATURE: 220*C 

DETECTOR: PHOSPHORUS/NITROGEN 



0 2 4 6 8 10 12 14 16 18 

RETENTION TIME, MIN. 


Figure 2. Gas chromatogram of N-nitrosodiphenylamine 
as diphenylamine. 

MLLINO CODE tSeO-SO-C 
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Method 608—Organochlorine Pesticides and 
PCBs 

/. Scope and Application 

1.1 This method covers the determinatioo 
of certain organodilorine pesticides and 
PCBs. The following parameters can be 
determined by this method: 


Parameter 

STORE! No. 

CASNa 

Aldrin-- 

39330 

309-00-2 

a-BHC..,.. . _’ 

39337 

319-64-8 

/J-BHC. _ 

39336 

319-85-7 

5-BHC__ 

r-BHC_ 

34259 

39340 

319-86-6 

58-69-9 

CNofdana-..... 

39350 

57-74-9 

4,4-000- .... 

89310 

72-54-6 

4.4'-OD6- - 

39320 

72-95-9 

ii-nfjT 

39300 

39380 

50-29-3 

60-57-1 

DwWrln„..... 

Endotuttan 1____ 

34361 

659-96-6 

Endcmilfan li —__, 

34356 

33212-65-9 

Endosutfan sulfate..................... 

34351 

1031-07-6 

Endrin...... 

39390 

72-20-8 

Endrin aktohybe_..........._ 

34366 

7421-93-4 

Heptachfor.. 

39410 

76-44-6 

Mepiachlor epoxide_ 

39420 

1024-57-3 

TmAphana_ . ... 

39400 

34671 

8001-35-2 

12674-11-2 

PCB-1018_ 

PC8-t221_; 

39486 

1104-28-2 

PCB-fZaZ. 

39492 

11141-16-5 

PC8-1242__ 

39496 

53469-21-9 

PCB-t248.. 

39500 

12672-29-6 

PC8-1254__ 

39504 

11097-80-1 

PC8-120O. . 

39508 

11096-82-5 


1.2 This is a gas chromatographic (GC) 
method applicable to the determination of the 
compounds listed above in municipal and 
industrial discharges as provided under 40 
CFR 138.1. When this method is used to 
analyze unfamiliar samples for any or all of 
the compounds above, compound 
identifications should be supported by at 
least one additional qualitative technique. 

This method describes analy|icai conditions 
for a second gas diromatographic column 

that can be used to confirm measurements 
made with the primary column. Method 625 
provides gas chromatograph/mass 
jpectrometer (GC/MS) conditions 
appropriate for the qualitative and 
quantitative confirmation of results for all of 
the parameters listed above, using the extract 
produced by this method 

1.3 The method detection limit (MDL, 
defined in Section 14.1)* for each parameter 
is listed in Table 1. The MDL for a specific 
wastewater may differ from those listed, 
depending upon the nature of interferences in 
the sample matrix. 

1.4 The sample extraction and 
concentration steps in this method are 
essentially the same as in Methods 606. 609, 
fill, and 612. Thus, a single sample may be 

acted to measure the parameters 
included in the scope of each of these 
methods. When cleanup is required, the 
wmcentratioii levels must be high enough to 
pennit selecting aliquots, as necessary, to 
apply appropriate cleanup procedures. The 
analyst is allowed the latitude, under Section 
12, to select chromatographic conditions 
appropriate for the simultaneous 
measurement of combinations of these 
ParametCTS. 

1.5 Any modification of this method, 
hayond those expressly permitted, shall be 
considered as a major modification subject to 
application and approval of alternate test 
procedure* under 40 CFR 13a4 and 136.5. 


1.6 This method is restricted to use by or 
under the supervision of analysts 
experienced in the use of a gas 
chromatograph and in the interpretation of 
gas chromatograms. Each analyst must 
demonstrate the ability to generate 
acceptable results with this method using the 
procedure described in Section 8.2. 

2. Summary of Method 

2.1 A measured volume of sample, 
approximately t-L, is extracted with 
methylene (diloride using a separatory funnel. 
The methylene chloride extract is dried and 
exchagned to hexane during conoentration to 
a volume of 10 mL or less. The extract is 
separated by gas chromatography and the 
parameters are then measured with an 
electron capture detector.* 

2.2 The method provides a Florisil column 
cleanup procedure and an elemental sulfur 
removal procedure to aid in the elimination of 
interferences that may be encountered. 

3. Interferences 

3.1 Method interferences may be caused 
by contaminants in solvents, reagents, 
glassware, and other sample processing 
hardware that lead to discrete artifacts and/ 
or elevated baselines in gas chromatograms. 
All of these materials must be routinely 
demonstrated to be free from interferences 
under the conditions of the analysis by 
running Laboratory reagent blanks as 
describe in Section 8.1.3. 

3.1.1 Glassware must be scrupulously 
cleaned.* Clean all glassware as soon as 
possible after use by rinsing with the last 
solvent used in it. Solvent rinsing should be 
followed by detergent washing with hot 
water, and rinses with tap water and distilled 
water. The glassware should then be drained 
di 7 , and heated in a muffle furnace at 400 *C 
for 15 to 30 min. Some thermally stable 
materials, such as PCBs. may not be 
eliminated by this treatment. Solvent rinses 
with acetone and pesticide quality hexane 
may be substituted for the muffle furnace 
heating. Thorough rinsing with such solvents 
usually eliminates PCB interference. 
Volumetric ware should not be heated in a 
mufrle furnace. After drying and cooling, 
glassware should be sealed and stored in a 
clean environment to prevent any 
accumulation of dust or other contaminants. 
Store inverted or capped with aluminum foil. 

3.1.2 The use of high purity reagents and 
solvents helps to minimize interference 
problems. Purification of solvents by 
distillation in all-glass systems may be 
required. 

3.2 Interferences by phthalate esters can 
pose a major problem in pesticide analysis 
when using the electron capture detector. 
These compounds generally appear in the 
chromatogram as large late eluting peaks, 
especially in the 15 and 50% fractions from 
Florisil. Common flexible plastics contain 
varying amounts of phthalates. These 
phthalates arc easily extracted or leached 
from such materials during laboratory 
operations. Cross contamination of clean 
glassware routinely occurs when plastics are 
handled during extraction steps, especially 
when solvent-wetted surfaces are handled. 
Interferences from phthalates can best be 


minimized by avoiding the use of plastics in 
the laboratory. Exhaustive cleanup of 
reagents and glassware may be required to 
eliminate background phth^ate 
contamination.* * The interferences from 
phthalate esters can be avoided by using a 
microcoulomelric or electrolytic conductivity 
detector. 

3.3 Matrix interferences may be caused 
by contaminants that are co-extracted from 
the sample. The extent of matrix 
interferences will vary considerably From 
source to source, depending upon the nature 
and diversity of the industrial complex or 
municipality being sampled. The cleanup 
procedures in Section 11 can be used to 
overcome many of these interferences, but 
unique samples may require additional 
cleanup approaches to achieve the MOL 
listed in Table 1. 

4. Safety 

4.1 The toxicity or carcinogenicity of each 
reagent used in this method has not been 
precisely defined; however, each chemical 
compound should be treated as a potential 
health hazard. From this viewpoint exposure 
to these chemicals must be reduced to the 
lowest possible level by whatever means 
available. The laboratory is responsible for 
maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of mateiial data 
handling sheets should also be made 
available to all personnel involved in the 
chemical analysis. Additional references to 
laboratory safety are available and have 
been identified *‘for the information of the 
analyst 

4.2 The following parameters covered by 
this method have been tentatively classified 
as known or suspected, human or mammalian 
carcinogens: 4,4'-DDT, 4.4'-DDD. the BHCs, 
and the PCBs. Primary standards of these 
toxic compounds should be prepared in a 
hood. A NIOSH/MESA approved toxic gas 
respirator should be worn when the analyst 
handles high concentrations of these toxic 
compounds. 

5. Apparatus and Materials 

5.1 Sampling equipment, for discrete or 
composite sampling. 

5.1.1 Grab sample bottle—1-L or 1-qt, 
amber glass, fitted with a screw cap lined 
with Teflon. Foil may be substituted for 
Teflon if the sample is not corrosive. If amber 
bottles are not available, protect samples 
from light. The bottle and cap liner must be 
washed rinsed with acetone or methylene 
chloride, and dried before use to minimize 
contamination. 

5.1.2 Automatic sampler (optional)—The 
sampler must incorporate gl^s sample 
containers for the collection of a minimum of 
250 mL of sample. Sample containers must be 
kept refrigerated at 4*C and protected from 
light during composting. If the sampler uses a 
peristaltic pump, a minimum length of 
compressible silicone rubber tubing may be 
used. Before use. however, the compressible 
tubing should be thoroughly rinsed with 
methanol, followed by repeated rinsings with 
distilled water to minimize the potential for 
contamination of the sample. An integrating 
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flow meter is required to collect flow 
proportional composites. 

5.2. Glassware (All specifications are 
suggested. Catalog numbers are included for 
illustration only.): 

5.2.1 Separatory funnel — 2 -L, with Teflon 
stopcock. 

5.2.2 Drying column—Chromatographic 
column, approximately 400 mm long X 19 mm 
ID, with coarse frit filter disc. 

5.2.3 Chromatographic column—400 mm 
long X 22 mm ID, with Teflon stopcock and 
coarse frit filter disc (Kontes K~42054 or 
equivalent). 

5.2.4 Concentrator tube, Kuderna- 
Danish—^ 10 -mL, graduated (Kontes K- 
570050-1025 or equivalent). Calibration must 
be checked at the volumes employed in the 
test. Ground glass stopper is used to prevent 
evaporation of extracts. 

5.2.5 Evaporative flask, Kudema- 
Danish—500-mL (Kontes K-570001-0500 or 
equivalent). Attach to concentrator tube with 
springs. 

5.2.6 Snyder column, Kudema/Danish— 
Three-ball macro (Kontes K-503000-0121 or 
equivalent). 

5.2.7 Vials —10 to 15-mL, amber glass, 
with Teflon-lined screw cap. 

5.3. Boiling chips—^Approximately 10/40 
mesh. Heat to 400*C for 30 min or Soxhlet 
extract with methylene chloride. 

5.4 Water bath—Heated, with concentric 
ring cover, capable of temperature control 
(± 2 ‘'C). The bath should be used in a hood. 

5.5. Balance—Analytical, capable of 
accurately weighing 0.0001 g. 

5.6. Gas chromatograph—An analytical 
system complete with gas chromatograph 
suitable for on-column injection and all 
required accessories including syringes, 
analytical columns, gases, detector, and strip- 
chart recorder. A data system is 
recommended for measuring peak areas. 

5.6.1 Column 1 — 1.8 m long X 4 mm ID 
glass, packed with 1.5% SP-2250/l.95% SP- 
2401 on Supelcoport ( 100/120 mesh) or 
equivalent. This column was used to develop 
the method performance statements in 
Section 14. Guidelines for the use of alternate 
column packings are provided in Section 12 . 1 ., 

5.6.2 Column 2— 1.8 m long X 4 mm ID 
glass, packed with 3% OV -1 on Supelcoport 
( 100/120 mesh) or equivalent. 

5.6.3 Detector—Electron capture detector. 
This detector has proven effective in the 
analysis of wastewaters for the parameters 
listed in the scope (Section 1 . 1 ), and was used 
to develop the method performance 
statements in Section 14. Guidelines for the 
use of alternate detectors are provided in 
Section 12 . 1 . 

6. Reagents 

6.1 Reagent water—Reagent water is 
defined as a water in which an interferent is 
not observed at the MDL of the parameters of 
interest. 

6.2 Sodium hydroxide solution (10 N]— 
Dissolve 40 g of NaOH (ACS) in reagent 
water and dilute to 100 mL 

6.3 Sodium thiosulfate—(ACS) Granular. 

6.4 Sulfuric acid (1 -l-l)—Slowly, add 50 
mL to H 2 SO 4 (ACS. sp. gr. 1.84) to 50 mL of 
reagent water. 


6.5 Acetone, hexane, isooctane, 
methylene chloride—Pesticide quality or 
equivalent. 

6.6 Ethyl ether—Nanograde, redistilled in 
glass if necessary. 

6.6.1 Ethyl ether must be shown to be free 
of peroxides before it is used as indicated by 
EM Laboratories Quant test strips. (Available 
from Scientific Products Co., Cat. No. P1126- 
8, and other suppliers.) 

6.6.2 Procedures recommended for 
removal of peroxides are provided with the 
test strips. After cleanup, 20 mL of ethyl 
alcohol preservative must be added to each 
liter of ether. 

6.7 Sodium sulfate—(ACS) Granular, 
anhydrous. Purify by heating at 400 •C for 4 h 
in a shallow tray. 

6.8 Florisil—PR grade ( 6 O/IOO mesh). 
Purchase activated at 1250 T and store in the 
dark in glass containers with ground glass 
stoppers or foil-lined screw caps. Before use. 
activate each batch at least 16 h at 130 *C in a 
foil-covered glass container and allow to 
cool. 

6.9 Mercury—^Triple distilled. 

6.10 Copper powder—Activated. 

6.11 Stock standard solutions (1.00 ^g/ 
pL)—Stock standard solutions can be 
prepared from pure standard materials or 
purchased as certified solutions. 

6.11.1 Prepare stock standard solutions by 
accurately weighing about 0.0100 g of pure 
material. Dissolve the material in isooctane 
and dilute to volume in a 10-mL volumetric 
flask. Larger volumes can be used at the 
convenience of the analyst. When compound 
purity is assayed to be 96% or greater, the 
weight can be used without correction to 
calculate the concentration of the stock 
standard. Commercially prepared stock 
standards can be used at any concentration if 
they are certified by the manufacturer or by 
an independent source. 

6.11.2 Transfer the stock standard 
solutions into Teflon-sealed screw-cap 
bottles. Store at 4 *C and protect from light. 
Stock standard solutions should be checked 
frequently for signs of degradation or 
evaporation, especially just prior to preparing 
calibration standards from them. 

6.11.3 Stock standard solutions must be 
replaced after six months, or sooner if 
comparison with check standards indicates a 
problem. 

6.12 Quality control check sample 
concentrate—^e Section 8.2.1. 

7. Calibration 

7.1 Establish gas chromatographic 
operating conditions equivalent to those 
given in Table 1. The gas chromatographic 
system can be calibrated using the external 
standard technique (Section 7.2) or the 
internal standard technique (Section 7.3). 

7.2 External standard calibration 
procedure: 

7.2.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standai^s to a 
volumetric flask and diluting to volume with 
isooctane. One of the external standards 
should be at a concentration near, but above, 
the MDL (Table 1) and the other 
concentrations should correspond to the 


expected range of concentrations found in 
real samples or should define the working 
range of the detector. 

7.2.2 Using injections of 2 to 5 pL, analyze 
each calibration standard according to 
Section 12 and tabulate peak height or area 
responses against the mass injected. The 
results can be used to prepare a calibration 
curve for each compound. Alternatively, if 
the ratio of response to amount injected 
(calibration factor) is a constant over the 
working range (<10% relative standard 
deviation, RSD), linearity through the origin 
can be assumed and the average ratio or 
calibration factor can be used in place of a 
calibration curve. 

7.3 Internal standard calibration 
procedure—^To use this approach, the analyst 
must select one or more internal standards 
that are similar in analytical behavior to the 
compounds of interest. The analyst must 
further demonstrate that the measurement of 
the internal standard is not affected by 
method or matrix interferences. Because of 
these limitations, no internal standard can be 
suggested that is applicable to all samples. 

7.3.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standaixls to a 
volumetric flask. To each calibration 
standard, add a known constant amount of 
one or more internal standards. aAd dilute to 
volume with isooctane. One of the standards 
should be at a concentration near, but above, 
the MDL and the other concentrations should 
correspond to the expected range of 
concentrations found in real samples or 
should deBne the working range of the 
detector. 

7.3.2 Using injections of 2 to 5 ^L, analyze 
each calibration’^andard according to 
Section 12 and tabulate peak height or area 
responses against concentration for each 
compound and internal standard. Calculate 
response factors (RF) for each compound 
using Equation 1. 

Equation 1. 

(A.)(CJ 

RF =- 

(AuHC.) 


where: 

A«=Response for the parameter to be 
measured. 

Ato=Response for the internal standard. 

Cu=Concentration of the internal standard 
(Mg/L). 

C,=Concentraton of the parameter to be 
measured (fig/L). 

If the RF value over the working range is a 
constant (< 10% RSD), the RF can be 
assumed to be invariant and the average RF 
can be used for calculations. Alternatively, 
the results can be used to plot a calibration 
curve of response ratios, A«/A|„ vs. RF. 

7.4 The working calibration curve, 
calibration factor, or RF must be verified on 
each working day by the measurement of one 
or more calibration standards. If the response 
for any parameter varies from the predicted 
response by more than ±15%, the test must 
be repeated using a fresh calibration 
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standard. Alternatively, a new calibration 
curve muat be prepared for that compound. 

7.5 The cleanup procedure in Section 11 
utilizes Florisil column chromatography. 
Florisil from different batches or sources may 
vary in adsorptive capacity. To standardize 
the amount of Florisil whi^ is used, the use 
of lauric acid value • is suggested. TTie 
referenced procedure determines the 
adsorption from hexane solution of lauric 
acid (mg) per g of Florisil. The amount of 
Florist to be used for each column is 
calculated by dividing 110 by this ratio and 
multiplying by 20 g. 

7.6 Before using any cleanup procedure, 
the analyst must process a series of 
calibration standards through the procedure 
to validate elution patterns and the absence 
of interferences from the reagents. 

A Quality Control 

8.1 Each laboratoiy that uses this method 
is required to operate a formal quality control 
program. The minimum requirements of this 
program consist of an initial demonstration of 
laboratory capability and an ongoing 
analysis of spiked samples to evaluate and 
document d^ta quality. The laboratory must 
maintain records to document the quality of 
data that is generated. Ongoing data quality 
checks are compared with established 
performance criteria to determine if the 
results of analyses meet the performance 
characteristics of the method. When results 
of sample spikes indicate atypical method 
performance, a quality control check 
standard must be anaJyzed to confirm that 
the measurements were performed in an in- 
control mode of operation. • 

8 .1.1 The analyst must make an initial, 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with this method. This ability is established 
as described in Section 8.2. 

8 .1.2 In recognition of advances that are 
occurring in chromatography, the analyst is 
permitted certain options (detailed in 
Sections 10.4,11.1, and 12.1) to improve the 
separations or lower the cost of 
measurements. Each time such a modification 
is made to the method, the analyst is required 
to repeat the procedure in Section 8.2. 

8.1.3 Before processing any samples, the 
analyst must analyze a reagent water blank 
to demonstrate that interferences from the 
analytical system and glassware are under 
control. Each time a set of samples is 
extracted or reagents are changed, a reagent 
water blank must be processed as a 
safeguaitl against laboratory contamination. 

8.1.4 The laboratory must, on an ongoing 
basis, spike and analyze a minimum of 10% of 
all samples to monitor and evaluate 
laboratory data quality. This procedure is 
described in Section 8.3. 

8.1.5 The laboratory must, on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
control. This procedure is described in 
Section 8.4. The frequency of the check 
standard analyses is equivalent to 10% of all 
samples analyzed but may be reduced if 
spike recoveries from samples (Section 8.3) 
oieel all specified quality control criteria. 

8 .1.6 Tlie laboratory must maintain 
performance records to document the quality 


of data that is generated. This procedure is 
described in Section 6.5. 

8 J2 To establish the ability to generate 
acceptable accuracy and precision, the 
analyst must perform the following 
operations. 

8 .2.1 A quality control (QC) check sample 
concentrate is required containing each 
single-component parameter of interest at the 
following conoentratioDS in acetone: 4.4'- 
DDD, 10 pg/mL: 4.4'-DDT, 10 pg/mL; 
endosulfan 11.10 pg/mL; endosuifan sulfate. 
10 pg/mL; endrin. 10 pg/mL; any other single¬ 
component pesticide. 2 pg/mL. If this method 
is only to be used to analyze for PCBs, 
chlordane. or toxapbene. the QC check 
sample concentrate should contain the most 
representative multicomponent parameter at 
a concentration of 50 pg/mL in acetone. The 
QC check sample concentrate must be 
obtained from the U.S. Environmental 
Protection Agency, Environmental Monitoring 
and Support Laboratory in Cincinnati. Ohio, 
if available. If not available from that source, 
the QC check sample concentrate must be 
obtained from another external source. If not 
available b*om either source above, the QC 
check sample concentrate must be prepared 
by the laboratory using stodc standards 
prepared independently from those used for 
calibration. 

8 .2.2 Using a pipet, prepare QC check 
samples at the test concentrations shown in 
Table 3 by adding 1.00 mL of QC check 
sample concentrate to each of four 1-L 
aliquots of reagent water. 

8.2.3 Analyze the well-mixed QC check 
samples according to the method beginning in 
Section 10. 

8.2.4 Calculate the average recovery (X) 
in pg/mL; and the standard deviation of the 
recovery (s) in pg/mL, for each parameter 
using the four results. 

8.2.5 For each parameter compare s and 
with the corresponding acceptance criteria 
for precision and accuracy, respectively, 
found in Table 3. If s and X for all parameters 
of interest meet the acceptance criteria, the 
system performance is acceptable and 
analysis of actual samples can begin. If any 
individual s exceeds the precision limit or 
any individual X falls outside the range for 
accuracy, the system performance is 
unacceptable for that parameter. 

Note.—^The large number of parameters in 
Table 3 present a substantial probability that 
one or more will fail at least one of the 
acceptance criteria when all parameters are 
analyzed. 

8 .2.8 When one or more of the parameters 
tested fail at least one of the acceptance 
criteria, the analyst must proceed according 
to Section 8.2.6.1 or 8.2.6.2. 

8 .2.6.1 Locate and correct the source of 
the problem and repeat the test for all 
parameters of interest beginning with Section 
8 . 2 . 2 . 

8 .2.6.2 Beginning with Section a2.2. repeat 
the test only for those parameters that failed 
to meet criteria. Repeated failure, however, 
will confirm a general problem with the 
measurement system. If this occurs, locate 
and correct the source of the problem and 
repeat (he test for all compounds of interest 
beginning with Section 8J2.2. 

8.3 The laboratory must on an ongoing 
basis, spike at least 10% of the samples from 


each sample site being monitored to assess 
accuracy. For laboratories analyzing one to 
ten samples per month, at least one spiked 
sample per month is required. 

8.3.1 The concentration of the spike in the 
sample should be determined as follows: 

8.3.1.1 If, as in compliance monitoring, the 
concentration of a specific parameter in the 
sample is being checked against a regulatory 
concentration limit the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 

8.3.1.2 If the concentration of a specific 
parameter in the sample is not being checked 
against a limit specific to that parameter, the 
spike should be at the test concentration in 
Section 8.2.2 or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentralion would 
be larger. 

8.3.1.3 If it is impractical to determine 
background levels before spiking (e.g., 
maximum holding times will be exceeded), 
the spike concentration should be (1) the 
regulatoiy concentration limit, if any: or. if 
none (2) the larger of either 5 times higher 
than the expected background concentration 
or the test concentration in Section 8.2.2. 

8.3.2 Analyze one sample aliquot to 
determine the background concentration (B) 
of each parameter. If necessary, prepare a 
new QC check sample concentrate (Section 
8 .2.1) appropriate for the background 
concentrations in the sample. Spike a second 
sample aliquot with 1.0 mL of the QC check 
sample concentrate and analyze it to 
determine the concentration after spiking (A) 
of each parameter. Calculate each percent 
recovery (P) as 100(A-B)%/T, where T is the 
known true value of the spike. 

8.3.3 Compare the percent recovery (P) for 
each parameter with the corresponding QC 
acceptance criteria found in Table 3. These 
acceptance criteria were calculated to 
include an allowance for error in 
measurement of both the background and 
spike concentrations, assuming a spike to 
background ratio of 5:1. This error will be 
accounted for to the extent that the analyst’s 
spike to background ratio approaches 5:1.*° If 
spiking was performed at a concentration 
lower than the test concentration in Section 
8 .2.2. the analyst must use either the QC 
acceptance criteria in Table 3. or optional QC 
acceptance criteria calculated for the specific 
spike concentration. To calculate optional 
acceptance criteria for the recovery of a 
parameter (1) Calculate accuracy (X') using 
the equation in Table 4. substituting the spike 
concentration (T) for C; (2) calculate overall 
precision (S') using the equation in Table 4. 
substituting X' for JC (3) calculate the range 
for recovery at the spike concentration as 
(100 X7T)±2.44(100 S7T)%.»o 

8.3.4 If any individual P falls outside the 
designated range for recovery, that parameter 
has failed the acceptance criteria. A check 
standard containing each parameter that 
failed the criteria musi be analyzed as 
described in Section 8.4. 

8.4 If any parameter fails the acceptance 
criteria for recovery in Section 8.3, a ^ 
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check standard containing each parameter 
that failed must be prepared and analyzed. 

Note.—The frequency for the required 
analysis of a QC check standard will depend 
upon the number of parameters being 
simultaneously tested, the complexity of the 
sample matrix, and the performance of the 
laboratory. If the entire list of parameters in 
Table 3 must be measured in the sample in 
Section 8.3, the probability that the analysis 
of a QC check standard will be required is 
high. In this case the QC check standard 
should be routinely analyzed with the spike 
sample. 

8.4.1 Prepare the QC check standard by 
adding 1.0 mL of QC check sample 
concentrate (Sections 8.2.1 or 8.3.2) to 1 L of 
reagent water. The QC check standard needs 
only to contain the parameters that failed 
criteria in the test in Section 8.3. 

8.4.2 Analyze the QC check standards to 
determine the concentration measured (A) of 
each parameter. Calculate each percent 
recovery (PJ as 100 (A/T)%. where T is the 
true value of the standard concentration. 

8.4.3 Compare the percent recovery (PJ 
for each parameter with the corresponding 
QC acceptance criteria found in Table 3. 

Only parameters that failed the test in 
Section 8.3 need to be compared with these 
criteria. If the recovery of any such parameter 
falls outside the designated range, the 
laboratory performance for that parameter is 
judged to be out of control, and die problem 
must be immediately identified and 
corrected. The analytical result for that 
parameter in the unspiked sample is suspect 
and may not be reported for regulatory 
compliance purposes. 

8.5 As part of the QC program for the 
laboratory, method accuracy for wastewater 
samples must be assessed and records must 
be maintained. After the analysis of five 
spiked wastewater samples as in Section 8.3, 
calculate the average percent recovery (P) 
and the standard deviation of the percent 
recovery (Sp). Express the accuracy 
assessment as a percent recovery interval 
from P-2 Sp to P-l-2 Sp. If P=90% and 
8p=10%. for example, the accuracy interval is 
expressed as 70-110%. Update the accuracy 
assessment for each parameter on a regular 
basis (e.g. after each five to ten new accuracy 
measurements). 

8.6 It is recommended that the laboratory 
adopt additional quality assurance practices 
for use with this method. The specific 
practices that are most productive depend 
upon the needs of the laboratory and the 
nature of the samples. Field duplicates may 
be analyzed to assess the precision of the 
en\ironmental measurements. When doubt 
exists over the identification of a peak on the 
chromatogram, confirmatory techniques such 
as gas chromatography with a dissimilar 
column, specific element detector, or mass 
spectrometer must be used. Whenever 
possible, the laboratory should analyze 
standard reference materials and participate 
in relevant performance evaluation studies. 

9. Sample Collection, Preservation, and 
Handling 

9.1 Grab samples must be collected in 
glass containers. Conventional sampling 
practices ‘ * should be followed, except that 


the bottle must not be prerinsed with sample 
before collection. Composite samples should 
be collected in refrigerated glass containers 
in accordance with the requirements of the 
program. Automatic sampling equipment 
must be as free as possible of Tygon tubing 
and other potential sources of contamination. 

9.2 All samples must be iced or 
refrigerated at 4 *C from the time of collection 
until extraction. If the samples will not be 
extracted within 72 h of collection, the 
sample should be adjusted to a pH range of 
5.0 to 9.0 with sodium hydroxide solution or 
sulfuric acid. Record the volume of acid or 
base used. If aldrin is to be determined, add 
sodium thiosulfate when residual chlorine is 
present. EPA Methods 330.4 and 330.5 may be 
used for measurement of residual chlorine.** 
Field test kits are available for this purpose. 

9.3 All samples must be extracted within 
7 days of collection and completely analyzed 
within 40 days of extraction.* 

10. Sample Extraction 

10.1 Mark the water meniscus on the side 
of the sample bottle for later determination of 
sample volume. Pour the entire sample into a 
2-L separatory funnel. 

10.2 Add 60 mL of methylene chloride to 
the sample bottle, seal, and shake 30 s to 
rinse the inner surface. Transfer the solvent 
to the separatory funnel and extract the 
sample by shaking the funnel for 2 min with 
periodic venting to release excess pressure. 
Allow the organic layer to separate from the 
water phase for a minimum of 10 min. If the 
emulsion interface between layers is more 
than one-third the volume of the solvent 
layer, the analyst must employ mechanical 
techniques to complete the phase separation. 
The optium technique depends upon the 
sample, but may include stirring, filtration of 
the emulsion through glass wool, 
centrifugation, or other physical methods. 
Collect the methylene chloride extract in a 
250-mL Erlenmeyer flask. 

10.3 Add a second 60-mL volume of 
methylene chloride to the sample bottle and 
repeat the extraction procedure a second 
time, combining the extracts in the 
Erlenmeyer flask. Perform a third extraction 
in the same manner. 

10.4 Assemble a Kudema-Danish (K-D) 
concentrator by attaching a 10-mL 
concentrator tube to a 500-mL evaporative 
flask. Other concentration devices or 
techniques may be used in place of the K-D 
concentrator if the requirements of Section 

8.2 are met. 

10.5 Pour the combined e>^tract through a 
solvent-rinsed drying column containing 
about 10 cm of anhydrous sodium sulfate, 
and collect the extract in the K-D 
concentrator. Rinse the Erlenmeyer flask and 
column with 20 to 30 mL of methylene 
chloride to complete the quantitative transfer. 

10.6 Add one or two clean boiling chips to 
the evaporative flask and attach a tl^e-ball 
Snyder column. Prewet the Snyder column by 
adding about 1 mL of methylene chloride to 
the top. Place the K-D apparatus on a hot 
water bath (60 to 65 X) so that the 
concentrator tube is partially immersed in the 
hot water, and the entire lower rounded 
surface of the flask is bathed with hot vapor. 
Adjust the vertical position of the apparatus 


and the water temperature as required to 
complete the concentration in 15 to 20 min. At 
the proper rate of distillation the balls of the 
column will actively chatter but the chambers 
will not flood with condensed solvent. When 
the apparent volume of liquid reaches 1 mL 
remove the K-D apparatus and allow it to 
drain and cool for at least 10 min. 

10.7 Increase the temperature of the hot 
water bath to about 80 X. Momentarily 
remove the Snyder column, add 50 mL of 
hexane and a new boiling chip, and reattach 
the Snyder column. Concentrate the extract 
as in Section 10.6, except use hexane to 
prewet the column. The elapsed time of 
concentration should be 5 to 10 min. 

10.8 Remove the Snyder column and rinse 
the flask and its lower joint into the 
concentrator tube with 1 to 2 mL of hexane. A 
5-mL syringe is recommended for this 
operation. Stopper the concentrator tube and 
store refrigerated if further processing will 
not be performed immediately. If the extract 
will be stored longer than two days, it should 
be transferred to a Teflon-sealed screw-cap 
vial. If the sample extract requires no further 
cleanup, proceed with gas chromatographic 
analysis (Section 12). If the sample requires 
further cleanup, proceed to Section 11. 

10.9 Determine the original sample 
volume by refilling the sample bottle to the 
mark and transferring the liquid to a 1000-ml 
graduated cylinder. Record the sample 
volume to the nearest 5 mL 

11. Cleanup and Separation 

11.1 Cleanup procedures may not be 
necessary for a relatively clean sample 
matrix. If particular circumstances demand 
the use of a cleanup procedure, the analyst 
may use either procedure below or any other 
appropriate procedure. However, the analyst 
first must demonstrate that the requirements 
of Section 8.2 can be met using the method as 
revised to incorporate the cleanup procedure. 
The Florisil column allows for a select 
fractionation of the compounds and will 
eliminate polar interferences. Elemental 
sulfur, which interferes with the electron 
capture gas chromatography of certain 
pesticides, can be removed by the technique 
described in Section 11.3. 

11.2 Florisil column cleanup: 

11.2.1 Place a weight of Florisil (nominally 
20 g) predetermined by calibration (Section 
7.5), into a chromatographic column. Tap the 
column to settle the Florisil and add 1 to 2 cm 
of anhydrous sodium sulfate to the top. 

11.2.2 Add 60 mL of hexane to wet and 
rinse the sodium sulfate and Florisil. Just 
prior to exposure of the sodium sulfate layer 
to the air, stop the elution of the hexane by 
closing the stopcock on the chromatographic 
column. Discard the eluate. 

11.2.3 Adjust the sample extract volume 
to 10 mL with hexane and transfer it from the 
K-D concentrator tube onto the column. 

Rinse the tube twice with 1 to 2 mL of 
hexane, adding each rinse to the column. 

11.2.4 Place a 500-mL K-D flask and clean 
concentrator tube under the chromatographic 
column. Drain the column into the flask until 
the sodium sulfate layer is nearly exposed. 
Elute the column with 200 mL of 6% ethyl 
ether in hexane (V/V) (Fraction 1) at a rate of 
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about 5 mL/min. Remove the K-D flask and 
set it aside for later concentration. Elute the 
column again, using 200 mL of 15% ethyl ether 
in hexane (V/V) (Fraction 2), into a second K- 
D flask. Perform the third elution using 200 
mL of 50% ethyl ether in hexane (V/V) 
(Fraction 3). The elution patterns for the 
pesticides and PCBs are shown in Table 2, 

11.2.5 Concentrate the fractions as in 
Section 10.8, except use hexane to prewet the 
column and set the wafer bath at about 85 *C. 
When the apparatus is cool, remove the 
Snyder column and rinse the flask and its 
lower joint into the concentrator tube with 
hexane. Adjust the volume of each fraction to 
10 mL with hexane and analyze by gas 
chromatography (Section 12). 

11.3 Elemental sulfur will usually elute 
entirely in Fraction 1 of the Florisil column 
cleanup. To remove sulfur interference from 
this fraction or the original extract, pipel 1.00 
mL of the concentrated extract into a clean 
concentrator tube or Teflon-sealed vial. Add 
one to three drops of mercury and seal.** 
Agitate the contents of the vial for 15 to 30 s. 
Prolonged shaking (2 h) may be required. If 
so, this may be accomplished with a 
reciprocal shaker. Alternatively, activated 
copper powder may be used for sulfur 
removal.*^ Analyze by gas chromatography. 

12, Gas Chromatography 

12.1 Table 1 summarizes the 
recommended operating conditions for the 
gas chromatograph. Included in this table are 
retention times and MDL that can be 
achieved under these conditions. Examples of 
the separations achieved by Column 1 are 
shown in Figures 1 to 10. Other packed or 
capillary (open-tubular) columns, 
chromatographic conditions, or detectors may 
be used if the requirements of Section 8.2 are 
met 

12.2 Calibrate the system daily as 
described in Section 7. 

12.3 If the internal standard calibration 
procedure is being used, the internal standard 
must be added to the sample extract and 
mixed thoroughly immediately before 
injection into the gas chromatograph. 

12.4 Inject 2 to 5 ^L of the sample extract 
or standard into the gas chromatograph using 
the solvent-flush technique.** Smaller (1.0 uL) 
volumes may be injected if automatic devices 
are employed. Record the volume injected to 
the nearest 0.05 /xL, the total extract volume, 
and the resulting peak size in area or peak 
height units. 

12.5 Identify the parameters in the sample 
by comparing the retention times of the peaks 
in the sample chromatogram with those of the 
peaks in standard chromatograms. The width 
of the retention lime window used to make 
identifications should be based upon 
measurements of actual retention time 
variations of standards over the course of a 
day. Three times the standard deviation of a 
retention time for a compound can be used to 
calculate a suggested window size; however, 
the experience of the analyst should weigh 
heavily in the interpretation of 
chromatograms. 

12.6 If the response for a peak exceeds 
the working range of the system, dilute the 
extract and reanalyze. 


12.7 If the measurement of the peak 
response is prevented by the presence of 
interferences, further cleanup is required. 

13. Calculations 

13.1 Determine the concentration of 
individual compounds in the sample. 

13.1.1 If the external standard calibration 
procedure is used, calculate the amount of 
material injected from the peak response 
using the calibration curve or calibration 
factor determined in Section 7.2.2. The 
concentration in the sample can be 
calculated from Equation 2. 

Equation 2. 


Concentration (ftg/L) = 


(A)(V|) 

(Vd(V.) 


where: 

A = Amount of material injected (ng). 

V|=Volume of extract injected [pL]. 

Vi=Volume of total extract (pL). 

V,=Volume of water extracted (mL). 

13.1.2 If the internal standard calibration 
procedure is used, calculate the 
concentration in the sample using the 
response factor (RF) determined in Section 

7.3.2 and Equation 3. 

Equation 3. 


Concentration (Mg/L)=' 


(A,) (U 

(AJ(RF)(Vo) 


where: 

A,*Response for the parameter to be 
measured. 

Au=Response for the internal standard. 

I«=Amount of internal standard added to 
each extract (/ig). 

Vo=Volume of water extracted (L). 

13.2 When it is apparent that two or more 
PCB (Aroclor) mixtures are present, the 
Webb and McCall procedure *• may be used 
to identify and quantify the Aroclors. 

13.3 For multicomponent mixtures 
(chlordane. toxaphene, and PCBs) match 
retention times of peaks in the standards 
with peaks in the sample. Quantitate every 
identifiable peak unless interference with 
individual peaks persist after cleanup. Add 
peak height or peak area of each identified 
peak in the chromatogram. Calculate as total 
response in the sample versus total response 
in the standard. 

13.4 Report results in fig/L without 
correction for recovery data. All QC data 
obtained should be reported with the sample 
results. 

14. Method Performance 

14.1 The method detection limit (MDL) is 
defined as the minimum concentration of a 
substance that can be measured and reported 
with 99% confidence that the value is above 
zero.* The MDL concentrations listed in 
Table 1 were obtained using reagent water.*’ 
Similar results were achieved using 


representative wastewaters. The MDL 
actually achieved in a given analysis will 
vary depending on instrument sensitivity and 
matrix effects. 

14.2 This method has been tested for 
linearity of spike recovery from reagent 
water and has been demonstrated to 
applicable over the concentration range from 
4xMDL to 1000 XMDL with the following 
exceptions: Chlordane recovery at 4XMDL 
was low (60%); Toxaphene recovery was 
demonstrated linear over the range of 
lOxMDL to lOOOxMDL*’ 

14.3 This method was tested by 20 
laboratories using reagent water, drinking 
water, surface water, and three industrial 
wastewaters spiked at six concentrations.** 
Concentrations used in the study ranged from 
0.5 to 30 pgiL for single-component pesticides 
and from 8.5 to 400 pg/L for multicomponent 
parameters. Single operator precision, overall 
precision, and method accuracy were found 
to be directly related to the concentration of 
the parameter and essentially independent of 
the sample matrix. Linear equations to 
describe these relationships are presented in 
Table 4. 
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Table 1.—Chromatoc&aphic Conditioi^ 
AND Method Detection Umits 


Table 1 .—Chromatographic Conditions 
AND Method Detection Limits— Continued 


Parameter 

Retention time 
(min) 

ca 1 

Cot. 2 

n.RHfL 

1.35 

1.82 

y-BHC .. . 

1.70 

2.13 

/LRHn 

1 90 

1.97 

Hnptftfihlor . 

2.00 

3.35 

S-RMn . 

2.15 

220 

Aldrin.„._ 

240 

4.10 

Heptadiior epoxide—.. 

350 

500 

EndosuHen 1 ... 

4.50 

520 

4 4^nnp 

513 

7.15 

rwertrin 

5.45 

7.23 

Fndrin...,. ... 

6.56 

510 

4.4-000 ... 

783 

9.08 

Erxiosuifan ti, -.. 

6.00 

8.28 

4.4-001... __ 

940 

11.75 

Eodrtn aldehyde - 

11.82 

530 

Endosuitvi suffata 

14.22 

10.70 

Chkxdarm ... . 

mr 

mr 

Toxaphene —>... . __ 

mr 

mr 

PTJUIOIA 

nw 

mr 

PfM-1991 . 

mr 

mr 

PC3-1232.... 

mt 

mr 


Method 

detec* 


0 * 9/14 


Parameter 

Retention time 
(min) 

Method 

detec- 

Col. t 

Coi 2 

bon 

limit 

(pg/U 


mr 

mr 

0.065 

nd 

PCB-1248____ 

mr 

nv 

PC8>1254 ..- 

mr 

mr 

nd 

PCB-T260.. 

mr 

mr 

nd 


Column 1 oonditiooa: Supelooport (100/120 meth) coated 
with 15% SP-2250/1.96% SP-240t packed in a 1.S m long 
X 4 mm ID glass cotumn with 5% methane/95% argon 
carrier gas at 60 mL/mm flow rate. Column temperature held 
isothermal at 200 'C. except for PCB-1016 through PCB- 
1248, should be measured at 160 *C. 

(^umn 2 conditiona: Supelcoport (100/120 mesh) coated 
with 3% OV-1 packed in a 1.6 m long x 4 mm ID glass 
column with 5% rnethane/95% argon carrier gas at 60 mL/ 
min flow rate (}oKjmn temperature held isothermal at 200 'C 
lor the pesticides at 140 *C for PCB-1221 arxl 1232; and at 
170 ‘C for PCB-1016 and 1242 to 1268. 
mr=Muftjple peak re sp onse. See Figures 2 thru 10. 
nd>:Noi determined. 


Table 2.—Distribution of Chlorinated 
Pesticides and PCBs into Florisil Col¬ 
umn Fractions * 


Parameter 

Percent recovery by fraction * 

1 

2 

3 


100 



a-BHC;_ 

100 




97 



. 

8-BHC_ 

96 



y-BHC...__ 

100 



Chiordane.....~...... 

100 



4.4-000.... . . .... 

99 



4.4‘-0DE.... 

98 



4.4'-0DT ...... 

100 



DiAkirin . .. 

0 

too 


Endosulfan 1 . 

37 

64 


PrvVMtaten II 

0 

7 

91 

Endosulfan iniUife , 

0 

0 

106 

Endrin.... . 

4 

96 

Erxfrin aldehyde.. 

0 

68 

26 

HApIftrhW 

100 


Hoplenhlor epo«lde 

100 



TnvAphanA. 

j6 



PCB-1016 ... 

97 



PCB-1221_ 

97 



PC&-1232.... 

95 

4 


PC8-1242.-™_ 

97 



PCB-1248......_ 

103 



PCB-1254.. 

90 



PCB-1260.-. 

95 







0.003 

0.00 

0.00 

0.003 

aoo9 

O.OCM 

0.063 

0.014 


* Eluant com ooe to ort 

Fraction 1-4% ethyi ether in hexane: 

Fraction 2-15% ethyl ether In hexane 
Frscllon 3-50% ethyl ether in hexena 

Table 3.—OC Acceptance Criteria— 
Method 608 


0.004 

0.002 

0.006 

0.011 

Parameter 

Test 

cone. 

Og/ 

Umit 
tor s 

(pg/U 

Ra^ 

(pg/U 

Ran^ 

PU%i 

0.004 

0.012 

Alr4n« . .. 

2.0 

0.42 

t.08-224 

42-122 

0.023 

a-8HC.... 

20 

0.48 

.06-244 

37-134 

0.066 

. . 

2.0 

0.64 

076-2.60 

17-147 

0.014 

A.HHn . 

20 

572 

1.01-2.37 

15-140 

524 

y-BHC- 

2.0 

0.46 

0186-232 

32-127 

nd 

- 

50 

tao 

27.6-64.3 

45-119 

nd 

4.4 -ODD__ 

to 

28 

4.8-12.6 

31-141 

nd 

4.4 -DDE.... 

2.0 

0.55 

1.06-260 

30-145 


Table 3.—OC Acceptance Criteria— 
Method 608—Continued 


Parameter 

Test 

cone. 

"tf 

Limit 
for s 
(Mg/t) 

Range 
for X 
(pg/L) 

Rengt 

for^ 

P,(%) 

4.4-OOT___ 

10 

3.6 

4.6-13.7 

25-160 

DiokMn . 

2.0 

576 

1.15-2.49 

36-146 

Endosulfan L 

20 

549 

1.14-282 

45-153 

Erxiosuifan D_ 

10 

51 

22-17.1 

0-202 

Endosulfan Sulfate.... 

10 

2.7 

36-132 

26-144 

Endrin__— 

10 

3.7 

51-12.6 

30-147 

Heptechlor- 

20 

540 

0.86-200 

34-111 

Hepiachior epoxide— 

20 

041 

1.13-263 

37-142 

Toxapher>e-- 

50 

12.7 

27.8-55.6 

41-126 

PCB-lOie_ 

50 

10.0 

305-512 

50-114 

PC8-1221_ 

50 

244 

221-752 

15-178 

PCB.1232.-. 

SO 

17.9 

14.0-98.5 

10-215 

PC8-1242... 

50 

122 

24 8-66.6 

39-150 

PCB-t248 „ . 

50 

159 

29.0-702 

36-158 

Pna-i^ 

50 

132 

222-57.0 

29-131 

PCB-t260 

50 

102 

18.7-642 

8-127 


•'-Standard deviation of tour recovery measurements, in 
^dfL (Section 8.2.4). 

Average recovery tor four recovery measurements, in 
ftg/L (Sectton 8.2.4). 

P, P,-Percent recovery measured (Section 83.2. Section 
8.4.2). 

D^Detected; result must be greater than zero. 

Note.—These criteria are based dkectfy upon the method 
performance data in Tebia 4. Where n eces s ary, the fcnits tor 
recovery have been broadened to assure appkcabikty of the 
iMTSti to concentretons below toose used to develop Tabio 
4. 

Table 4. Method Accuracy and Precision 
AS Functions of Concentratkin—Meth¬ 
od 608 


Parameter 

Aocurecy. as 
recovery. X* 
(pg/L) 

arxaiyst 

precismn, 

V (pg/i4 

OveraH 
precision. S 
(P9/L) 

Aldrin_ 

5810-1-0.04 

51611-0.04 

0.20jC-0.01 

o-SHC...... 

0.840-^503 

0.1331+0.04 

o2ax-o.oo 

/^BHC...... 

0.81 C-F 0.07 

0.2ZX-0.02 

0.33X-0.96 

d-BHC_ 

5610-1-0.07 

6.18^+0.09 

0.253C+503 

y-BHC_ 

5820-0.06 

51231+006 

0223C+0.04 

(^hiordane... 

0.82C-0.04 

0.13^+0.13 

0.18X+0.18 

4.4’.OOD_ 

0.84C-1-0.30 

020X-0.18 

0273^^0.14 

4.4-ODE_ 

0.850-1-514 

P.t3lt+0.06 

02B3C-0.09 

4.4-DOT_ 

0.93C-0.13 

0.17i+029 

0.3131 >521 

Oieldrin.. 

0.90C-F0.02 

512^+0.19 

0.16X+0.16 

Endosulfan I........ 

0 97C-F0.04 

0.10X+007 

0.1831+0.08 

EndosuBan H- 

a03C>l-0.34 

0^lX+0.e6 

0.473(-0.20 

EndosuMan 




Sulfate- 

(L89C-027 

ai3lt-f0.33 

0.2431+535 

Endrin... 

0.89C-0i)4 

0.28X+0.25 

024^+025 

Heptechlor_ 

0.890-^0.04 

5063^+513 

0.163(+0.0e 

Haptachtof 





Q.89C^aiO 

0.1811-5.11 

0253^-508 

Toxaphene- 

5800 + 1.74 

0.0931+520 

0.20X+022 

PCB-1010.. 

0.8tC+0.50 

0.13jt+515 

0.1531+0.45 

PC8-1221_ 

5960+065 

02931-576 

0.35^-0.82 

PCe-1232_ 

0.910+1579 

0.2lt-l93 

0,3131+320 

PC8-1242- 

0.93C+0.70 

0.11X+1.40 

0.213( +122 

PCB-1248. 

0.97C+1.06 

0173t+541 

0.2631-0.37 

PC8-1254_ 

576C+207 

0.15JI+1.86 

0.173(+382 

PC8-1260..... 

0.66C+3.76 

0.22k-2.37 

5303(-4J6 


X‘«Expected recovery tor one or more measurements oi 
a sample oontoining e concentration of C. in ftjQ/L 

= Expected single ariolyst standard deviation of meas¬ 
urements at an average concentration found of X in irg/L 
S’cExpected intoduioretory stvxtertt dewstion of meas¬ 
urements at an average concentration found of IC in pg/L 
C>True vahie tor the concentration, in pg/L 
X«=Average fe co e o ry found tor meesu i e m e m s of samples 
containing a concentration of C. in pg/L 
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COLUMN; 1.5% SP-2250/1.95% SP-2401 ON SUPELCOPORT 
TEMPERATURE: 200*C. 

DETECTOR: ELECTRON CAPTURE 


UJ 

a 



0 4 8 12 16 

RETENTION TIME, MIN. 


Figure 1. Gas chromatogram of pesticides. 
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0 4 8 12 16 


RETENTION TIME, MIN. 

Figure 2. Gas chromatogram of chlordane. 
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COLUMN: 1.5% SP-2250/1.95% SP-2401 ON SUPELCOPORT 
j TEMPERATURE: 200'’C. 

DETECTOR: ELECTRON CAPTURE 



.j_I_I_I_I 1 t _I_L_J_■ ‘_L_ 

2 6 10 14 18 22 26 


RETENTION TIME. MIN. 

Figure 3. Gas chromatogram of toxaphene. 
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Figure 4. Gas chromatogram of PCB-1016. 
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COLUMN: 1.5% SP-2250/1.95% SP-2401 ON SUPELCOPORT 
TEMPERATURE: 160*C. 

DETECTOR: ELECTRON CAPTURE 



RETENTION TIME. f/IIN. 


Figure 5. Gas chromatogram of PCB-1221. 
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COLUMN: 1.5% SP-2250/1.95% SP-2401 ON SUPELCOPORT 
TEMPERATURE: 160*C. 

DETECTOR: ELECTRON CAPTURE 



^ * ■ * * ‘ ^- * - * s ■ 

2 6 10 14 ■ 18 22 24 

RETENTION TIME, MIN. 

Figure 6. Gas chromatogram of PCB-1232, 
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Figure 7. Gas chromatogram of PCB-1242. 
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Figure 8. Gas chromatogram of PCB-1248. 
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COLUMN: 1.5% SP-2250/1.95% SP-2401 ON SUPELCOPORT 
TEMPERATURE: 200*0. 

DETECTOR: ELECTRON CAPTURE 



_ ■ ■ ■ 

2 6 10 14 18 22 


RETENTION TIME, MIN. 

II. 

' Figure 9. Gas chromatogram of PCB-1254. 
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COLUMN: 1.5% SP-2250/1.95% SP-2401 ON SUPELCOPORT 
TEMPERATURE: 200*C. 

DETECTOR: ELECTRON CAPTURE 



.1.1 I I- t _ i _I_I_I_I_I_I_ I _I_L. 

6 10 14 18 22 26 

RETENTION TIME. MIN. 


Figure 10. Gas chromatogram of PCS-1260. 
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Method 609—Nitroaromatics and Isophorone 
I Scope and Application 

1.1 This method covers the determination 
of certain nitroaromatics and isophorone. The 
following parameters may be determined by 
this method: 


Paramotar 

Storat No. 

CaaNo. 

2.4-Dtniirololuana...,- 

34611 

121-14-2 

2 .S^Ooitrotoluana- 

34626 

606-20-2 

_..........._ 

34406 

78-60-1 

Nttrofceniaoa.. . 

34447 

96-96-3 


1.2 This is a gas chromatographic (GC) 
method applicable to the determination of the 
compounds listed above in municipal and 
industrial discharges as provided under 40 
CPR 136.1. When this method is used to 
analyze unfamiliar samples for any or all of 
the compounds above, compound 
identifications should be supported by at 
least one additional qualitative technique. 

This method describes analytical conditions 
for a second gas chromatographic column 
that can be used to confirm measurements 
made with the primary column. Method 625 
provides gas chromatograph/mass 
spectrometer (GC/MS) conditions 
appropriate for the qualitative and 
quantitative confirmation of results for all of 
the parameters listed above, using the extract 
produced by this method. 

1.3 The method detection limit (MDL, 
defined in Section 14.1)* for each parameter 
is listed in Table 1. The MOL for a specific 
wastewater may differ from those listed, 
depending upon the nature of interferences in 
the sample matrix. 

1.4 The sample extraction and 
concentration steps in this method are 
essentially the same as in Methods 606, 608, 
611, and 612. Thus, a single sample may be 
extracted to measure the parameters 
included in the scope of each of these 
methods. When cleanup is required, the 
concentration levels must be high enough to 
permit selecting aliquots, as necessary, to 
apply appropriate cleanup procedures. The 
analyst is allowed the latitude, under Section 
12. to select chromatographic conditions 
appropriate for the simultaneous 
measurement of combinations of these 
parameters, 

L5 Any modification of this method, 
beyond those expressly permitted, shall be 
considered as a major modification subject to 
application and approval of alternate test 
procedures under 40 CFR 136.4 and 136.5. 

1.6 This method is restricted to use by or 
ooder the supervision of analysts 
experienced in the use of a gas 
chromatograph and in the interpretation of 
gas chromatograms. Each analyst must 
demonstrate the ability to generate 
acceptable results with this method using the 
procedure described in Section 8.2. 

2 Summary of Method 

2.1 A measured volume of sample, 
approximately 1-L. is extracted with 
®athylene chloride using a separatory funnel. 
The methylene chloride extract is dried and 
exchanged to hexane during concentration to 
a volume of 10 mL or less. Isophorone and 
nitrobenzene are measured by flame 


ionization detector gas chromatography 
(FIDGC). The dinitrotoluenes are measured 
by electron capture detector gas 
chromatography (ECDGC).* 

2.2 The method provides a Florisil column 
cleanup procedure to aid in the elimination of 
interferences that may be encountered. 

3. Interferences 

3.1 Method interferences may be caused 
by contaminants in solvents, reagents, 
glassware, and other sample processing 
hardware that lead to discrete artifacts and/ 
or elevated baselines in gas chromatograms. 
All of these materials must be routihely 
demonstrated to be free from interferences 
under the conditions of the analysis by 
running laboratory reagent blanks as 
descril^d in Section 8.1.3. 

3.1.1 Glassware must be scrupulously 
cleaned.* Clean all glassware as soon as 
possible after use by rinsing with the last 
solvent used in it. Solvent rinsing should be 
followed by detergent washing with hot 
water, and rinses with tap water and distilled 
water. The glassware should then be drained 
dry, and heated in a muffle furnace at 400 *C 
for 15 to 30 min. Some thermally stable 
materials, such as PCBs, may not be 
eliminated by this treatment. Solvent rinses 
with acetone and pesticide quality hexane 
may be substituted for the muffle furnace 
heating. Thorough rinsing with such solvents 
usually eliminates PCB interference. 
Volumetric ware should not be heated in a 
muffle furnace. After drying and cooling, 
glassware should be se^ed and stored in a 
clean environment to prevent any 
accumulation of dust or other contaminants. 
Store inverted or capped with aluminum foil. 

3.1.2 The use of high purity reagents and 
solvents helps to minimize interference 
problems. Purification of solvents by 
distillation in all-glass systems may be 
required. 

3.2 Matrix interferences may be caused 
by contaminants that are co-extracted from 
the sample. The extent of matrix 
interferences will vary considerably from 
source to source, depending upon the nature 
and diversity of the industrial complex or 
municipality being sampled. The cleanup 
procedure in Section 11 can be used to 
overcome many of these interferences, but 
unique samples may require additional 
cleanup approaches to achieve the MDL 
listed in Table 1. 

4. Safety 

4.1 The toxicity or carcinogenicity of each 
reagent used in this method has not been 
precisely defined: however, each chemical 
compound should be treated as a potential 
health hazard. From this viewpoint, exposure 
to these chemicals must be reduced to the 
lowest possible level by whatever means 
available. The laboratory is responsible for 
maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of material data 
handling sheets should also be made 
available to all personnel involved in the 
chemical analysis. Additional references* to 
laboratory safety are available and have 
been identified for the information of the 
analyst. 


5 . Apparatus and Materials 

5.1 Sampling equipment for discrete or 
composite sampling. 

5.1.1 Grab sample bottle—l-Lorl-qL 
amber glass, fitted with a screw cap lined 
with Teflon. Foil may be substituted for 
Teflon if the sample is not corrosive. If amber 
bottles are not available, protect samples 
from light. The bottle and cap liner must be 
washed, rinsed with acetone or methylene 
chloride, and dried before use to minimize 
contamination. 

5 .1.2 Automatic sampler (optional)—The 
sampler must incorporate glass sample 
containers for the collection of a minimum of 
250 mL of sample. Sample containers must be 
kept refrigerated at 4 X and protected from 
light during compositing. If the sampler uses a 
peristaltic pump, a minimum length of 
compressible silicone rubber tubing may be 
used. Before use, however, the compressible 
tubing should be thoroughly rinsed with 
methanol, followed by repeated rinsings with 
distilled water to minimize the potential for 
contamination of the sample. An integrating 
flow meter is required to collect flow 
proportional composites. 

5.2 Glassware (All specifications are 
suggested. Catalog numbers are included for 
illustration only.): 

5.2.1 Separatory funnel—2-L, with Teflon 
stopcock. 

5 .2.2 Drying column—Chromatographic 
column, approximately 400 mm long x 19 mm 
ID. with coarse frit filter disc. 

5.2.3 Chromatographic column—^100 mm 
long X10 mm ID, with Teflon stopcock. 

5.2.4 Concentrator tube. Kudema- 
Danish—10-mL, graduated (Kontes K-570050~ 
1025 or equivalent). Calibration must be 
checked at the volumes employed in the test. 
Ground glass stopper is used to prevent 
evaporation of extracts. 

5 .2.5 Evaporative flask, Kudema- 
Danish—500-mL (Kontes K-570001-0500 or 
equivalent). Attach to concentrator tube with 
springs. 

5 .2.6 Snyder column. Kudema-Danish— 
Three-ball macro (Kontes K-503000-0121 or 
equivalent). 

5 .2.7 Snyder column, Kudema-Danish— 
Two-ball micro (Kontes K-569001-0219 or 
equivalent). 

5 .2.8 Vials—10 to 15-mL. amber glass, 
with Teflon-lined screw cap. 

5.3 Boiling chips—Approximately 10/40 
mesh. Heat to 400 *C for 30 min or Soxhlct 
extract with methylene chloride. 

5.4 Water bath—Heated, with concentric 
ring cover, capable of temperature control (± 
2 X). The bath should be used in a hood. 

5.5 Balance—Analytical, capable of 
accurately weighing 0.0001 g. 

5.6 Gas chromatograph—An analytical 
system complete with gas chromatograph 
suitable for on-column injection and all 
required accessories including syringes, 
analytical columns, gases, detector, and strip- 
chart recorder. A data system is 
recommended for measuring peak areas. 

5 .6.1 Column 1—^1.2 m long x 2 or 4 mm ID 
glass, packed with 1.95% QF-l/l.5% OV-17 
on Gas-Chrom Q (80/100 mesh) or equivalent. 
This column was used to develop the method 
performance statements givei^in Section 14. 
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Guidelines for the use of alternate column 
packings are provided in Section 12.1. 

5.6.2 Column 2—3.0 m long x 2 or 4 mm ID 
glass, packed with 3% OV-101 on Gas-Chrom 
Q (80/100 mesh) or equivalent. 

5.6.3 Detectors—Flame ionization and 
electron capture detectors. The flame 
ionization detector (FID) is used when 
determining isophorone and nitrobenzene. 
The electron capture detector (BCD) is used 
when determining the dinitrotoluenes. Both 
detectors have proven effective in the 
analysis of wastewaters and were used in 
develop the method performance statements 
in Section 14. Guidelines for the use to 
alternate detectors are provided in Section 
12 . 1 . 

6. Reagents 

6.1 Reagent water—Reagent water is 
defined as a water in which an interferent is 
not observed at the MDL of the parameters of 
interest. 

6.2 Sodium hydroxide solution (10 N)— 
Dissolve 40 g of NaOH (ACS) in reagent 
water and dilute to 100 mL. 

6.3 Sulfuric acid (14-1)—Slowly, add 50 
mL of H3SO4 (ACS. sp. gr. 1.84) to 50 mL of 
reagent water. 

8.4 Acetone, hexane, methanol, methylene 
chloride—Pesticide quality or equivalent. 

6.5 Sodium sulfate—(ACS) Granular, 
anhydrous. Purify by heating at 400 X for 4 h 
in a shallow tray. 

6.6 Florisil—PR grade (60/100 mesh). 
Purchase activated at 1250 •p and store in 
dark in glass containers with ground glass 
stoppers or foil-lined screw caps. Before use, 
activate each batch at least 16 h at 200 X in 
a foil-covered glass container and allow to 
cool. 

6.7 Stock standard solutions (1.00 ^g/ 

^L)—Slock standard solutions can be 
prepared from pure standard materials or 
purchased as certiHed solutions. 

6.7.1 Prepare stock standard solutions by 
accurately weighing about 0.0100 g of pure 
material. Dissolve the material in hexane and 
dilute to volume in a 10-mL volumetric flask. 
Larger volumes can be used at the 
convenience of the analyst. When compound 
purity is assayed to be 96% or greater, the 
weight can be used without correction to 
calculate the concentration of the stock 
standard. Commercially prepared slock 
standards can be used at any concentration if 
they are certified by the manufacturer or by 
an independent source. 

6.7.2 Transfer the stock standard 
solutions into Teflon-sealed screw-cap 
bottles. Store at 4 X and protect from light. 
Stock standard solutions should be checked 
frequently for signs of degradation or 
evaporation, especially just prior to preparing 
calibration standards from them. 

6.7.3 Stock standard solutions must be 
replaced after six months, or sooner if 
comparison with check standards indicates a 
problem. 

6.8 Quality control check sample 
concentrate—See Section 8.2.1. 

7. Calibration 

7.1 Establish gas chromatographic 
operating conditions equivalent to those 
given in Table 1. The gas chromatographic 


system can be calibrated using the external 
standard technique (Section 7.2] or the 
internal standard technique (Section 7.3). 

7.2 External standard calibration 
procedure; 

7.2.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standards to a 
volumetric flask and diluting to volume with 
hexane. One of the external standards should 
be at a concentration near, but above, the 
MDL (Table 1) and the other concentrations 
should correspond to the expected range of 
concentrations found in real samples or 
should define the working range of the 
detector. 

7.2.2 Using injections of 2 to 5 ^L, analyze 
each calibration standard according to 
Section 12 and tabulate peak height or area 
responses against the mass injected. The 
results can be used to prepare a calibration 
curve for each compound. Alternatively, if 
the ratio of response to amount injected 
(calibration factor) is a constant over the 
working range (< 10% relative standard 
deviation, RSD) linearity through the origin 
can be assumed and the average ratio or 
calibration factor can be used in place of a 
calibration curve. 

7.3 Internal standard calibration 
procedure—^To use this approach, the analyst 
must select one or more internal standards 
that are similar in analytical behavior to the 
compounds of interest. The analyst must 
further demonstrate that the measurement of 
the internal standard is not affected by 
method or matrix interferences. Because of • 
these limitations, no internal standard can be 
suggested that is applicable to all samples. 

7.3.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standards to a 
volumetric flash. To each calibration 
standard, add a known constant amount of 
one or more internal standards, and dilute to 
volume with hexane. One of the standards 
should be at a concentration near, but above, 
the MDL and the other concentrations should 
correspond to the expected range of 
concentrations found in real samples or 
should deHne the working range of the 
detector. 

7.3.2 Using injections of 2 to 5 /aL. analyze 
each calibration standard according to 
Section 12 and tabulate peak height or area 
responses against concentration for each 
compound and internal standard. Calculate 
response factors (RF) for each compound 
using Equation 1. 

Equation 1. 

(A.)(Cu) 

RF=- 

(AJ(C.) 

where: 

A,=Response for the parameter to be 
measured. 

At.=Response for the internal standard. 

Cl,=Concentration of the internal standard 
(Mg/L). 

C,—Concentration of the parameter to be 
measured (ftg/b). 


If the RF value over the working range is a I 
constant ( < 10% RSD), the RF can be m 

assumed to be invariant and the average RF ■ 
can be used for calculations. Alternatively. ■ 
the results can be used to plot a calibration I 
curve of response ratios. A,/Ai„ vs. RF. I 

7.4 The working calibration curve. I 

calibration factor, or RF must be verified on I 
each working day by the measurement of one I 
or more calibration standards. If the response I 
for any parameter varies from the predicted 
response by more than ± 15%. a new II 

calibration cur\'e must be prepared for that I 
compound. I 

7.5 Before using any cleanup procedure. H 

the analyst must process a series of I 

calibration standards through the procedure ■ 
to validate elution patterns and the absence I 
of interferences from the reagents. ■ 

8. Quality Control |i 

8.1 Each laboratory that uses this method H 

is required to operate a formal quality control I 
program. The minimum requirements of this 11 
program consist of an initial demonstration of || 
laboratory capability and an ongoing III 

analysis of spiked samples to evaluate and H 
document data quality. The laboratory must 11 
maintain records to document the quality of || 
data that is generated. Ongoing data quality || 
checks are compared with established 11 

performance criteria to determine if the || 
results of analyses meet the performance K 
characteristics of the method. When results 

of sample spikes indicate atypical method 
performance, a quality control check 
standard must be analyzed to confirm that 
the measurements were performed in an in¬ 
control mode of operation. 

8.1.1 The analyst must make an initial, 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with this method. This ability is established 
as described in Section 8.2. 

8 .1.2 In recognition of advances that are 
occurring in chromatography, the analyst is 
permitted certain options (detailed in 
Sections 10.4,11.1, and 12.1) to improve the 
separations or lower the cost of 
measurements. Each time such a roodificatioD 
is made to the method, the analyst is required 
to repeat the procedure in Section 8.2. 

8.1.3 Before processing any samples, the [ 
analyst must analyze a reagent water blank 

to demonstrate that interferences from the 
analytical system and glassware are under 
control. Each time a set of samples is 
extracted or reagents are changed, a reagent 
water blank must be processed as a 
safeguard against laboratory contamination. 

8.1.4 The laboratory must, on an ongoing 
basis, spike and analyze a minimum of 10% of 
all samples to monitor and evaluate 
laboratory data quality. This procedure is 
described in Section 8.3. 

8.1.5 The laboratory must, on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
control. This procedure is described in 
Section 8.4. The frequency of the check 
standard analyses is equivalent to 10% of all 
samples analyzed but may be reduced if 

spike recoveries from samples (Section 8.3j J 
meet all specified quality control criteria. 
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8.1.6 The laboratory must maintain 
performance records to document the quality 
of data that is generated. This procedure is 
described in Section 8.5. 

8.2 To establish the ability to generate 
acceptable accuracy and precision, the 
analyst must perform the following 
Operations. 

8.2.1 A quality control (QC) check sample 
concentrate is required containing each 
parameter of interest in acetone at a 
concentration of 20 pg/mL for each 

dinit rotoluene and 100 pg/mL for isophorone 
and nitrobenzene. The QC check sample 
concentrate must be obtained from the U.S. 
Environmental Protection Agency. 
Environmental Monitoring and Support 
Laboratory in Cincinnati Ohio, if available. If 
not available from that source, the QC check 
sample concentrate must be obtained from 
another external source. If not available from 
either source above, the QC check sample 
ooncenlrate must be prepared by the 
laboratory using stock standards prepared 
independently from those used for 
calibration. 

8.2.2 Using a pipet, prepare QC check 
samples at the test concentrationa shown in 
Table 2 by adding liX) mL of QC check 
sample concentrate to each of four 1-1- 
aliquots of reagent water. 

8.2 J Analyze the weli^mixed QC check 
samples according to the method beginning in 
Section 10. 

8.2.4 Calculate the average recovery (X) 
in pg/L, and the standard deviation of the 
recovery (s) in fsg/L. for each parameter using 
the four results. 

8.2.5 For each parameter compare s and X 
with the corresponding acceptance criteria 
for precisaon and accuracy, respectively, 
found in Table 2. If s and X for all parameters 
of interest meet the acceptance criteria, the 
system performance is acceptable and 
analysis of actual samples can begin. If any 
individual s exceeds the precision limit or 
any individual X falls outside the range for 
accuracy, the system performance is 
unacceptable for that parameter. Locate and 
correct the source of the problem and repeat 
the test for all parameters of interest 
beginning with Section 8.2.2. 

8.3 The laboratory must on an ongoing 
basis, spike at least 10% of the samples from 
each .sample site being monitored to assess 
accuracy. For laboratories analyzing one to 
ten samples per month, at least one spiked 
sample per month is required. 

8.3.1 The concentration of the spike In the 
•ample should be determined as follows: 

8.3.1. 1 If, as in compliance monitoring, the 
concentration of a specific parameter in the 
•ample is being checked against a regulatory 
concentration limit, the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 

8.3.1.2 If the concentration of a specific 
parameter in the sample is not being checked 
•gainst a limit specific to that parameter, the 
•pike should be at the test concentration in 
Section 8.2.2 or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 


8.3.1.3 If it is unpractical to determine 
background levels before spiking (e.g., 
maximum holding times will be exceed), 
the spike concentration should be (1) the 
regulatory concentration hmit, if any; or, if 
none (2) larger of either 5 times higher 
dian the expected background concentration 
or the test concentration in Section 8.2.2. 

8.3.2 Analyze one sample aliquot to 
determine the background concentration (B) 
of each parameter, if necessary, prepare a 
new QC check sample concentrate (Section 
8.2.1) appropriate for the background 
concentrations in the sample. Spike a second 
sample aliquot %vith 1.0 mL of the QC check 
sample concentrate and analyze it to 
determine the concentration after spiking (A) 
of each parameter. (Calculate each percent 
recovery (P) as 100 tA-B)%/T. where T is the 
known true value of the spike. 

8.3.3 Compare the percent recovery (P) for 
each parameter with the corresponding QC 
acceptance criteria found in Table 2. These 
acceptance criteria were calculated to 
include an allowance for error in 
measurement of both the background and 
spike concentrations, assuming a spike to 
background ratio of 5:1. This error will be 
accounted for to the extent that the analyst’s 
spike to badeground ratio approaches 5:1.^ If 
spiking was p^ormed at a concentration 
lower than the test concentration in Section 
B.2.2. the analyst must use either the QC 
acceptance criteria in Table 2. or optional QC 
acceptance criteria calculated for the specific 
spike concentration. To calculate optional 
acceptance criteria for the recovery of a 
parameter (1) Calculate accuracy (X') using 
the equation in Table 3. substituting the spike 
concentration (T) for C: (2) calculate overall 
precision (S') using the equation in Table 3, 
sul)stituting X' for XX8; (3) calculate the 
range for recovery at the spike concentration 
as (100 X'/'H ± 2.44 (100 S'/T)%.^ 

8.3.4 If any individual P fails outside the 
designated range for recovery, that parameter 
has failed the acceptance criteria. A check 
standard containing each parameter that 
failed the criteria must be analyzed as 
described in Section 6.4. 

8.4. If any parameter fails the acceptance 
criteria for recovery in Section 8.3, a QC 
check standard containing each parameter 
that fafled must be prepared and analyzed. 

Note.—^The frequency for the required 
analysis of a QC check standard will depend 
upon the number of parameters being 
simultaneously tested, the complexity of the 
sample matrix, and the performance of the 
laboratory. 

8.4.1 Prepare the QC check standard by 
adding 1.0 mL of QC check sample 
concentrate (Sections 8J2.1 or 8.3.2) to 1 L of 
reagent water. The QC check standard needs 
only to contain the parameters that failed 
criteria in the test In Section 8.3. 

8.4.2 Analyze the QC check standard to 
determine the concentration measured (A) of 
each parameter. Calculate each percent 
recovery (P.) as 100 (A/T)%, where T is the 
true value of the standard concentration. 

a4.3 Compare the percent recovery (P.) 
for each parameter with the corresponding 
QC acceptance criteria found in Table 2. 

Only parameters that failed the test in 
Section 8.3 need to be compared with these 


criteria. If the recovery of any such parameter 
falls outside the designated range, the 
laboratory performance for that parameter is 
judged to be out of control, and the problem 
must be immediately identified and 
corrected. The analytical result for that 
parameter in the unspiked sample is suspect 
and may not be reported for regulatory 
compliance purposes. 

8.5 As part of QC program for the 
laboratory, method accuracy for wastewater 
samples must be assessed and records must 
be maintained. After the analysis of five 
spiked wastewater samples as in Section 8.3, 
calculate the average percent recovery (P) 
and the standard deviation of the percent 
recovery (Sp). Express the accuracy 
assessment as a percent recovery interval 
from P—28p to P + 28p. If PO=90% and Sp = 
10%. for exaihple, the accuracy interval is 
expressed as 70-110%. Update the accuracy 
assessment for each parameter on a regular 
basis (e.g. after each five to ten new accuracy 
measurements). 

8.6 It is recommended that the laboratory 
adopt additional quality assurance practices 
for use with this method. The specific 
practices that are most productive depend 
upon the needs of the laboratory and the 
nature of the samples. Field duplicates may 
be analyzed to assess the precision of the 
environmental measurements. When doubt 
exists over the identification of a peak on the 
chromatogram, confirmatory techniques such 
as gas chromatography with a dissimilar 
column, specific element detector, or mass 
spectrometer must be used. Whenever 
possible, the laboratory should analyze 
standard reference materials and participate 
in relevant performance evaluation studies. 

ft Sample Collection^ Preservation, and 
Handling. 

9.1 Grab samples must be coUeQled in 
glass containers. Conventional sampling 
practices • should be followed, except that 
the bottle must not be prerinsed with sample 
before collection. Composite samples should 
be collected in refrigerated glass containers 
in accordance with the requirements of the 
program. Automatic sampling equipment 
most be as free as possible of Tygon tubing 
and other potential sources of contamination. 

9.2 All samples must be iced or 
refrigerated at 4 *C from the time of jollection 
until extraction. 

9.3 All samples must be extracted within 
7 days of collection and completely analyzed 
within 40 days of extraction.* 

10. Sample Extraction 

10.1 Mark the water meniscus on the side 
of the sample bottle for later determination of 
sample volume. Pour the entire sample into a 
2-L separatory funnel. Check the pH of the 
sample with wide-range pH paper and adjust 
to within the range of 5 to 9 with sodium 
hydroxide solution or sulfuric acid. 

10.2 Add 60 mL of methylene chloride to 
the sample bottle, seal, and shake 30 s to 
rinse the inner surface. Transfer the solvent 
to the separatory funnel and extract the 
sample by shaking the funnel for 2 min with 
periodic venting to release excess pressure. 
Allow the organic layer to separate from the 
water phase for a minimum of 10 min. d the 
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emulsion interface between layers is more 
than one-third the volume of the solvent 
layer, the analyst must employ mechanical 
techniques to complete the phase separation. 
The optimum technique depends upon the 
sample, but may include stirring, filtration of 
the emulsion through glass wool, 
centrifugation, or other physical methods. 
Collect the methylene chloride extract in a 
250-mL Erlenmeyer flask. 

10.3 Add a second OO-mL volume of 
methylene chloride to the sample bottle and 
repeat the extraction procedure a second 
time, combining the extracts in the 
Erlenmeyer flask. Perform a third extraction 
in the same manner. 

10.4 Assemble a Kudema-Danish (K-D) 
concentrator by attaching a 10-mL 
concentrator tube to a 500-mL evaporative 
flask. Other concentration devices or 
techniques may be used in place of the K-D 
concentrator if the requirements of Section 

8.2 are met. 

10.5 Pour the combined extract through a 
solvent-rinsed drying column containing 
about 10 cm of anhydrous sodium sulfate, 
and collect the extract in the K-D 
concentrator. Rinse the Erlenmeyer flask and 
column with 20 to 30 mL of methylene 
chloride to complete the quantitative transfer. 

10.6 Sections 10.7 and 10.8 describe a 
procedure for exchanging the methylene 
chloride solvent to hexane while 
concentrating the extract volume to 1.0 mL 
When it is not necessary to achieve the MDL 
in Table 2. the solvent exchange may be 
made by the addition of 50 mL of hexane and 
concentration to 10 mL as described in 
Method 606, Sections 10.7 and 10.8. 

10.7 Add one or two clean boiling chips to 
the evaporative flask and attach a tl^e-ball 
Snyder column. Prewet the Snyder column by 
adding about 1 mL of methylene chloride to 
the top. Place the K-D apparatus on a hot 
water bath (60 to 65 *C) so that the 
concentrator tube is partially immersed in the 
hot water, and the entire lower rounded 
surface of the flask is bathed with hot vapor. 
Adjust the vertical position of the apparatus 
and the water temperature as required to 
complete the concentration in 15 to 20 min. At 
the proper rate of distillation the balls of the 
column will actively chatter but the chambers 
will not flood with condensed solvent. When 
the apparent volume of liquid reaches 1 mL 
remove tne K-D apparatus and allow it to 
drain and cool for at least 10 min. 

10.8 Remove the Snyder column and rinse 
the flask and its lower joint into the 
concentrator tube with 1 to 2 mL of 
methylene chloride. A 5-mL syringe is 
recommended for this operation. Add 1 to 2 
mL of hexane and a clean boiling chip to the 
concentrator tube and attach a two-ball 
micro-Snyder column. Prewet the column by 
adding about 0.5 mL of hexane to the top. 
Place the micro-K-D apparatus on a hot 
water bath (60 to 65 *C) so that the 
concentrator tube is partially immersed in the 
hot water. Adjust the vertical position of the 
apparatus and the water temperature as 
required to complete the concentration in 5 to 
10 min. At the proper rate of distillation the 
balls of the column will actively chatter but 
the chambers will not flood. When the 
apparent volume of liquid reaches 0.5 mL 


remove the K-D apparatus and allow it to 
drain and cool for at least 10 min. 

10.9 Remove the micro-Snyder column 
and rinse its lower joint into the concentrator 
tube with a minimum amount of hexane. 
Adjust the extract volume to 1.0 mL. Stopper 
the concentrator tube and store refrigerated if 
further processing will not be performed 
immediately. If the extract will be stored 
longer than two days, it should be transferred 
to a Teflon-sealed screw-cap vial. If the 
sample extract requires no further cleanup, 
proceed with gas chromatographic analysis 
(Section 12). If the sample requires further 
cleanup, proceed to Section 11. 

10.10 Determine the original sample 
volume by refilling the sample bottle to the 
murk and transferring the liquid to a ICOO-mL 
graduated cylinder. Record ^e sample 
volume to the nearest 5 mL 

11, Cleanup and Separation 

11.1 Cleanup procedures may not be 
necessary for a relatively clean sample 
matrix. If particular circumstances demand 
the use of a cleanup procedure, the analyst 
may use the procedure below or any other 
appropriate procedure. However, the analyst 
first must demonstrate that the requirements 
of Section 8.2 can be met using the method as 
revised to incorporate the cleanup procedure. 

11.2 Florisil column cleanup: 

11 .2.1 Prepare a slurry of 10 g of activated 
Florisil in methylene chloride/hexane 

(1-f 9)(V/V) and place the Florisil into a 
chromatographic column. Tap the column to 
settle the Florisil and add 1 cm of anhydrous 
sodium sulfate to the top. Adjust the elution 
rate to about 2 mL/min. 

11 .2.2 )ust prior to exposure of the sodium 
sulfate layer to the air, quantitatively transfer 
the sample extract onto the column using an 
additional 2 mL of hexane to complete the 
transfer. Just prior to exposure of the sodium 
sulfate layer to the air, add 30 mL of 
methylene chloride/hexane (1 -I- 9)(V/V} and 
continue the elution of the column. Discard 
the eluate. 

11.2.3 Next, elute the column with 30 mL 
of acetone/methylene chloride (1 -h 9)(V/V) 
into a 500-mL K-D flask equipped with a 10- 
mL concentrator tube. Concentrate the 
collected fraction as in Sections 10.6,10.7, 

10.8, and 10.9 including the solvent exchange 
to 1 mL of hexane. This fraction should 
contain the nitroaromatics and isophorone. 
Analyze by gas chromatography (Section 12). 

12. Gas Chromatography 

12.1 Isophorone and nitrobenzene are 
analyzed by injection of a portion of the 
extract into an FIDGC. The dinitrotoluenes 
are analyzed by a separate injection into an 
ECDGC. Table 1 summarizes the 
recommended operating conditions for the 
gas chromatograph. Included in this table are 
retention times and MDL that can be 
achieved under these conditions. Examples of 
the separations achieved by Column 1 are 
shown in Figures 1 and 2. Other packed or 
capillary (open-tubular) columns, 
chromatographic conditions, or detectors may 
be used if the requirements of Section 8.2 are 
met. 

12.2 Calibrate the system daily as 
described in Section 7. 


12.3 If the internal standard calibration 
procedure is being used, the internal standard 
must be added to the same extract and mixed 
thoroughly immediately before injection into 
the gas chromatograph. 

12.4 Inject 2 to 5 ^L of the sample extract 
or standard into the gas chromatograph using 
the solvent-flush technique.* Smaller (1.0 pL) 
volumes may be injected if automatic devices 
are employed. Record the volume injected to 
the nearest 0.05 pU the total extract volume, 
and the resulting peak size in area or peak 
height units. 

12.5 Identify the parameters in the sample 
by comparing tlie retention times of the peaks 
in the sample chromatogram with those of the 
peaks in standard chromatograms. The width 
of the retention time window used to make 
identifications should be based upon 
measurements of actual retention time 
variations of standards over the course of a 
day. Three times the standard deviation of a 
retention time for a compound can be used to 
calculate a suggested window size: however, 
the experience of the analyst should weigh 
heavily in the interpretation of 
chromatograms. 

12.6 If the response for a peak exceeds 
the working range of the system, dilute the 
extract and reanalyze. 

12.7 If the measurement of the peak 
response is prevented by the presence of 
interferences, further cleanup is required. 

13. Calculations 

13.1 Determine the concentration of 
individual compounds in the sample. 

13.1.1 If the external standard calibration 
procedure is used, calculate the amount of 
material injected from the peak response 
using the calibration curve or calibration 
factor determined in section 7.2.2. The 
concentration in the sample can be 
calculated from Equation 2. 

Equation 2. 


, (A)(VJ 

Concentration (ag/L)=- 

(VJ(V.) 


where: 

A=Amount of material injected (ng). 

Vi=Volume of extract injected (pL). 

Vt=Volume of total extract (pL). 

V,=Volume of water extracted (mL). 

13.1.2 If the internal standard calibration 
procedure is used, calculate the 
concentration in the samle using the response 
factor (RF) determined in Section 7.3.2 and 
Equation 3. 

Equation 3. 


, (A.)(U 

Concentration (ag/L)=- 

(Au){RF)(Vo) 

where: 

A,=Response for the parameter to be 
measured. 
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Response for the internal standard 
Amount of internal standard added to 
each extract (fig). 

Vo= Volume of water extracted (L). 

13.2 Report results in fig/L without 
correction for recovery data. All QC data 
obtained should be reported with the sample 
results. 

!4. Method Performance 

14.1 The method detection limit (MDL) is 
defined as the minimum concentration of a 
substance that can be measured and reported 
with 99% confidence that the value is above 
zero.' The MOL concentrations listed in 
Table 1 were obtained using reagent water. 
Similar results were achieved using 
representative wastewaters. The MDL 
actually achieved in a given analysis will 
vary depending on instrument sensitivity and 
matrix effects. 

14.2 This method has been tested for 
linearity of spike recovery from reagent 
water and has been demonstrated to be 
applicable over the concentration range from 
7XMDL to lOOOxMDL'® 

14.3 This method was tested by 18 
laboratories using reagent water, inking 
water, surface water, and three Industrial 
wastewaters spiked at six concentrations 
over the range 1.0 to 515 ftg/L.* * Single 
operator precision, overall precision, and 
method accuracy were found to be directly 
related to the concentration of the parameter 
and essentially independent of the sample 
matrix. Linear equations to describe these 
relationships are presented in Table 3. 
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Table 1.—Chromatographic Conditions 
AND Method Detection Limits 


Parameter 

Retention time 
(min) 

Method detection 
limit (^g/L) 

Col. 1 

Cot. 2 

ECDGC 

RDGC 

NUrobenzene... 

3.31 

4.31 

13.7 

3.6 

^6-Oin)trotolueoe_ 

3.52 

4.75 

0.01 


Isophorone_ 

4.49 

5.72 

16.7 

6.7 

2.4-Oinitrololuene. 

5.35 

6.54 

0.02 

— 


Column 1 oonditionB: Gas-Chrom O (80/100 mesh) coated 
with 1.95% OF>1/1.5% OV-17 (MCked in a 1.2 m long X 2 
mm or 4 mm ID glass column. A 2 mm ID column and 
nitrogen carrier gas at 44 mL/min flow rate were used when 
determining isophorone and rutrobenxene by FIDGC. The 


column temperature was held isothermal at 85 *C. A 4 mm 
ID column and 10% melhane/90% argon carder gas at 44 
mL/min flow rale were used when determining the dinitrotol* 
uenes by ECDGC. The column temperature was held iso* 
thermal at 145 *C. 

Column 2 condittons: Gas-Chrom Q (80/100 mesh) coated 
with 3% OV-101 packed m a 3.0 m Iona x 2 mm or 4 mm 
ID glass column. A 2 mm ID column and nitrogen carder gas 
at 44 mL/min flow rate ¥vere used when determining isophor¬ 
one and nitrobenzene by FIDGC. The column temperature 
was held isothermal at 100 *C. A 4 mm ID column and 10% 
methane/90% argon carrier gas at 44 rT>L/min flow rate 
were used when determirting the dmitrotoluenes by ECDGC. 
The column temperature was held isothermal at 150 *C. 


Table 2.—QC Acceptance Criteria— 
Method 609 


Parameter 

Test 

Cone. 

Og/ 

Limit 
for s 
Og/ 

Range for 

Range 
for P. 
P.(%) 

2,4-Oinitrotoluene. 

20 

5.1 

3.8-22.8 

e-125 

2.6-Dinilrololuene. 

20 

4.6 

3.8-23.0 

8-126 

Isophorone. 

100 

3^3 

8.0-100.0 

D-117 

Nitrobenzene.....—.. 

100 

33.3 

25.7-100.0 

8-118 


s»Standard deviation of four recovery measurements, in 
ixq/i. (Section 8.2.4). 

X:sAverage recovery for four recovery measurerrtents. in 
fig/L (Section 8.2.4). 

P. P,*= Percent recovery measured (Section 8.3.2, Section 
8.4.2). 

D^Detected; result must be greater than zero 

Note.—These cdtena are based directly upon the method 
performance data in Table 3. Where necessary, the limits for 
recovery have been broadened to assure applicability of the 
limits to concentrations below those used to develop Table 
3. 


Table 3.—Method Accuracy and Precision 
AS Functions of Concentration—Meth¬ 
od 609 


Parameter 

Accuracy, 
as recovery. 
X' (Mg/U 

Single 

analyst 

precision. 

Sr-(M9'U 

OveraN 
precMon. S' 

2.4-Dinitro* 




toluene—. 

0.65C 4^0.22 

0.20X4^0.08 

0.37X-0.07 

2.6-Oinilro* 



0.36X-0.00 

lokiene....- 

0.66Ci-0.20 

o.ioX+o.oe 

Isophorone. 

0.49C+^93 

0.28X4-2.77 

0.46X4-0J1 

Nitrobenzene. 

0.60C+200 

0.25X4-^53 

0.37X-0.78 


X^Expected recovery for one or more measurements of a 
sample containing a cor>oentration of C. m ug/L 
s,' = Expected single analyst standard de^tion of mees* 
urements at an average concentration found of X. in pg/L 
S'«Expected interlaboratory standard deviatioii of meas¬ 
urements at an average concentration found of X, in ^g/L 
C=True value for the concentration, in ^/L 
X^Average recovery found for measurements of samples 
containing a concentration of C, in ^g/L 
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RETENTION TIME, MIN. 

Figure 1. Gas chromatogram 

of nitrobenzene 
and isophorone. 
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COLUMN: 1.5% OV-17/1.95% QF-1 ON GAS CHROM 0 
TEMPERATURE: 1450C. 

DETECTOR: ELECTRON CAPTURE 



RETENTION TIME, MIN. 

Figure 2. Gas chromatogram 
of dinitrotoiuenes. 

WLUNQ CODE 6560-50-0 
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Method 610—Polynuclear Aromatic 
Hydrocarbons 

i. Scope and Application 

1.1 Tliis method covers the determination 
of certain polynuclear aromatic hydrocarbons 
(PAH). The following parameters can be 
determined by this method: 


Parametar 

Storet No 

CAS No. 

Acenaphthona. 

34205 

83-32-0 

Acenaphthylene __ 

34200 

208-98-8 

Anthracene __ 

34220 

120-12-7 

6en7o(a)anthracene... 

34526 

56-55-3 

Beftzo(a)pynne_ 

34247 

50-32-8 

Benzotbjfkioranthene.. 

34230 

205-99-2 

Benzotghilperylene.................^. 

34521 

191-24-2 

Benzo(K)fluorenthene... 

34242 

207-08-0 

Chrysene... 

34320 

218-01-9 

Oiben 2 o(a.h)anmr 8 cene. 

34556 

53-70-3 

Fluoranthene. 

34376 

206-44-0 

Fluorene........ 

34381 

06-73-7 

lrxleno(l .2,3KXJ)pyror)o.. 

34403 

193-39-5 

NaphthaJerw. 

34696 

91-20-3 

Phenanthrene-... 

34461 

85-01-6 

Pyrene .... 

34469 

129-00-0 


1.2 This is a chromatographic method 
applicable to the determination of the 
compounds listed above in municipal and 
industrial discharges as provided under 40 
CFR 136.1. When this method is used to 
analyze unfamiliar samples for any or all of 
the compounds above, compound 
identifications should be supported by at 
least one additional qualitative technique. 
Method 625 provides gas chromatograph/ 
mass spectrometer (GC/MS) conditions 
appropriate for the qualitative and 
quantitative confirmation of results for many 
of the parameters listed above, using the 
extract produced by this method. 

1.3 This method provides for both high 
performance liquid chromatographic (HPLC) 
and gas chromatographic (GC) approaches 
for the determination of PAHs. The gas 
chromatographic procedure does not 
adequately resolve the following four pairs of 
compounds: anthracene and phenanthrene; 
chrysene and benzo(a]anthracene: 
bcnzo(b)nuoranthene and 
benzo(k)fluoranthene: and dibenzo(a,h) 
anthracene and indeno (1.2,3-cd)pyrene. 
Unless the purpose for the analysis can be 
served by reporting the sum of an unresolved 
pair, the liquid chromatographic approach 
must be used for these compounds. The liquid 
chromatographic method does resolve all 16 
of the PAHs listed. 

1.4 The method detection limit (MDL. 
defined in Section 15.1) * for each parameter 
is listed in Table 1. The MDL for a specific 
wastewater may differ from those listed, 
depending upon the nature of interferences in 
the sample matrix. 

1.5 The sample extraction and 
concentration steps in this method are 
essentially the same as in Methods 606, 608. 
609, 611, and 612. Thus, a single sample may 
be extracted to measure the parameters 
included in the scope of each of these 
methods. When cleanup is required, the 
concentration levels must be high enough to 
permit selecting aliquots, as necessary, to 
apply appropriate cleanup procedures. 
Selection of the aliquots must be made prior 
to the solvent exchange steps of this method. 
The analyst is allowed the latitude, under 


Sections 12 and 13, to select chromatographic 
conditions appropriate for the simultaneous 
measurement of combinations of these 
parameters. 

1.6 Any modification of this method, 
beyond those expressly permitted, shall be 
considered as a major modification subject to 
application and approval of alternate test 
procedures under 40 CFR 136.4 and 136.5. 

1.7 This method is restricted to use by or 
under the supervision of analysts 
experienced in the use of HPLC and GC 
systems and in the interpretation of liquid 
and gas chromatograms. Each analyst must 
demonstrate the ability to generate 
acceptable results with this method using the 
procedure described in Section 8.2. 

2. Summary of Method 

2.1 A measured volume of sample, 
approximately 1-L, is extracted with 
methylene chloride using a separatory funnel. 
The methylene chloride extract is dried and 
concentrated to a volume of 10 mL or less. 

The extract is then separated by HPLC or GC, 
Ultraviolet (UV) and fluorescence detectors 
are used with HPLC to identify and measure 
the PAHs. A flame ionization detector is used 
with GC.» 

2.2 The method provides a silica gel 
column cleanup procedure to aid in the 
elimination of interferences that may be 
encountered. 

3. Interferences 

3.1 Method interferences may be caused 
by contaminants in solvents, reagents, 
glassware, and other sample processing 
hardward that lead to discrete artifacts and/ 
or elevated baselines in the chromatograms. 
All of these materials must be routinely 
demonstrated to be free from interferences 
under the conditions of the analysis by 
running laboratory reagent blanks as 
described in Section 8.1.3. 

3.1.1 Glassware must be scrupulously 
cleaned.* Clean all glassware as soon as 
possible after use by rinsing with the last 
solvent used in it. Solvent rinsing should be 
followed by detergent washing with hot 
water, and rinses with tap water and distilled 
water. The glassware should then be drained 
dry, and heated in a muffle furnace at 400 ‘C 
for 15 to 30 min. Some thermally stable 
materials, such as PCBs, may not be 
eliminated by this treatment. Solvent rinses 
with acetone and pesticide quality hexane 
may be substituted for the muffle furnace 
heating. Thorough rinsing with such solvents 
usually eliminates PCB interference. 
Volumetric ware should not be heated in a 
muffle fiimace. After drying and cooling, 
glassware should be sealed and stored in a 
clean environment to prevent any 
accumulation of dust or other contaminants. 
Store inverted or capped with aluminum foil. 

3.1.2 The use of high purity reagents and 
solvents helps to minimize interference 
problems. Purification of solvents by ' 
distillation in all-glass systems may be 
required. 

3.2 Matrix interferences may be caused 
by contaminants that are co-extracted from 
the sample. The extent of matrix 
interferences will vary considerably from 
source to source, depending upon the nature 


and diversity of the industrial complex or 
municipality being sampled. The cleanup 
procedure in Section 11 can be used to 
overcome many of these interferences, but 
unique samples may require additional 
cleanup approaches to achieve the MDL 
listed in table 1. 

3.3 The extent of interferences that may 
be encountered using liquid chromatographic 
techniques has not been fully assessed. 
Although the HPLC conditions described 
allow for a unique resolution of the specific 
PAH compounds covered by this method, 
other PAH compounds may interfere. 

4. Safety 

4.1 The toxicity or carcinogenicity of each 
reagent used in this method have not been 
precisely defined; however, each chemical 
compound should be treated as a potential 
health hazard. From this viewpoint, exposure 
to these chemicals must be reduced to the 
lowest possible level by whatever means 
available. The laboratory is responsible for 
maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of material data 
handling sheets should also be made 
available to all personnel involved in the 
chemical analysis. Additional references to 
laboratory safety are available and have 
been identified for the information of the 
analyst. 

4.2 The following parameters covered by 
this method have been tentatively classified 
as known or suspected, human or mammalian 
carcinogens: benzo(a)anthracene, 
benzo(a)pyrene, and dibenzo(a.h)- 
anthracene. Primary standards of these toxic 
compounds should be prepared in a hood. A 
NIOSH/MESA approved toxic gas respirator 
should be worn when the analyst han^es 
high concentrations of these toxic 
compounds. 

5. Apparatus and Materials 

5.1 Sampling equipment, for discrete or 
composite sampling. 

5.1.1 Grab sample bottle—1-L or l-qt, 
amber glass, fitted with a screw cap lined 
with Teflon. Foil may be substituted for 
Teflon if the sample is not corrosive. If amber 
bottles are not available, protect samples 
from light. The bottle and cap liner must be 
washed, rinsed with acetone or methylene 
chloride, and dried before use to minimize 
contamination. 

5.1.2 Automatic sampler (optional]—^The 
sampler must incorporate glass sample 
containers for the collection of a minin\um of 
250 mL of sample. Sample containers must be 
kept refrigerated at 4 *€ and protected from 
li^t during compositing. If the sampler uses a 
peristaltic pump, a minimum length of 
compressible silicone rubber tubing may be 
used. Before use, however, the compressible 
tubing should be thoroughly rinsed with 
methanol, followed by repeated rinsings with 
distilled water to minimize the potential for 
contamination of the sample. An integrating 
flow meter is required to collect flow 
proportional composites. 

5.2 Glassware (All specifications are 
suggested. Catalog numbers are included for 
illustration only.): 
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5 7 1 Separatory funnel—2-L with Teflon 
ilopcock. 

5.2.2 [)rying column—Chroniatoti(niphic 
column, approximately 400 mm long y 19 mm 
ID. with coarse frit filter disc. 

5.2.3 Concentrator tube. Kudema* 

Dinisb— 10-mL. graduated (Kontes K-670050- 
1025 or equivalent). Calibration must be 
checked at the volumes employed in the test 
Ground glass stopper is used to prevent 
evaporation of extracts. 

52.4 Evaporative flask. Kudema- 
Danish— 500>niL (Kontes K-570001--0500 or 
equivalent). Attach to concentrator tube with 
springs. 

52.5 Snyder column. Kudema-Oanish— 
Three-boll macro (Kontes K>503000-0121 or 
equivalent). 

5.26 Snyder column* Kudema>[)anish— 
Two-ball micro (Kontes K-569001-0219 or 
equivalent). 

52.7 Vials—^10 to 15-mU amber glass, 
with Teflon-lined screw cap. 

52.6 Chromatographic column—250 mm 
long X10 nim4D. with coarse frit filter disc at 
bottom and Teflon stopcock. 

5.3 Boiling chips—^Approximately 10/40 
mesh. Heat to 400 *C for 30 min or Soxhiet 
extract with methylene chloride. 

5.4 Water bath—Heated, with concentric 
ring cover, capable of temperature control 
(±2 *C]. The bath should be used in a hood. 

5.5 Balance—^Analytical, capable of 
accurately weighing 0.0001 g. 

52 High performance liquid 
chronuitograph (HPLC)—^An analytical 
lystem complete with column supplies, high 
pressure syringes, detectors, and compatible 
strip-chart recorder. A data system is 
recommended for measuring peak areas and 
retention times. 

5.6.1 Gradient pumping system—Constant 
Bow. 

5.6.2 Reverse phase column—HC-ODS 
Sil-X. 5 micron particle diameter, in a 25 cm x 
22 mm ID stainless steel cohunn (Perkin 
Elmer No. 089-0716 or equivalent). This 
column was used to develop the method 
performance statements in Section 15. 
Guidelines for the use of alternate column 
packings are provided in Section 12.2. 

5.6.3 Detectors—Fluorescence and/or UV 
tfelectors. The fluorescence detector is used 
lor excitation at 280 run and emission greater 
lhan 389 nm cutoff (Coming 3-75 or 
equivalent). Fluorometers should have 
dieperaive optics for excitation and can 
atiHze either filter or dispersive optics at the 
finiwion detector. The UV detector is used at 
254 nm and should be coupled to the 
fluorescence detector. These detectors were 
wed to develop the method performance 
•latements in Section 15. Guidelines for the 
we of alternate detectors are provided in 
Section 12.2. 

5.7 Gas chromatograph—An analytical 
•ystem complete with temperature 
Programmable gas chromatograph suitable 
for on-column or splitless injeclion and all 
required accessories including syringes. 
®wlytical columns, gases, detector, and strip- 
*!^rt recorder. A data system is 
^mmended for measuring peak areas. 

5.7.1 Column—1.8 m long x 2 mm ID glass. 
Packed with 3% OV-17 on Chromosorb W- 
AW-DCMS (100/120 mesh) or equivalent. 


This column was used to develop the 
retention time data in Table 2. Guidelines for 
the use of alternate column packings are 
provided in Section 13.3. 

5.7.2 Detector—Flame ionization delector. 
This detector has proven effective in the 
analysis of wastewaters for the parameters 
listed in the scope (Section 1.1), excluding the 
four pairs of unresolved compounds listed in 
Section 1.3. Guidelines for the use of 
alternate detectors are provided in Section 
13.3w 

6, Reagents 

6.1 Reagent water—Reagent water is 
defined as a water in which an interferent is 
not observed at the MDL of the parameters of 
interest 

6.2 Sodium thiosulfate—(ACS) Granular. 

6.3 Cyclohexane, methanol, acetone, 
methylene chloride, pentane—Pesticide 
quality or equivalent. 

6.4 Acetonitrile—HPLC quality, distilled 
in glass. 

6.5 Sodium sulfate—(ACS) Granular, 
anhydrous. Purify by heating at 400 •C for 4 h 
in a shallow tray. 

6.6 Silica gel—100/200 mesh, desiccant, 
Davison, grade-923 or equivalent Before use. 
activate for at least 16 h at 130 *C in a 
shallow glass tray, loosely covered with foil 

6.7 Stock standard solutions (1.00 pg/ 
pL)—Stock standard solutions can be 
prepared from pure standard materials or 
purchased as certified solutions. 

6.7.1 Prepare slock standard solutions by 
accurately weighing about 0.0100 g of pure 
material Dissolve the material in acetonitrile 
and dilute to volume in a 10-mL volumetric 
flask. Larger volumes can be used at the 
convenience of the analyst- When compound 
purity is assayed to be 96% or greater, the 
weight can be used without correction to 
calculate the concentration of the stock 
standard. Commercially prepared stock 
standards can be used at any concentration If 
they are certified by the manufacturer or by 
an independent source. 

6.7.2 Transfer the stock standard 
solutions into Teflon-sealed screw-cap 
bottles. Store at 4 'C and protect from light. 
Stock standard solutions should be checked 
frequently for signs of degradation or 
evaporation, especially just prior to preparing 
calibration standards from them. 

6.7.3 Stock standard solutions must be 
replaced after six months, or sooner if 
comparison with check standards indicates a 
problem. 

6.8 Quality control check sample 
concentrate—See Section 8.2.1. 

7. Calibration 

7.1 Establish liquid or gas 
chromatographic operating conditions 
equivalent to those given in Table 1 or 2, The 
chromatographic system can be calibrated 
using the external standard technique 
(Section 7.2) or the internal stands]^ 
technique (Section 7.3). 

7.2 External standard calibration 
procedure: 

7.2.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standards to a 


volumetric flask and diluting to volume with 
acetonitrile. One of the external standards 
should be at a concentration near, but above, 
the MDL (Table 1) and the other 
concentrations should correspond to the 
expected range of concentrations found in 
real samples or should deflne the working 
range of the detector. 

7.2.2 Using Injections of 5 to 25 fiL for 
HPLC and 2 to 5 ^L for GC, anal^^ze each 
calibration standard according to Section 12 
or 13. as appropriate. Tabulate peak height or 
area responses against the mass injected. The 
results can be used to prepare a calibration 
curve for each compound. Alternatively, if 
the ratio of response to amount injected 
(calibration factor) is a constant over the 
working range (<10% relative standard 
deviation. RSD), linearity through the origin 
can be assumed and the average ratio or 
calibration factor can be used in place of a 
calibration curve. 

7.3 Internal standard calibration 
procedure—^To use this approach, the analyst 
must select one or more internal standards 
that are similar in analytical behavior to the 
compounds of interest. The analyst must 
further demonstrate that the measurement of 
the internal standard is not affected by 
method or matrix interferences. Because of 
these limitations, no internal standard can be 
suggested that is applicable to all samples. 

7.3.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standards to a 
volumetric flask. To each calibration 
standard, add a known constant amount of 
one or more internal standards, and dilute to 
volume with acetonitrile. One of the 
standards should be at a concentration near, 
but above, the MDL and the other 
concentrations should correspond to the 
expected range of concentrations found in 
real samples or should define the working 
range of the detector. 

7.3.2 Using injections of 5 to 25 ^ for 
HPLC and 2 to 5 pL for GC analyze each 
calibration standiard according to Section 12 
or 13, as appropriate. Tabulate peak height or 
area responses against concentration for 
each compound and internal standard. 
Calculate response factors (RF) for each 
compound using Equation 1. 

Equation 1. 

(A,)(Q,) 

RF=- 

(AJ(CJ 


where: 

A,=Response for the parameter to be 
measured. 

Aij»= Response for the internal standard. 
0 ,=Concentration of the internal standard 
(M8/b). 

C,=Concentration of the parameter to be 
measured (|ig/L]. 

If the RF value over the working range is a 
constant (<10% RSD), the RF can be 
assumed to be invariant and the average RF 
can be used for calculations. Alternatively, 
the results can be used to plot a calibration 
curve of response ratios, vs. RF. 
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7.4 The working calibration curve, 
calibration factor, or RF must be verified on 
each working day by the measurement of one 
or more calibration standards. If the response 
for any parameter varies from the predicted 
response by more than ±15^, the test must 
be repeated using a fresh calibration 
standard. Alternatively, a new calibration 
curve must be prepared for that compound. 

7.5 Before using any cleanup procedure, 
the analyst must process a series of 
calibration standards through the procedure 
to validate elution patterns and the absence 
of interferences from the reagents. 

6. Quality Control 

8.1 Each laboratory that uses this method 
is required to operate a formal quality control 
program. The minimum requirements of this 
program consist of an initial demonstration of 
laboratory capability and an ongoing 
analysis of spiked samples to evaluate and 
document data quality. The laboratory must 
maintain records to document the quality of 
data that is generated. Ongoing data quality 
checks are compared with established 
performance criteria to determine if the 
results of analyses meet the performance 
characteristics of the method. When results 
of sample spikes indicate atypical method 
performance, a quality control check 
standard must be analyzed to confirm that 
the measurements were performed in an in¬ 
control mode of operation. 

8 .1.1 The analyst must make an initial, 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with this method. This ability is established 
as described in Section 8.2. 

8 .1.2 In recognition of advances that are 
occurring in chromatography, the analyst is 
permitted certain options (detailed in 
Sections 10.4,11.1,12.2, and 13.3) to improve 
the separations or lower the cost of 
measurements. Each time such a modification 
is made to the method, the analyst is required 
to repeat the procedure in Section 8.2. 

8.1.3 Before processing any samples the 
analyst must analyze a reagent water blank 
to demonstrate that interferences from the 
analytical system and glassware are under 
control. Each time a set of samples is 
extracted or reagents are changed a reagent 
water blank must be processed as a 
safeguard against laboratory contamination. 

8.1.4 The laboratory must, on an ongoing 
basis, spike and analyze a minimum of 10% of 
all samples to monitor and evaluate 
laboratory data quality. This procedure is 
described in Section 8.3. 

8.1.5 The laboratory must, on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
control. This procedure is described in 
Section 8.4. The frequency of the check 
standard analyses is equivalent to 10% of all 
samples analyzed but may be reduced if 
spike recoveries from samples (Section 8.3) 
meet all speciHed quality control criteria. 

8 .1.6 The laboratory must maintain 
(Performance records to document the quality 
of data that is generated. This procedure is 
described in Section 8.5. 

8.2 To establish the ability to generate 
acceptable accuracy and precision, the 


analyst must perform the following 
operations. 

8 .2.1 A quality control (QC) check sample 
concentrate is required containing each 
parameter of Interest at the following 
concentrations in acetonitrile: 100 figlmL of 
any of the six early-eluting PAHs 
(naphthalene, acenaphthylene, acenaphthene, 
fluorene, phenanthrene, and anthracene): 5 
p.g/mL of benzo(k)fluoranthene: and 10 fig/ 
mL of any of the other PAHs. The QC check 
sample concentrate must be obtained from 
the U.S. Environmental Protection Agency, 
Environmental Monitoring and Support 
Laboratory in Cincinnati, Ohio, if available. If 
not available from that source, the QC check 
sample concentrate must be obtained from 
another external source. If not available from 
either source above, the QC check sample 
concentrate must be prepared by the 
laboratory using stock standards prepared 
independently from those used for 
calibration. 

8 .2.2 Using a pipet, prepare QC check 
samples at the test concentrations shown in 
Table 3 by adding 1.00 mL of QC check 
sample concentrate to each of four 1-L 
aliquots of reagent water. 

8.2.3 Analyze the well-mixed QC check 
samples according to the method beginning in 
Section 10. 

8.2.4 Calculate the average recovery (X) 
in fig/L and the standard deviation of the 
recovery (s) in fig/L for each parameter using 
the four results. 

8.2.5 For each parameter compare s and JC 
with the corresponding acceptance criteria 
for precision and accuracy, respectively, 
found in Table 3. If s and X for all parameters 
of interest meet the acceptance criteria, the 
system performance is acceptable and 
analysis of actual samples can begin. If any 
individual s exceeds the precision limit or 
any individual X falls outside the range for 
accuracy, the system performance is 
unacceptable for that parameter. 

Note.—^llie large number of parameters in 
Table 3 present a substantial probability that 
one or more will fail at least one of the 
acceptance criteria when all parameters are 
analyzed. 

8 .2.6 When one or more of the parameters 
tested fail at least one of the acceptance 
criteria, the analyst must proceed according 
to Section 8.2.6.1 or 8.2.6.2. 

8 .2.6.1 Locate and correct the source of 
the problem and repeat the test for all 
parameters of interest beginning with Section 
8 . 2 . 2 . 

8 .2.6.2 Beginning with Section 8.2.2, repeat 
the test only for those parameters that failed 
to meet criteria. Repeated failure, however, 
will confirm a general problem with the 
measurement system. If this occurs, locate 
and correct the source of the problem and 
repeat the test for all compounds of interest 
beginning with Section 8.2.2. 

8.3 The laboratory must, on an ongoing 
basis, spike at least 10% of the samples from 
each sample site being monitored to assess 
accuracy. For laboratories analyzing one to 
ten samples per month, at least one spiked 
sample per month is required. 

8.3.1 The concentration of the spike in the 
sample should be determined as follows: 


8.3.1.1 If, as in compliance monitoring, the 
concentration of a specific parameter in the 
sample is being checked against a regulatory 
concentration limit, the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 

8.3.1.2 If the concentration of a specific 
parameter in the sample is not being checked 
against a limit specific to that parameter, the 
spike should be at the test concentration in 
Section 8.2.2 or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would | 
be larger. 

8.3.1.3 If it is impractical to determine 
background levels before spiking (e.g.. 
maximum holding times will be exceeded], 
the spike concentration should be (1) the 
regulatory concentration limit, if any: or, if 
none, (2) the larger of either 5 times higher 
than the expected background concentration 
or the test concentration in Section 8.2.2. 

8.3.2 Analyze one sample alitiuot to 
determine the background concentration (B) 
of each parameter. If necessary, prepare a 
new QC check sample concentrate (Section 
8 .2.1) appropriate for the background 
concentrations in the sample. Spike a second 
sample aliquot with 1.0 mL of the QC check 
sample concentrate and analyze it to 
determine the concentration after spiking (A) 
of each parameter. Calculate each percent 
recovery (P) as 100 (A-B)%/T, where T is the 
known true value of the spike. 

8.3.3 Compare the percent recovery (P) for 
each parameter with the corresponding QC 
acceptance criteria found in Table 3. These 
acceptance criteria were calculated to 
include an allowance for error in 
measurement of both the background and 
spike concentrations, assuming a spike to 
background ratio of 5:1. This error will be 
accounted for to the extent that the analyst * 
spike to background ratio approaches 5:1.^ If 
spiking was performed at a concentration 
lower than the test concentration in Section 
8 .2.2, the analyst must use either the QC 
acceptance criteria in Table 3. or optional QC 
acceptance criteria calculated for the specific 
spike concentration. To calculate optional 
acceptance criteria for the recovery of a 
parameter (1) calculate accuracy (X') using 
the equation in Table 4, substituting the spike 
concentration (T) for C: (2) calculate overall 
precision (S') using the equation in Table 4. 
substituting X' for X; (3) calculate the range 
for recovery at the spike concentration as 
(100 X7T)±2.44(100 S7T)%.’ 

8.3.4 If any individual P falls outside the 
designated range for recovery, that parameter 
has failed the acceptance criteria. A check 
standard containing each parameter that 
failed the critiera must be analyzed as 
described in Section 8.4. 

8.4 If any parameter fails the acceptance 
criteria for recovery in Section 8.3. a QC 
check standard containing each parameter 
that failed must be prepared and analyzed. 

Note.—^The frequency for the required , 

analysis of a QC check standard will depend j 
upon the number of parameters being 
simultaneously tested, the complexity of the 
sample matrix, and the performance of the 
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I laboratory. If the entire list of parameters in 
Table 3 must be measured in the sample in 
Section 8.3. the probability that the analysis 
of a QC check standard will be required is 
high. In this case the QC check standard 
should be routinely analyzed wHh the spike 
sample. 

6.4.1 Prepare the QC check standard by 
adding 1.0 xnL of QC c^eck sample 
concentrate (Sections 8.2.1 or 8.3.2) to 1 L of 

I reagent water. The QC check standard needs 
I (^y to contain the parameters that failed 
criteria in the test in Section 8.3. 

8 .4.2 Analyze the QC check standard to 

i determine the concentration measured (A) of 
each parameter. Calculate each percent 
recovery (PJ as 100 (A/T)%, wh^ T is the 
tnie value of the standard concentration. 

8.4.3 Compare the percent recovery (P.) 
for each parameter with the corresponding 
QC acceptance criteria found in Table 3. 

Only parameters that failed the test in 
Section 8.3 need to be compared with these 
criteria. If the recovery of any such parameter 
(alls outside the designated range, the 
laboratory performance for that parameter is 
fudged to be out of control, and the problem 
must be immediately identified and 

I corrected The analytical result for that 
parameter in the unspiked sample is suspect 
and may not be reported for regulatory 
compliance purposes. 

8.5 As part of the QC program for the 
laboratory, method accuracy for wastewater 
I samples must be assessed and records must 
be maintained. After the analysis of five 
spiked wastewater samples as in Section 8.3. 
ttlculate the average percent recovery (P) 
and the standard deviation of the percent 
; recovery (Sp). Express the accuracy 
assessment as a percent recovery interval 
I from P-28p to P-l-2Sp. If P=90% and 8p=10%. 

; for example, the accuracy interval is 
i expressed as 70->110%. Update the accuracy 
; assessment for each parameter on a regular 
I basis (e.g. after each five to ten new accuracy 
measuremoiti}. 

I 8.6 It is recommended that the laboratory 
adopt additional quality assurance practices 
i for use with this method. The specific 
practices that are most productive depend 
Bpon the needs of the laboratory and the 
nature of the samples. Field duplicates may 
be analyzed to assess the precisian of the 
environmental measurements. When doubt 
I exists over the identiHcatum of a peak on the 
chromatogram, confirmatory techniques such 
1 a&gas chromatography with a diamrailar 
column, specific element detector, or mass 
^sjctromcter must be used. Whenever 
possible, the laboratory should analyze 
standard reference materials and partictpate 
in relevant performance evaluation studies. 

9. Sample Collection. Preservation, and 
Handling 

9.1 Grab samples must be collected in 
fiass containers. Convotional sampling 
practices * should be followed except that 
Ibe bottk must not be prerinsed with sample 
^'^fore collection. Composite samples should 
I ^ collected in refrigerated glass containers 
in accordance with the requirements of the 
program. Automatic sampling equipment 
®ust be as free as possible oJ Tygon tubing 
ind other potential sources of contamination. 


9.2 All samples must be iced or 
refrigerated at 4 *0 from the time of collection 
until extraction. PAhls are known to be light 
sensitive; therefore, samples, extracts, and 
standards should be stored in amber or foil- 
wrapped bottles in order to minimize 
photolytic decomposition. Fill the sample 
bottles and if residual chlorine is present, 
add 80 mg of sodium thiosulfate per liter of 
sample and mix well. EPA Methods 330.4 and 
330.5 may be used for measurement of 
residual chlorine.* Field test kits are 
available for this purpose. 

9.3 All samples must be extracted within 
7 days of collection and completely analyzed 
within 40 days of extraction.* 

10. Sample Extraction 

10.1 Mark the water meniscus on the side 
of the sample bottle for later determination of 
sample volume. Pour the entire sample into a 
2-L separatory funnel. 

10.2 Add 60 mL of methylene chloride to 
the sample bottle, seal, and shake 30 s to 
rinse the inner surface. Transfer the solvent 
to the separatory funnel and extract the 
sample by shaking the fimnel for 2 min. with 
periodic venting to release excess pressure. 
Allow the organic layer to separate from the 
water phase for a mininram of 10 min. If the 
emulsion interface between layers is more 
than one-third the volume of the solvent 
layer, the analyst must employ mechanical 
techniques to complete the phase separation. 
The optimum technique depends upon the 
sample, but may include sfirring, filtration of 
the emulsion dirough glass wool, 
centrifugation, or other physical methods. 
Collect the methylene chloride extract in a 
250-mL Erienraeyer flask. 

10.3 Add a second 60-mL volume of 
methylene chloride to the sample bottle and 
repeat the extraction procedure a second 
time, combining the extracts in the 
Erlenmeyer flask. Perform a third extraction 
in the same manner. 

10.4 Assemble a Kuderna-Danish (K-D) 
concentxator by attaching a ip-mL 
concentrator tube to a SOO-mL evaporative 
fiask. Other concentration devices or 
techniques may be used in place of the K--D 
concentrator if the reqmrements of SectioD 

8.2 are met. 

10.5 Pour the combined extract through a 
solvent-rinsed drying column containing 
about 10 cm of anhydrous sodium sulfate, 
and collect the extract in the K-D 
concentrator. Rinse the Erlenmeyer flask and 
column with 20 to 30 mL of methylene 
chlexide to complete the quantitative transfer. 

ia6 Add one or two clean boiling chips to 
the evaporative Cask and attach a thr^e-bali 
Snyder cohmm. Prewet the Snyder calmBn by 
ad^g about 1 mL of methylene chloride to 
the top. Place the K-D apparatoa on a hot 
water bafii (80 to 65 *C) so that the 
exmeentrator tube ia partially immersed in the 
hot water, and the oitire lower rounded 
surface of the fiask ia bathed with hot vapor. 
Adjust the vertical position of the apparatus 
and the water temperature as required to 
complete die concmitration in 15 to 20 min. At 
the proper rate of distillation the baUs of the 
column will actively chatter but the chambers 
will not flood with condensed solvent. When 
the apparent volume of Uquid reaches 1 mL, 


remove the K-D apparatus and allow it to 
drain and cool for at least 10 min. 

10.7 Remove the Snyder column and rinse 
the flask and its lower joint into the 
concentrator tube with 1 to 2 mL of 
methylene chloride. A 5-mL syringe is 
recommended for this operation. Stopper the 
concentrator tube and store refrigerated if 
further processing will not be performed 
immediately. If the extract will be stored 
longer than two days, it should be transferred 
to a Teflon-sealed screw-cap vial and 
protected from light If the sample extract 
requires no further cleanup, proceed with gas 
or liquid chromatographic analysis (Section 
12 or 13). If the sample requires further 
cleanup, proceed to Section 11. 

10.8 Determine the original sample 
volume by refilling the sample bottle to the 
mark and transferring the liquid to a 1000-mL 
graduated cylinder. Record the sample 
volume to t^ nearest 5 mL. 

11. Cleanup and Separation 

11.1 Cleanup procedures may not be 
necessary for a relatively clean sample 
matrix. If particular circumstances demand 
the use of a cleanup procedure, the analyst 
may use the procedure below or any other 
appropriate procedure. However, the analyst 
first must demonstrate that the requirements 
of Section 8.2 can be met using the methods 
as revised to incorporate the cleanup 
procedure. 

11.2 Before the silica gel cleanup 
technique can be utilized, the extract solvent 
must be exchanged to cyclohexane. Add 1 to 
10 mL of the sample extract (in methylene 
chloride) and a boiling chip to a clean K-0 
concentrator tube. Add 4 mL of cyclohexane 
and attach a two-ball micro-Snyder column. 
Prewet the column by adding 0.5 mL of 
methylene chloride to the top. Place the 
micro-K-D apparatus on a boiling (100 "C) 
water bath so that the concentrator tube is 
partially immersed in the hot water. Adjust 
the vertical position of the apparatus and the 
water temperature as required to complete 
concentration in 5 to 10 min. At the proper 
rate of distillation the balls of the column will 
actively chatter but the chambers will not 
flood. When the apparent volume of the 
liquid reaches 0.5 mL, remove the K-D 
apparatus and allow it to drain and cool for 
at least 10 min. Remove the micro-Snyder 
column and rinse its lower joint into the 
concentrator tube with a minimum amount of 
cyc^hexane. Adjust the extract volume to 
about 2 mL. 

11.3 Silica gel colimm cleanup for PAHs; 

11.3.1 Prepare a slurry of 10 g of 
activiated silica gel in methylene chloride 
and place this into a lO-mm ID 
chromatographic column. Tap the column to 
settle the silica gel and elute the methylene 
chloride. Add 1 to 2 cm of anhydrous sodium 
sulfate to the top of the silica gel 

11.3.2 Preelute the column with 40 mL of 
pentane. The rate for all elutions should be 
about 2 mL/min. Disca’xl the eluate and just 
prior to exposure of the sodium sulfate layer 
to the air. transfer the 2-mL cyclohexane 
sample extract onto the column using an 
additional 2 mL cyclohexane to complete the 
transfer. Just prior to exposure of the sodium 
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sulfate layer to the air, add 25 mL of pentane 
and continue the elution of the column. 
Discard this pentane eluate. 

11.3.3 Next, elute the column with 25 mL 
of methylene chloride/pentane (4-f-6)(V/V) 
into a SOO-mL K-D flask equipped with a 10- 
mL concentrator tube. Concentrate the 
collected fraction to less than 10 mL as in 
Section 10.6. When the apparatus is cool, 
remove the Snyder column and rinse the flask 
and its lower joint with pentane. Proceed 
with HPLC or GC analysis. 

22. High Performance Liquid 
Chromatography 

12.1 To the extract in the concentrator 
tube, add 4 mL of acetonitrile and a new 
boiling chip, then attach a two-ball micro- 
Snyder column. Concentrate the solvent as in 
Section 10.8, except set the water bath at 95 
to 100 "C. When the apparatus is cool, 
remove the micro-Snyder column and rinse 
its lower joint into the concentrator tube with 
about 0.2 mL of acetonitrile. Adjust the 
extract volume to 1.0 mL. 

12.2 Table 1 summarizes the 
recommended operating conditions for the 
HPLC. Included in this table are retention 
times, capacity factors, and MDL that can be 
achieved under these conditions. The UV 
detector is recommended for the 
determination of naphthalene, 
acenaphthylene, acenapthene, and fluorene 
and the fluorescence detector is 
recommended for the remaining PAHs. 
Examples of the separations achieved by this 
HPLC column are shown in Figures 1 and 2. 
Other HPLC columns, chromatographic 
conditions, or detectors may be used if the 
requirements of Section 8.2 are met. 

12.3 Calibrate the system daily as 
described in Section 7. 

12.4 If the internal standard calibration 
procedure is being used, the internal standard 
must be added to the sample extract and 
mixed thoroughly immediately before 
injection into the instrument. 

12.5 Inject 5 to 25 ^L of the sample extract 
or standard into the HPLC using a high 
pressure syringe or a constant volume sample 
injection loop. Record the volume injected to 
the nearest 0.1 ^L, and the resulting peak size 
in area or peak height units. Re-equilibrate 
the HPLC column at the initial gradient 
conditions for at least 10 min between 
injections. 

12.8 Identify the parameters in the sample 
by comparing the retention time of the peaks 
in the sample chromatogram with those of the 
peaks in standard chromatograms. The width 
of the retention time window used to make 
identifications should be based upon 
measurements of actual retention time 
variations of standards over the course of a 
day. Three times the standard deviation of a 
retention time for a compound can be used to 
calculate a suggested window size; however, 
the experience of the analyst should weigh 
heavily in the interpretation of 
chromatograms. 

12.7 If the response for a peak exceeds 
the working range of the system, dilute the 
extract with acetonitrile and reanalyze. 

12.8 If the measurement of the peak 
response is prevented by the presence of 
interferences, further cleanup is required. 


13. Gas Chromatography 

13.1 The packed column GC procedure 
will not resolve certain isomeric pairs as 
indicated in Section 1.3 and Table 2. The 
liquid chromatographic procedure (Section 
12 ) must be used for these parameters. 

13.2 To achieve maximum sensitivity with 
this method, the extract must be concentrated 
to 1.0 mL. Add a clean boiling chip to the 
methylene chloride extract in the 
concentrator tube. Attach a two-ball micro- 
Snyder column. Prewet the micro-Snyder 
column by adding about 0.5 mL of methylene 
chloride to the top. Place the micro-K-D 
apparatus on a hot water bath (80 to 65 *C) so 
that the concentrator tube is partially 
immersed in the hot water. Adjust the 
vertical position of the apparatus and the 
water temperature as required to complete 
the concentration in 5 to 10 min. At the 
proper rate of distillation the balls will 
actively chatter but the chambers will not 
flood. When the apparent volume of liquid 
reaches 0.5 mL, remove the K-D apparatus 
and allow it to drain and cool for at least 10 
min. Remove the micro-Snyder column and 
rinse its lower joint into the concentrator 
tube with a minimum amount of methylene 
chloride. Adjust the final volume to 1.0 mL 
and stopper the concentrator tube. 

13.3 Table 2 summarizes the 
recommended operating conditions for the 
gas chromatograph. Included in this table are 
retention times that were obtained under 
these conditions. An example of the 
separations achieved by this column is 
shown in Figure 3. Other packed or capillary 
(open-tubular) colunms, chromatographic 
conditions, or detectors may be used if the 
requirements of Section 8.2 are met. 

13.4 Calibrate the gas chromatographic 
system daily as described in Section 7. 

13.5 If the internal standard calibration 
procedure is being used, the internal standard 
must be added to the sample extract and 
mixed thoroughly immediately before 
injection into the gas chromatograph. 

13.6 Inject 2 to 5 fiL of the sample extract . 
or standard into the gas chromatograph using 
the solvent-flush technique.*® Smaller (1.0 
/iL) volumes may be injected if automatic 
devices are employed. Record the volume 
injected to the nearest 0.05 ^L. and the 
resulting peak size in area or peak height 
units. 

13.7 Identify the parameters in the sample 
by comparing the retention times of the peaks 
in the sample chromatogram with those of the 
peaks in standard chromatograms. The width 
of the retention time window used to make 
identifications should be based upon 
measurements of actual retention time 
variations of standards over the course of a 
day. Three times the standard deviation of a 
retention time for a compound can be used to 
calculate a suggested window size; however, 
the experience of the analyst should weigh 
heavily in the interpretation of 
chromatograms. 

13.8 If the response for a peak exceeds 
the working range of the system, dilute the 
extract and reanalyze. 

13.9 If the measurement of the peak 
response is prevented by the presence of 
interferences, further cleanup is required. 


14. Calculations 

14.1 Determine the concentration of 
individual compounds in the sample. 

14.1.1 If the external standard calibration 
procedure is used, calculate the amount of 
material injected from the peak response 
using the calibration curve or calibration 
factor determined in Section 72.2. The 
concentration in the sample can be 
calculated from Equation 2. 

Equation 2. 


, (A)(VJ 
Concentration (ag/L) = 

(V.)(V.) 


where: 

A =5 Amount of material injected (ng). 

Vi=Volume of extract injected (^L). 

Vt=Volume of total extract (^L). 

V,=Volume of water extracted (mL). 

14.1.2 If the internal standard (Vibration 
procedure is used, calculate the 
concentration in the sample using the 
response factor (RF) determined in Section 
7.3.2. and Equation 3. 

Equation 3. 


(A.)(I.) 

Concentration (ug/L)= 

(Ai.)(RF)(VJ 


where: 

A, = Response for the parameter to be 
measured. 

Ay = Response for the internal standard. 

L=Amount of internal standard added to 
each extract (fig). 

Vo=Volume of water extracted (L). 

14.2 Report results in fig/L without 
correction for recovery data. All QC data 
obtained should be reported with the sample 
results. 

15. Method Performance 

15.1 The method detection limit (MDL) i« 
defined as the minimum concentration of a 
substance that can be measured and reported 
with 99% confidence that the value is above 
zero. * The MDL concenb'ations listed in 
Table 1 were obtained using reagent water.** 
Similar results were achieved using 
representative wastewaters. MDL for the GC | 
approach were not determined. The MDL 
actually achieved in a given analysis will . 
vary depending on instrument sensitivity and 
matrix effects. 

15.2 This method has been tested for 
linearity of spike recovery from reagent 
water and has been demonstrated to be 
applicable over the concentration range from 
8 X MDL to 800 X MDL* * with the following 
exception: benzo(ghi)perylene recovery at80| 
X and 800 X MDL were low (35% and 45%. 
respectively). 

15.3 This method was tested by 16 
laboratories using reagent water, drinking 
water, surface water, and three Industrial 
wastewaters spiked at six concentrations 
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over the range 0.1 to 425 fig/L.*’ Single 
operator precision, overall precision, and 
method accuracy were found to be directly 
related to the concentration of the parameter 
and essentially independent of the sample 
matrix. Linear equations to describe these 
relationships are presented in Table 4. 
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Table 1.—High Performance Liquid Chro¬ 
matography Conditions and Method De¬ 
tection Limits 


Parameter 

Reterv 

tion 

time 

(min) 

ColurTV) 

ity 

factor 

(k) 

Method 

detec¬ 

tion 

limit 

(pg/U- 

Naphthalene_...... 

16.6 

12.2 

1.8 

Aoenaphthylene.—- 

10.5 

13.7 

2.3 

Acertophtherto 

20.5 

15.2 

1.8 

Fluorene_.......- 

21.2 

15.8 

0.21 

Phenanthrerto_....__ 

22.1 

16.6 

0.64 

Anthracene _...........—..... 

23.4 

17.6 

0.66 

Ftuoranihene.. 

24.5 

18.5 

0.21 

Pyrar>e--- 

25.4 

19.1 

0.27 

B6nzo(a}anthracene...........- 

26.5 

21.8 

0.013 

Chryeane..--- 

29.3 

22.2 

0.15 

BervR)(b)f1uoranther>e...- 

31.6 

24.0 

0.018 

6enzo(K)fhjoranthene____ 

32.9 

25.1 

0.017 

6enzo(a)pyrene... 

33.9 

25.9 

0.023 

Dibenzo(a.h)anthracene- 

35.7 

27.4 

0.030 

Benzo<ghi)peryler)e__ 

36.3 

27.8 

0.076 

lndeno<1 ZS-cdlpyrene — .. 

37.4 

28.7 

0.043 


HPLC cofcimn conditions: Reverse phase HC-ODS SS-X, 
5 micron partide size, in a 25 cm x 2.6 mm ID stainlees 
steel column, isocrabc elution for 5 mm using acetonitrile/ 
water M^6). then linear oradient elution to 100% acetonitrile 
over 25 min at 0.5 mL/mm flow rate. If columna having other 
intemal cSametera are used, the flow rate should be adulated 
to maintain a lir>ear velocity of 2 mm/sec. 

*The MOL for naphthalene, acen^thylene, acenapiv 
thane, and fluorene were determined using a UV detector. AN 
others were determirtod using a fluorescence detector. 


Table 2.—Gas Chromatographic 
Conditions and Retention Times 


Parameter 

Retention 
time (min) 

NAphthalfinw. 

4.5 

A f* mm J ■ ■ a 

»•••••**••«♦•••••••••« »*«a««**«*4**««*««*B**« ••••••• 

10.4 

Ar.aniiphthana . 

10.8 

RunranA . 

12.6 

PtiAnAnthrAnA .. 

15.9 

AnthreoanA....—.. 

15.9 

Fluqrenthane. .,-TTT_t-_r. 

19.8 

PyrAAA.._.... 

20.6 

Benzo(a)anthracene.. ............ 

24.7 

OiryiiAne,,,. . .,, 

24.7 

6etuo(b)1luoranthene ... 

28.0 

Benzo(k)flumnthene... 

28.0 

Benzo(a)pyrene ... 

29.4 

Dt}enzo(a.h)anthracerto........ 

362 

indeno(i,2,3<d)pyrene..,.,... 

36.2 

Benzo(ghi)perytene..... 

38.6 



QC Column conditions: Chromosort W-AW-OCMS (100/ 
120 mesh) coated with 3% OV-17 packed in a 1.6 x 2 mm 
ID glass column with nitrogen carrier gas at 40 mL/min flow 
rate. Column temperatore was held at 100 *C for 4 min. then 
programmed at 8 *C/min to a final hold at 280 *C. 


Table 3.—QC Acceptance Criteria— 
Method 610 


Parameter 

Test 

corx:. 

OJJ/ 

Limit 
for s 

Ojj/ 

Range for 

X Oig/L) 

Range 
for P. 
P.(%) 

Acenaphthene.. 

100 

40.3 

D-105.7 

D-124 

Aoenaphthylerto.. 

100 

45.1 

2^1-112.1 

D-139 

Anthracene.. 

100 

28.7 

11.2-112.3 

D-126 

Berao(a)anthracene.... 

10 

4.0 

3.1-11.6 

12-135 

Benzo(a)pyrene... 

10 

4.0 

0.2-11.0 

D-128 

Benzo(b)fkx>- 





ranthene.— 

10 

3,1 

1.8-138 

6-150 

Benzo(ghi)perylene. 

10 

2.3 

D-10.7 

D-118 

Ben 20 (k)fluo- 





ranthene... 

5 

2.5 

D-7.0 

D-159 

Chryserte. 

10 

4.2 

D-17.5 

D-199 

Dibenzo(a.h)an- 





thracer>e.. 

10 

2.0 

0.3-10.0 

D-110 

FHiorantheoe... 

10 

3.0 

2.7-11.1 

14-123 

FhJorer>e. 

100 

43.0 

D-119 

D-142 

lndeno( 1,2.3- 





cd)pyreoe. 

10 

3.0 

1.2-10.0 

D-116 

Naphthalene_ 

100 

40.7 

21.5-100.0 

D-122 

Phertanthrerto...,. 

100 

37.7 

8.4-133.7 

D-155 

Pyrene...— 

10 

3.4 

1.4-12.1 

D-140 


s«Standard deviation of lour recovery measurements. In 
(Section 8.2.4). 

X»Average recovery for four recovery measurements. In 
^/L (Section 8.2.4). 

P. P,«Percent recovery measured (Section 8.3.2, Section 
8.4.2). 

D»Detected: result must be greater than zero. 

Note.—T hese criteria are based chrectty upon the method 
performance data in Table 4. Where necessary, the limits for 
recovery have been broadened to assure applicability of the 
Nmits to concentratKXis below those used to develop Table 
4. 


Table 4.—Method Accuracy and Precision 
AS Functions of Concentration—Meth¬ 
od 610 


Parameter 

Accuracy, 
as recovery. 
X' (mq/U 

Smote 

analyst 

precisiort, 

(i^g/L) 

Overall 
precision. S' 
(>ig/L) 

Aoer>aphthene. 

0.52C-«>0.54 

0.39X+0.76 

0 . 53 X 4 - 1.32 

Acenaphthylerto. 

0.88C-1.89 

0.36X-1-0.29 

0.42X-f0.52 

Anthracene. 

0.830-1.26 

0.23X-1-1.16 

0 . 41 X 4 - 0.45 

Benzo(a)anthracene.... 
Benzo(a)pyrene. 

0.73C4-0.05 

0.56C^0.01 

0.28X^0.04 

0.38X-0.01 

0.34X-f0.02 

O. 53 X-O.OI 

Ben 20 (b)fluoranthene.. 

Ben 20 (ghi)perylene. 

Benzo(k)ftuorW)ene.. 
Chrysene. 

0.780-1-0,01 

0.440-1-0.30 

0.590-1-0.00 

0,770-0.18 

0.21X-^0.01 
0.25X-1-0.04 
0.44X-0.00 
0.32X-0.10 

0.38X-0.00 

0.58X4-0.10 

0.69X4-0.01 

0.66X-0.22 

Dibenzo(a.h)arv 
thracanA. 

0.41C-I-0.11 

0.24X-1-0.02 

0 . 45 X 4 - 0.03 

Fluoranthene. 

0.68C-1-0.07 

0.22X4-0.06 

0 . 32 X 4 - 0.03 

Ruorerto.. 

0.56C-0.52 

0.44X-1.12 

0.83X-0.65 

Indenod ,2.3- 
cd)pyrerM. 

0.540-^0.06 

0.29X-f0.02 

0 . 42 X 4 . 0.01 

Naphthalene. 

0.57C-0.70 

0.39X-0.18 

0.41 X-0.74 

Phenanthrerw. 

0.72C-0.95 

0.29X-1-0.05 

0.47X-0.25 

Pyrerte. 

0.69C-0.12 

0 . 25 X 4 . 0.14 

0.42X-0.00 




X'sExpected recovery for one or more measurements of a 
sample containing a concentration of C. in ug/L 
s,'>=Expected single analyst standard oe^tion of mess- 
uremerrts at an average concentration found of X, in fig/L 
S‘«Expected Interlaboratory standard deviation of mees- 
uremenu at an average cortcentration found of X. in ^ig/L. 
C-True value for the cortcentration. in ftg/L 
R:=Average recovery found for measurements of samples 
containing a cortoentrabon of C, in fig/L 


BILUNQ CODE 6560-50-M 









































































COLUMN: HC-ODS SIL-X 

MOBILE PHASE: 40% TO 100% ACETONITRILE IN WATER 
DETECTOR: ULTRAVIOLET AT 254nm 
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Figure 1. Liquid chromatogram of polynuclear aromatic hydrocarbons. 




































COLUMN: HC-ODS SIL-X 
MOBILE PHASE: 40%tO 100% ACETONITRILE 
IN WATER 

DETECTOR: FLUORESCENCE 
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COLUMN: 3% 0V-17 0N CHROMOSORB W-AW-DCMS 
PROGRAM: 100®C FOR 4 MIN, 8“C/MIN TO 280“C 
DETECTOR: FLAME IONIZATION 
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Figure 3. Gas chromatogram of polynuclear aromatic hydrocarbons. 
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Method 611—Haloethers 
7. Scope and Application 

1.1 This method covers the determination 
of certain haloethers. The following 
parameters can be determined by this 
method: 


Parametar 

Store! No. 

CAS No. 

Bis(2-€htoroeaiy1) ether .... 

34273 

111-44-4 

B<s(2*chkMnoe<ho9(y) methane. 

34278 

111-81-1 

Bis(2-chiorotepropy0 ether^_ 

34283 

108-60-1 

4 Bromophenyl pheny] ether_ 

34636 

101-55-3 

4-Chkxopheny< phenyl either_ 

34641 

7005-72-3 


1.2 This is a gas chromatographic (GC) 
method applicable to the determination of the 
compounds listed above in municipal and 
industrial discharges as provided under 40 
CFR 136.1. When this method is used to 
analyze unfamiliar samples for any or all of 
the compounds above, compound 
identifications should be supported by at 
least one additional qualitative technique. 
This method describes analytical conditions 
for a second gas chromatographic column 
that can be used to confirm measurements 
made with the primary column. Method 625 
provides gas chromatograph/mass 
spectrometer (GC/MS) conditions 
appropriate for the qualitative and 
quantitative confirmation of results for all of 
the parameters Usted above, using the extract 
produced by this method. 

1.3 The method detection limit (MDU 
defined in Section 14.1) ‘ for each parameter is 
listed in Table 1. The for a specific 
wastewater may differ from those listed, 
depending upon the nature of interferences in 
the sample matrix. 

1.4 The sample extraction and 
concentration steps in this method are 
essentially the same as in Methods 606,608, 
609, and 612. Thus, a single sample may be 
extracted to measure the parameters 
included in the scope of each of these 
methods. When cleanup is required, the 
concentration levels must be high enough to 
permit selecting aliquots, as necessary, to 
apply appropriate cleanup procedures. The 
analyst is allowed the latitude, under Section 
12. to select chromatographic conditions 
appropriate for the simultaneous 
measurement of combinations of these 
parameters. 

1.5 Any modification of this method, 
beyond those expressly permitted, shall be 
considered as a major modification subject to 
application and approval of alternate test 
procedures under 40 CFR 136.4 and 136.5. 

1.6 This method is restricted to use by or 
under the supervision of analysts 
experienced in the use of a gas 
chromatograph and in the interpretation of 
gas chromatograms. Each analyst must 
demonstrate the ability to generate 
acceptable results with this method using the 
procedure described in Section 8.2. 

2. Summary of Method 

2.1 A measured volume of sample, 
approximately 1-L, is extracted with 
methylene chloride using a separatory funnel. 
The methylene chloride extract is dried and 
exchanged to hexane during concentration to 
a volume of 10 mL or less. The extract is 


separated by gas chromatography and the 
parameters are then measured with a halide 
specific detector.* 

2.2 The method provides a Florisil column 
cleanup procedure to aid in the elimination of 
interferences that may be encountered. 

3, Interferences 

3.1 Method interferences may be caused 
by contaminants in solvents, reagents, 
glassware, and other sample processing 
hardware that lead to discrete artifacts and/ 
or elevated baselines in gas chromatograms. 
All of these materials must be routinely 
demonstrated to be free from interferences 
under the conditions of the analysis by 
running laboratory reagent blanks as 
described in Section 6.1.3. 

3.1.1 Glassware must be scrupulously 
cleaned.* Clean all glassware as soon as 
possible after use by rinsing with the last 
solvent used in it Solvent rinsing should be 
followed be detergent washing %vith hot 
water, and rinses with tap water and distilled 
water. The glassware should then be drained 
dry, and heated in a muffle furnace at 400 *C 
for 15 to 30 min. Some thermally stable 
materials, such a PCBs. may not be 
eliminated by this treatment Solvent rinses 
with acetone and pesticide quality hexane 
may be substituted for the muffle furnace 
heating. Thorough rinsing with such solvents 
usually eliminates PCB interference. " 
Volumetric ware should not be heated in a 
muffle furnace. After drying and cooling, 
glassware should be sealed and stored in a 
clean environment to prevent any 
accumulation of dust or other contaminants. 
Store inverted or capped with aluminum foil. 

3.1.2 The use of high purity reagents and 
solvents helps to minimize interference 
problems. Piuification of solvents by 
distillation in all-glass systems may be 
required. 

3.2 Matrix interferences may be caused 
by contaminants that are co-extracted from 
the sample. The extent of matrix 
interferences will vary considerably from 
source to source, depending upon the nature 
and diversity of the industrial complex or 
municipality being sampled. The cleanup 
procedure in Section 11 can be used to 
overcome many of these interferences, but 
unique samples may require additional 
cleanup approaches to achieve the MDL 
listed in Table 1. 

3.3 Dichlorobenzenes are known to 
coelute with haloethers under some gas 
chromatographic conditions. If these 
materials are present together in a sample, it 
may be necessary to analyze the extract with 
two different column packings to completely 
resolve all of the compounds. 

4. Safety 

4.1 The toxicity or carcinogenicity of each 
reagent used in this method has not been 
precisely defined: however, each chemical 
compound should be treated as a potential 
health hazard. From this viewpoint, exposure 
to these chemicals must be reduced to the 
lowest possible level by whatever means 
available. The laboratory is responsible for 
maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 


method. A reference file of material data 
handling sheets should also be made 
available to all personnel involved in the 
chemical analysis. Additional references to 
laboratory safety are available and have 
been identified for the information of the 
analyst. 

5. Apparatus and Materials 

5.1 Sampling equipment, for discrete or 
composite sampling. 

5.1.1 Grab sample bottle—1-L or l-qt, 
amber glass, fitted with a screw cap lined 
with Teflon. Foil may be substituted for 
Teflon if the sample is not corrosive. If amber 
bottles are not available, protect samples 
from light. The bottle and cap liner must be 
washed, rinsed with acetone or methylene 
chloride, and dried before use to minimize 
contamination. 

5.1.2 Automatic sampler (optional)—^Thc 
sampler must incorporate glass sample 
containers for the collection of a minimum of 
250 mL of sample. Sample containers must be 
kept refrigerated at 4 *C and protected from 
light during compositing. If the sampler uses a 
peristaltic pump, a minimum length of 
compressible silicone rubber tubing may be 
used. Before use, however, the compressible 
tubing should be thoroughly rinsed with 
methanol, followed by repeated rinsings with 
distilled water to minimize the potential for 
contamination of the sample. An integrating 
flow meter is required to collect flow 
proportional composites. 

5.2 Glassware (All specifications are 
suggested. Catalog numbers are included for 
illustration only.): 

5.2.1 Separatory funnel—2-L, with Teflon 
stopcock. 

5.2.2 Drying column—Chromatographic 
column, approximately 400 mm long x 19 mm 
ID. with coarse frit filter disc. 

5.2.3 Chromatographic column—400 mm 
long X19 mm ID. with Teflon stopcock and 
coarse frit filter disc at bottom (Kontes K- 
420540-0224 or equivalent). 

5.2.4 Concentrator tube, Kudema- 
Danish—lO-mL, graduated (Kontes K-570050- 
1025 or equivalent). Calibration must be 
checked at the volumes employed in the test. 
Ground glass stopper is us^ to prevent 
evaporation of extracts. 

5.2.5 Evaporative flask. Kudema- 
Danish—500-mL (Kontes K-570001-0500 or 
equivalent). Attach to concentrator tube with 
springs. 

5.2.6 Snyder column, Kudema-Danish— 
Three-ball macro (Kontes K-503000-0121 or 
equivalent). 

5.2.7 Vials—10 to 15-mL, amber glass, 
with Teflon-lined screw cap. 

5.3 Boiling chips—Approximately 10/40 
mesh. Heat to 400 •C for 30 min or SOxhlet 
extract with methylene chloride. 

5.4 Water batli—Heated, with concentric 
ring cover, capable of temperature control 
(±2*C). The bath should be used in a hood. 

5.5 Balance—Analytical, capable of 
accurately weighing 0.0001 g. 

5.6 Gas chn^atograph—An analytical 
system complete with temperature 
programmable gas chromatograph suitable 
for on-column injection and all required 
accessories including syringes, analytical 
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columns, gases, detector, and strip-chart 
recorder. A data system is recommended for 
measuring peak areas. 

5.6.1 Column 1—1.8 m long x 2 mm ID 
glass, packed with 3% SP-1000 on 
Supeicoport (100/120 mesh) or equivalent. 
This column was used to develop the method 
performance statements in Section 14. 
Guidelines for the use of alternate column 
packings are provided in Section 12.1. 

5.6.2 Column 2—1.8 m long x 2 mm ID 
glass, packed with 2,6-diphenylene oxide 
polymer (60/80 mesh). Tenax, or equivalent 

5.6.3 Detector—Halide specific detector 
electrolytic conductivity or microcoulometric. 
These detectors have proven effective in the 
analysis of wastewaters for the parameters 
listed in the scope (Section 1.1). The Hall 
conductivity detector was used to develop 
the method performance statements in 
Section 14. Guidelines for the use of alternate 
detectors are provided in Section 12.1. 
Although less selective, an electron capture 
detector Is an acceptable alternative. 

ft Reagents 

6.1 Reagent water—Reagent water is 
defined as a water in which an interferent is 
not observed at the MDL of the parameters of 
interest. 

6.2 Sodium thiosulfate—(ACS) Granular. 

6.3 Acetone, hexane, methanol, methylene 
chloride, petroleum ether (boiling range 30-60 
*C)—Pesticide quality or equivalent. 

6.4 Sodium sulfate—(ACS) Granular, 
anhydrous. Purify by heating at 400 *C for 4 h 
in a shallow tray. 

6.5 Florisil—PR Grade (60/100 mesh). 
Purchase activated at 1250 *¥ and store in the 
dark in glass containers with ground glass 
stoppers or foil-lined screw caps. Before use. 
activate each batch at least 16 h at 130 X in 
a foil-covered glass container and allow to 
cool. 

6.6 Ethyl ether—Nanograde, redistilled in 
glass if necessary. 

6.6.1 Ethyl ether must be shown to be free 
of peroxides before it is used as indicated by 
EM Laboratories Quant test strips. (Available 
from Scientific Products Co., Cat. No. P1126- 
8. and other suppliers.) 

6.6.2 Procedures recommended for 
removal of peroxides are provided with the 
test strips. After cleanup, 20 mL of ethyl 
alcohol preservative must be added to each 
liter of ether. 

6.7 Stock standard solutions (1.00 ^g/ 
pL)—Stock standard solutions can be 
prepared from pure standard materials or 
purchased as certified solutions. 

6.7.1 Prepare stock standard solutions by 
accurately weighing about 0.0100 g of pure 
material. Dissolve the material in acetone 
and dilute to volume in a 10-mL volumetric 
flask. Larger volumes can be used at the 
convenience of the analyst. When compound 
purity is assayed to be 96% or greater, the 
weight can be used without correction to 
calculate the concentration of the stock 
standard. Commercially prepared stock 
standards can be used at any concentration if 
they are certified by the manufacturer or by 
on independent source. 

6.7.2 Transfer the stock standard 
solutions into Teflon-sealed screw-cap 
bottles. Store at 4 *C and protect from light. 


Stock standard solutions should be checked 
frequently for signs of degradation or 
evaporation, especially just prior to preparing 
calibration standards from them. 

6.7.3 Stock standard solutions must be 
replaced after six months, or sooner if 
comparison with check standards indicates a 
problem. 

6.8 Quality control check sample 
concentrate—See Section 8.2.1. 

7. Calibration 

7.1 Establish gas chromatographic 
operating conditions equivalent to those 
given in Table 1. The gas chromatographic 
system can be calibrated using the external 
standard technique (Section 7.2) or the 
internal standard kchnique (Section 7.3). 

7.2 External standard calibration 
procedure: 

7.2.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standards to a 
volumetric flask and diluting to volume with 
hexane. One of the external standards should 
be at a concentration near, but above, the 
MDL (Table 1) and the other concentrations 
should correspond to the expected range of 
concentrations found in real samples or 
should define the working range of the 
detector. 

7.2.2 tJsing injections of 2 to 5 ^L. analyze 
each calibration standard according to 
Section 12 and tabulate peak height or area 
responses against the mass injected. The 
results can be used to prepare a calibration 
curve for each compound. Alternatively. If 
the ratio of response to amount injected 
(calibration factor) is a constant over the 
working range (<10% relative standard 
deviation. RSD), linearity through the origin 
can be assumed and the average ratio or 
calibration factor can be used in place of a 
calibration curve. 

7.3 Internal standard calibration 
procedure—^To use this approach, the analyst 
must select one or more internal standards 
that are similar In analytic€d behavior to the 
compounds of interest. The analyst must 
further demonstrate that the measurement of 
the internal standard is not affected by 
method or matrix interferences. Because of 
these limitations, no internal standard can be 
suggested that is applicable to all samples. 

7.3.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standards to a 
volumetric flask. To each calibration 
standard, add a known constant amount of 
one or more internal standards, and dilute to 
volume with hexane. One of the standards 
should be at a concentration near, but above, 
the MDL and the other concentrations should 
correspond to the expected range of 
concentrations found in real samples or 
should define the working range of the 
detector. 

7.3.2 Using injections of 2 to 5 pL. analyze 
each calibration standard according to 
Section 12 and tabulate peak height or area 
responses against concentration for each 
compound and internal standard. Calculate 
response factors (RF) for each compound 
using Equation 1. 


Equation 1. 

(A.)(C^) 

RF=- 

(Au)(C.) 

where: 

A«=Response for the parameter to be 
measured. 

Aka=Response for the internal standard. 

Cu—Concentration of the internal standard 
(Mg/L). 

Ca=Concentration of the parameter to be 
measured (pg/L). 

If the RF value over the working range is a 
constant (< 10% RSD). the RF can be 
assumed to be invariant and the average RF 
can be used for calculations. Alternatively, 
the results can be used to plot a calibration 
curve of response ratios, A^/Ai., vs. RF. 

7.4 The working calibration curve, 
calibration factor, or RF must be verified on 
each working day by the measurement of one 
or more calibration standards. If the response 
for any parameter varies from the predicted 
response by more than ±15%, a new 
calibration curve must be prepared for that 
compound. 

7.5 The cleanup procedure in Section 11 
utilizes Florisil column chromatography. 
Florisil from different batches or sources may 
vary in adsorptive capacity. To standardize 
the amount of Florisil which is used, the use 
of iauric acid value ^ is suggested. The 
referenced procedure determines the 
adsorption from hexane solution of Iauric 
acid (mg) per g of Florisil. The amount of 
Florisil to be used for each column is 
calculated by dividing 110 by this ratio and 
multiplying by 20 g. 

7.6. Before using any cleanup procedure, 
the analyst must process a series of 
calibration standards through the procedure 
to validate elution patterns and the absence 
of interferences from the reagents. 

ft Quality Control 

8.1 Each laboratory that uses this method 
is required to operate a formal quality control 
program. The minimum requirements of this 
program consist of an initial demonstration of 
laboratory capability and an ongoing 
analysis of spiked samples to evaluate and 
document data quality. The laboratory must 
maintain records to document the quality of 
data that is generated. Ongoing data quality 
checks are compared with established 
performance criteria to determine if the 
results of analyses meet the performance 
characteristics of the method. When results 
of sample spikes indicate atypical method 
performance, a quality control check 
standard must be analyzed to confirm that 
the measurements were performed in an in¬ 
control mode of operation. 

8.1.1 The analyst must make an initial, 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with this method. This ability is established 
as described in Section 8.2. 

8.1.2 In recognition of advances that are 
occurring in chromatography, the analyst is 
permitted certain options (detailed in 
Sections 10.4,11.1, and 12.1) to improve the 
separations or lower the cost of 
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measurements. Each time such a modification 
is made to the method, the analyst is required 
to repeat the procedure in Section 8.2. 

8.1.3 Before processing any samples, the 
analyst must analyze a reagent water blank 
to demonstrate that interferences from the 
analytical system and glassware are under 
control. Each time a set of samples is 
extracted or reagents are changed, a reagent 
water blank must be processed as a 
safeguard against laboratory contamination. 

8.1.4 The laboratory must, on an ongoing 
basis, spike and analyze a minimum of 10% of 
all samples to monitor and evaluate 
laboratory data quality. This procedure is 
described in Section 8.3. 

8.1.5 The laboratory must, on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
control. This procedure is described in 
Section 8.4. Tlie frequency of the check 
standard analyses is equivalent to 10% of all 
samples analyzed but may be reduced if 
spike recoveries from samples (Section 8.3) 
meet all specified quality control criteria. 

8.1.6 The laboratory must maintain 
performance records to document the quality 
of data that is generated. This procedure is 
described in Section 8.5. 

8.2 To establish the ability to generate 
acceptable accuracy and precision, the 
analyst must perform the following 
operations. 

8.2.1 A quality control (QC) check sample 
concentrate is required containing each 
parameter of interest at a concentration of 
100 p-g/mL in acetone. The QC check sample 
concentrate must be obtained from the U.S. 
Environmental Protection Agency, 
Environmental Monitoring and Support 
Laboratory in Cincinnati, Ohio, if available. If 
not available from that source, the QC check 
sample concentrate must be obtained from 
another external source. If not available from 
either source above, the QC check sample 
concentrate must be prepared by the 
laboratory using stock standards prepared 
independently from those used for 
calibration. 

8.2.2 Using a pipet, prepare QC check 
samples at a concentration of 100 fig/L by 
adding 1.00 mL of QC check sample 
concentrate to each of four 1-L aliquots of 
reagent water. 

8.2.3 Analyze the well-mixed QC check 
samples according to the method beginning in 
Section 10. 

8.2.4 Calculate the average recovery (X) 
in pg/L, and the standard deviation of the 
recovery (s) in ^g/L, for each parameter using 
the four results. 

8.2.5 For each parameter compare s and X 
with the corresponding acceptance criteria 
for precision and accurac]^, respectively, 
found in Table 2. If s and X for all parameters 
of interest meet the acceptance criteria, the 
system performance is acceptable and 
analysis of actual samples can begin. If any 
indiWdual s exceeds the precision limit or 
any individual X falls outside the range for 
accuracy, the system performance is 
unacceptable for that parameter. Locate and 
correct the source of the problem and repeat 
the test for all parameters of interest 
beginning with Section 8.2.2. 


8.3 The laboratory must, on an ongoing 
basis, spike at least 10% of the samples from 
each sample site being monitored to assess 
accuracy. For laboratories analyzing one to 
ten samples per month, at least one spiked 
sample per month is required. 

8.3.1. The concentration of the spike in 
the sample should be determined as follows: 

8.3.1.1 If. as in compliance monitoring, the 
concentration of a specific parameter in the 
sample is being checked against a regulatory 
concentration limit, the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 

8.3.1.2 If the concentration of a specific 
parameter in the sample is not being checked 
against a limit specific to that parameter, the 
spike should be at 100 ^g/L or 1 to 5 times 
higher than the background concentration 
determined in Section 8.3.2, whichever 
concentration would be larger. 

8.3.1.3 If it is impractical to determine 
background levels before spiking (e g., 
maximum holding times will be exceeded), 
the spike concentration should be (1) the 
regulatory concentration limit, if any; or, if 
none (2) the larger of either 5 times higher 
than the expected background concentration 
or 100 /ig/b. 

8.3.2 Analyze one sample aliquot to 
determine the background concentration (B) 
of each parameter. If necessary, prepare a 
new QC check sample concentrate (Section 
8.2.1) appropriate for the^background 
concentrations in the sample. Spike a second 
sample aliquot with 1.0 mL of the QC check 
sample concentrate and analyze it to 
determine the concentration after spiking (A) 
of each parameter. Calculate each percent 
recovery (P) as 100(A-B)%/T, where T is the 
known true value of the spike. 

8.3.3 Compare the percent recovery (P) for 
each parameter with the corresponding QC 
acceptance criteria found in Table 2. Tliese 
acceptance criteria were calculated to 
include an allowance for error in 
measurement of both the background and 
spike concentrations, assuming a spike to 
background ratio of 5:1. This error will be 
accounted for to the extent that the analyst's 
spike to background ratio approaches 5:1.* If 
spiking was performed at a concentration 
lower than 100 ^g/L. the analyst must use 
either the QC acceptance criteria in Table 2, 
or optional QC acceptance criteria calculated 
for the specific spike concentration. To 
calculate option^ acceptance criteria for the 
recovery of a parameter. (1) calculate 
accuracy (X') using the equation in Table 3, 
substituting the spike concentration (T) for C: 
(2) calculate overall precision (S') using the 
equation in Table 3. substituting X' for X; (3) 
calculate the range for recovery at the spike 
concentration as (100 X'/T)±2.44(100 S'/ 
T)%.* 

8.3.4 If any individual P falls outside the 
designated range for recovery, that parameter 
has failed the acceptance criteria. A check 
standard containing each parameter that 
failed the criteria must be analyzed as 
described in Section 8.4. 

8.4 If any parameter fails the acceptance 
criteria for recovery in Section 8.3. a QC 
check standard containing each parameter 
that failed must be prepared and analyzed. 


NOTE. —The frequency for the required 
analysis of a QC check standard will depend 
upon the number of parameters being 
simultaneously tested, the complexity of the 
sample matrix, and the performance of the 
laboratory. 

8.4.1 Prepare the QC check standard by 
adding 1.0 m/L of QC check sample 
concentrate (Sections 8.2.1 or 8.3.2) to 1 L of 
reagent water. The QC check standard needs 
only to contain the parameters that failed 
criteria in the test in Section 8.3. 

8.4.2 Analyze the QC check standard to 
determine the concentration measured (A) of 
each parameter. Calculate each percent 
recovery (P,) as 100 (A/T)%, where T is the 
true value of the standard concentration. 

8.4.3 Compare the percent recovery (P,) 
for each parameter with the corresponding 
QC acceptance criteria found in Table 2. 

Only parameters that failed the test in 
Section 8.3 need to be compared with these 
criteria. If the recovery of any such parameter 
falls outside the designated range, the 
laboratory performance for that parameter is 
judged to be out of control and the problem 
must be immediately identified and 
corrected. The analytical result for that 
parameter in the unspiked sample is suspect 
and may not be reported for regulatory 
compliance purposes. 

8.5 As part of the QC program for the 
laboratory, method accuracy for wastewater 
samples must be assessed and records must 
be maintained. After the analysis of five 
spiked wastewater samples as in Section 8.3, 
calculate the average percent recovery (P) 
and the standard deviation of the percent 
recovery (Sp). Express the accuracy 
assessment as a percent recovery interval 
from P-2^ to P-f 28p. If P=90% and Sp=10%. 
for example, the accuracy interval is 
expressed us 70-110%. Update the accuracy 
assessment for each parameter on a regular 
basis (e.g. after each Bve to ten new accuracy 
measurements). 

8.0 It is recommended that the laboratory 
adopt additional quality assurance practices 
for use with this method. The speciBc 
practices that are most productive depend 
upon the needs of the laboratory and the 
nature of the samples. Field duplicates may 
be analyzed to assess the precision of the 
environmental measurements. When doubt 
exists over the identification of a peak on the 
chromatogram, confirmatory techniques such 
as gas chromatography with a dissimilar 
column, specific element detector, or mass 
spectrometer must be used. Whenever 
possible, the laboratory should analyze 
standard reference materials and participate 
in relevant performance evaluation studies. 

9. Sample Collection, Preservation, and 
Handling 

9.1 Grab samples must be collected in 
glass containers. Conventional sampling 
practices* should be followed, except that the 
bottle must not be prerinsed with sample 
before collection. Composite samples should 
be collected in refrigerated glass containers 
in accordance with the requirements of the 
program. Automatic sampling equipment 
must be as free as possible of Tygon tubing 
and other potential sources of contamination. 
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9.2 All samples must be iced or 
refrigerated at 4*C from the time of collection 
until extraction. Fill the sample bottles and. if 
residual chlorine is present, add 80 mg of 
sodium thiosulfate per liter of sample and 
mix well. EPA Methods 330.4 and 330.5 may 
be used for measurement of residual 
chlorine. Field test kits are available for this 
purpose. 

9.3 All samples must be extracted within 
7 days of collection and completely analyzed 
within 40 days of extraction.* 

W. Sample Extraction 

10.1 Mark the water meniscus on the side 
of the sample bottle for later determination of 
sample volume. Pour the entire sample into a 
2>L separatory funnel. 

10.2 Add 60 mL methylene chloride to the 
sample bottle, seal, and shake 30 s to rinse 
the inner surface. Transfer the solvent to the 
separatory funnel and extract the sample by 
shaking the funnel for 2 min with periodic 
venting to release excess pressure. Allow the 
organic layer to separate from the water 
phase for a minimum of 10 min. If the 
emulsion interface between layers is more 
than one-third the volume of the solvent 
layer, the analyst must employ mechanical 
techniques to complete the phase separation. 
The optimum technique depends upon the 
sample, but may include stirring, filtration of 
the emulsion through glass wool, 
centrifugation, or other physical methods. 
Collect the methylene chloride extract in a 
250-mL Erlenmeyer flask. 

10.3 Add a second 60-mL volume of 
methylene chloride to the sample bottle and 
repeat the extraction procedure a second 
time, combining the extracts in the 
Erlenmeyer flask. Perform a third extraction 
in the same manner. 

10.4 Assemble a Kudema-Danish (K-D) 
concentrator by attaching a 10-mL 
concentrator tube to a 500-mL evaporative 
flask. Other concentration devices or 
techniques may be used in place of the K-D 
concentrator if the requirements of Section 

8.2 are met. 

10.5 Pour the combined extract through a 
solvent-rinsed drying column containing 
about 10 cm of anhydrous sodium sulfate, 
and collect the extract in the K-D 
concentrator. Rinse the Erlenmeyer flask and 
column with 20 to 30 mL of methylene 
chloride to complete the quantitative transfer. 

10.6 Add one or two clean boiling chips to 
the evaporative flask and attach a three-ball 
Snyder column. Prewet the Snyder column by 
adding about 1 mL of methylene chloride to 
the top. Place the K-D apparatus on a hot 
water bath (60 to 65 *C) so that the 
concentrator tube is partially immersed in the 
hot water, and the entire lower rounded 
surface of the flask is bathed with hot vapor. 
Adjust the vertical position of the apparatus 
and the water temperature as required to 
complete the concentration in 15 to 20 min. At 
the proper rate of distillation the balls of the 
column will actively chatter but the chambers 
will not flood with condensed solvent. When 
the apparent volume of liquid reaches 1 mL, 
remove the K-D apparatus and allow it to 
drain and cool for at least 10 min. 

Note.—Some of the haloethers are very 
volatile and significant losses will occur in 


concentration steps if care is not exercised. It 
is important to maintain a constant gentle 
evaporation rate and not to allow the liquid 
volume to fall below 1 to 2 mL before 
removing the K-D apparatus from the hot 
water bath. 

10.7 Momentarily remove the Snyder 
column, add 50 mL of hexane and a new 
boiling chip, and reattach the Snyder column. 
Raise the temperature of the water bath to 85 
to 90 *C. Concentrate the extract as in 
Section 10.6, except use hexane to prewet the 
column. The elapsed time of concentration 
should be 5 to 10 min. 

10.8 Remove the Snyder column and rinse 
the flask and its lower joint into the 
concentrator tube with 1 to 2 mL of hexane. A 
5-mL syringe is recommended for this 
operation. Stopper the concentrator tube and 
store refrigerated if further processing will 
not be performed immediately. If the extract 
will be stored longer than two days, it should 
be transferred to a Teflon-sealed screw-cap 
vial. If the sample extract requires no further 
cleanup, proceed with gas chromatographic 
analysis (Section 12). If the sample requires 
further cleanup, proceed to Section 11. 

10.9 Determine the original sample 
volume by refilling the sample bottle to the 
mark and transferring the liquid to a 1000-mL 
graduated cylinder. Record the sample 
volume to the nearest 5 mL. 

11. Cleanup and Separation 

11.1 Cleanup procedures may not be 
necessary for a relatively clean sample 
matrix. If particular circumstances demand 
the use of a cleanup procedure, the analyst 
may use the procedure below or any other 
appropriate procedure. However, the analyst 
first must demonstrate that the requirements 
of Section 8.2 can be met using the method as 
revised to incorporate the cleanup procedure. 

11.2 Florisil column cleanup for 
haloethers: 

11.2.1 Adjust the sample extract volume 
to 10 mL. 

11.2.2. Place a weight of Florisil (nominally 
20 g) predetermined by calibration (Section 
7.5], into a chromatographic column. Tap the 
column to settle the Florisil and add 1 to 2 cm 
of anhydrous sodium sulfate to the top. 

11.2.3 Preelute the column with 50 to 60 
mL of petroleum ether. Discard the eluate and 
just prior to exposure of the sodium sulfate 
layer to the air, quantitatively transfer the 
sample extract onto the column by 
decantation and subsequent petroleum ether 
washings. Discard the eluate. Just prior to 
exposure of the sodium sulfate layer to the 
air. begin eluting the column with 300 mL of 
ethyl ether/petroleum ether (6+94) (V/V). 
Adjust the elution rate to approximately 5 
mL/min and collect the eluate in a 500-mL K- 
D Rask equipped with a 10-mL concentrator 
tube. This fraction should contain all of the 
haloethers. 

11.2.4 Concentrate the fraction as In 
Section 10.6, except use hexane to prewet the 
column. When the apparatus is cool, remove 
the Snyder column and rinse the flask and its 
lower joint into the concentrator tube with 
hexane. Adjust the volume of the cleaned up 
extract to 10 mL with hexane and analyze by 
gas chromatography (Section 12). 


12. Gas Chromatography 

12.1 Table 1 summarizes the 
recommended operating conditions for the 
gas chromatograph. Included in this table are 
retention times and MDL that can be 
achieved under these conditions. Examples of 
the separations achieved by Columns 1 and 2 
are shown in Figures 1 and 2, respectively. 
Other packed or capillary (open-tubular) 
colunuis, chromatographic conditions, or 
detectors may be used if the requirements of 
Section 8.2 are met. 

12.2 Calibrate the system daily as 
described In Section 7. 

12.3 If the internal standard calibration 
procedure is being used, the internal standard 
must be added to the sample extract and 
mixed thoroughly immediately before 
injection into the gas chromatrograph. 

12.4 Inject 2 to 5 /xL of the sample extract 
or standard into the gas chromatograph using 
the solvent-flush technique." Smaller (1.0^L) 
volumes may be injected if automatic devices 
are employed. Record the volume injected to 
the nearest 0.05 p.L, the total extract volume, 
and the resulting peak size in area or peak 
height units. 

12.5 Identify the parameters in the sample 
by comparing the retention times of the peaks 
in the sample chromatogram with those of the 
peaks in standard chromatograms. The width 
of the retention time window used to make 
identifications should be based upon 
measurements of actual retention time 
variations of standards over the course of a 
day. Three times the standard deviation of a 
retention time for a compound can be used to 
calculate a suggested window size; however, 
the experience of the analyst should weight 
heavily in the interpretation of 
chromatograms. 

12.6 If the response for a peak exceeds 
the working range of the system, dilute the 
extract and reanalyze. 

12.7 If the measurement of the peak 
response is prevented by the presence of 
interferences, further cleanup is required. 

13. Calculations 

13.1 Determine the concentration of 
individual compounds in the sample. 

13.1.1 If the external standard calibration 
procedure is used, calculate the amount of 
material injected from the peak response 
using the calibration curve or calibration 
factor determined in Section 7.2.2. The 
concentration in the sample can be 
calculated from Equation 2. 

Equation 2. 


(A)(VJ 

Concentration, - 

(Vd(V.) 

where: 

A3: Amount of material injected (ng). 

V|=Volume of extract injected (fiL). 

Vt=Volume of total extract (fiL). 

V,=Volume of water extracted (mL). 

13.1.2 If the internal standard calibration 
procedure is used, calculate the 
concentration in the sample using the 
response factor (RF) determined in Section 

7.3.2 and Equation 3. 
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EquaUon 3. 


Concentration (fig/L)=- 

(AJ(RF)(Vo) 

where: 

Response for the parameter to be 
measured. 

A|a=Response for the internal standard. 

1,=Amount of internal standard added to 
each extract (>ig). 

Vo=Volume of water extracted (L). 

13.2 Report results In fig/L without 
correction for recovery data. All QC data 
obtained should be reported with the sample 
results. 

14. Method Performance 

14.1 The method detection Limit (MDL) is 
defmed as the minimum concentration of a 
substance that can be measured and reported 
with 99% confidence that the value is above 
zero.*The MDL concentrations listed in 
Table 1 were obtained using reagent water.** 
Similar results were achieved using 
representative wastewaters. The MDL 
actually achieved in a given analysis will 
vary depending on instrument sensitivity and 
matrix effects. 

14.2 This method has been tested for 
linearity of spike recovery from reagent 
water and has been demonstrated to be 
applicable over the concentration range from 
4 X MDL to 1000 X MDL** 

14.3 This method was tested by 20 
laboratories using reagent water, drinking 
water, surface water, and three industrial 
wastewaters spiked at six concentrations 
over the range 1.0 to 620 ^/L** Single 
operator precision, overall precision, and 
method accuracy were found to be directly 
related to the concentration of the parameter 
and essentially independent of the sample 
matrix. Linear equations to describe these 
relationships are presented in Table 3. 
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Tabue 1.—Chromatographic Conditions 
AND Methods Detection Limits 


Parameters 

Retention lime 
(mki) 

Meth¬ 

od 

defec¬ 

tion 

Nmit 

(m/U 

Col¬ 
umn 1 

Col¬ 
umn 2 

Bis (2-chlofOiaopropyf) ether.. 

&4 

9.7 

0.8 

Bis (2-chloroethyi) ether.. 

6.3 

6.1 

0.3 

Bis (2-ctiloroethoxy) mefhane.. 

13.1 

10.0 

0.5 

4-Chk)rophenyl ether .........__ 

19.4 

15.0 

3.9 

4-Bromophenyt phenyl ether. 

21.2 

16.2 

2.3 


Column 1 conditions: Sopelcoport (100/120 mesh) costed 
wHh 3% SP-1000 packed in a 16 m lone > ^ mm tO glass 
column with heAum carrier gas at 40 mL/min (k>w rate. 
Column temperature held at eO *C for 2 min after iniection 
then programmed at 8 • C/min to 230 *C and held for 4 min. 
Under those conrfitions the retention time for Akjhn la 22.6 
min. 

Column 2 condltiona. Tenax-GC (60/80 mesh) packed in 
a 1.8 m long x 2mm ID glass column with helium earner gas 
at 40 mL/mm ftow rate. Column temperature held at 150 *C 
for 4 mm after in|ection then programmed at 16 •C/min to 


310 *C. Under these conditions the retention bme for Aldrin 
is 18.4 min. 


Table 2.—QC Acceptance Criteria— 
Method 611 


Parameter 

Test 

cone. 

Ojj/ 

Limll 
(or t 
0^ 

Range tor 
SO-fl/L) 

Range 
for P. P, 
percent 

6la(2'Chloroethyf) 
ether .-_ 

100 

26.3 

26.3-136.8 

11-152 

Ble(2- 

cNoroeOxxxy) 

methane. 

100 

25.7 

27.3-115.0 

12-128 

Bis(2- 

chkroieopro- 
pyf)«tf»r. 

100 

32.7 

26.4-147.0 

9-165 

4-6fomopheny1 
phenyf ether _ 

100 

39.3 

7.6 -167.5 

0-189 

4-Chlorophenyf 
phenyf ether. _ 

100 

30.7 

15.4-152 5 

0-170 


•^Standard deviatton of four recovery measurements, in 
pg/L (Section 8.2.4). 

X-Average recovery for four recovery measurements, in 
pg/L (Section 8.^4). 

P. P,=Percent recovery measured (Section 8.3 2. Section 
6.4.2). 

O^Oetected; result must be greater than zero. 

Note.—These criteria are based dkectfy upon the method 
performance data in Table 3. Where necessary, the Nmrts for 
recovery have been broadened to assure applicab4ity of the 
limits to concentrations be*ow those used to develop Table 
3. 


Table 3.—Method Accuracy and Precision 
AS Functions of Concentration—Meth¬ 
od 611 


Parameter 

Accuracy, 
as recovery.’ 

X (pg/L) 

Single 
analyst 
precision, 
s,* (tiQ/L) 

Overall 
precision. S’ 
(Mg/U 

Bls(2-chloroethyf) 
ether _ 

0.81C+0.54 

019Xr^026 

0 35X-^0.38 

818(2- 

chkxoeihoxy) 
methane... 

0.71C-f0.13 

OL2Qgf0.l5 

0.3351+0.11 

Bis(2- 

cNorolsopro- 
pyf) ether- 

0.85C-i-1.67 

0.20S1-. 1.05 

0 3651+0.79 

4-Bromophenyf 
phenyt ether. 

0.84C+2.56 

0.25Ji 4^0.21 

0.47514 0.37 

4-Chlorophenyf 
phenyl ether. 

0.82C-».1.97 

0.18X.I-Z13 

0.41514-0.55 


X' >■ Expected recovery for one or more measurements of 
a sample containing a concentration of C, In /ig/L 
s,‘ « Expected single analyst standard deviatton of meas- 
^aemertts at an average concentrabon found of In ^g/L. 

S' « Expected intertaboratory standard deviation of meas¬ 
urements at an average concentration found of X in hq/L. 
C «True value for the concentration, in pg/L 
% m Average recovery found for measurements of sam¬ 
ples containing a corK^ntratlon of C. in fig/L 
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COLUMN: 3% SP-1000 ON SUPELCOPORT 
PROGRAM 60®C FOR 2 MIN, S^C/MIN TO 230«C 
DETECTOR: HALL aECTROLYTIC CONDUCTIVITY 



Figure 1. Gas chromatogram of haloethers. 
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COLUMN: TENAX GC 

PROGRAM: 150®C FOR 4 MIN, IG^C/MIN TO SIO^C 
DETECTOR: HALL ELECTROLYTIC CONDUCTIVITY 



Figure 2. Gas chromatogram of haloethers. 
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Method 612—Chlorinated Hydrocarbons 
7. Scope and Application 

1.1 This method covers the determination 
of certain chlorinated hydrocarbons. The 
following parameters can be determined by 
this method: 


Paramolar 

STORET 

No. 

CAS No. 

Z-Ctiloronaphthalene... 

34581 

91-58-7 

1.2*Oichk)robenzene .. 

34536 

95-50-1 

1,3-DicMQroberufinft. 

34566 

541-73-1 

1.4*Dichk)robenzen«,......,..„. 

34571 

106-46-7 

Hexachtorobenzene .. 

39700 

116-74-1 

Hexachkxobutadiena. .. 

34391 

87-66-3 

Hexachkxocyciopentadiene. 

34386 

77-47-4 

Hexacbkxoethana. 

34396 

67-72-1 

1.2.4Tfk5hlorobenzen«..- . 

34551 

120-62-1 


1.2 This is a gas chromatographic (GC) 
method applicable to the determination of the 
compounds listed above in municipal and 
industrial discharges as provided under 40 
CFR 135.1. When this method is used to 
analyze unfamiliar samples for any or all of 
the compounds above, compound 
identifications should be supported by at 
least one additional qualitative technique. 
This method describes a second gas 
chromatogra^c column that can be used to 
confirm measurements made with the 
primary column. Method 625 provides gas 
chromatograph/mass spectrometer (GC/MS) 
conditions appropriate for the qualitative and 
quantitative confirmation of results for all of 
the parameters listed above, using the extract 
produced by this method. 

1.3 The method detection limit (MDL. 
defined in Section 14.1)' for each parameter is 
listed in Table 1. The ^^L for a specific 
wastewater may differ from those listed, 
depending upon the nature of interferences in 
the sample matrix. 

1.4 The sample extraction and 
concentration steps in this method are 
essentially the same as in Methods 606, 608, 
609. and 611. Thus, a single sample may be 
extracted to measure the parameters 
included in the scope of each of these 
methods. When cleanup is required, the 
concentration levels must be high enough to 
permit selecting aliquots, as necessary, to 
apply appropriate cleanup procedures. The 
analyst is allowed the latitude, under Section 
12, to select chromatographic conditions 
appropriate for the simultaneous 
measurement of combinations of these 
parameters. 

1.5 Any modification of this method, 
beyond those expressly permitted, shall be 
considered as a major modification subject to 
application and approval of alternate test 
procedures under 40 CFR 136.4 and 136.5. 

1.6 This method is restricted to use by or 
under the supervision of analysts 
experienced in the use of a gas 
chromatograph and in the interpretation of 
gas chromatograms. Each analyst must 
demonstrate the ability to generate 
acceptable results with this method using the 
procedure described in Section 8.2. 

Z Summary of Method 

2.1 A measured volume of sample, 
approximately 1-L. is extracted with ^ 

methylene chloride using a separatory funnel. 


The methylene chloride extract is dried and 
exchanged to hexane during concentration to 
a volume of 10 mL or less. The extract is 
separated by gas chromatography and the 
parameters are then measured %vith an 
electron capture detector.* 

2.2 The method provides a Florisil column 
cleanup procedure to aid in the elimination of 
interferences that may be encountered. 

3, Interferences 

3.1 Method interferences may be caused 
by contaminants in solvents, reagents, 
glassware, and other sample processing 
hardware that lead to discrete artifacts and/ 
or elevated baselines in gas chromatograms. 
All of these materials must be routinely 
demonstrated to be free from interferences 
under the conditions of the analysis by 
running laboratory reagent blanks as 
described in Section 6.1.3. 

3.1.1 Glassware must be scrupulously 
cleaned.* Clean all glassware as soon as 
possible after use by rinsing with the last 
solvent used in it. Solvent rinsing should be 
followed by detergent washing with hot 
water, and rinses with tap water and distilled 
water. The glassware should then be drained 
dry, and heated in a muffle furnaoe at 400 *C 
for 15 to 30 min. Some thermally stable 
materials, such as PCBa. may not be 
eliminated by this treatment. Solvent rinses 
with acetone and pesticide quality hexane 
may be substituted for the muffle furnace 
heating. Thorough rinsing with such solvents 
usually eliminates PCB interference. 
Volumetric ware should not be heated in a 
muffle furnace. After drying and cooling, 
glassware should be sealed and stored in a 
clean environment to prevent any 
accumulation of dust or other contaminants. 
Store inverted or capped with aluminum foil. 

3.1.2 The use of high purity reagents and 
solvents helps to minimize Interference 
problems. Purification of solvents by 
distillation in all-glass systems may be 
required. 

3.2 Matrix interferences may be caused 
by contaminants that are co-extracted from 
the sample. The extent of matrix 
interferences will vary considerably from 
source to source, depending upon the nature 
and diversity of the industrial complex or 
municipality being sampled. The cleanup 
procedure in Section 11 can be used to 
overcome many of these interferences, but 
unique samples may require additional 
cleanup approaches to achieve the MDL 
listed in Table 1. 

4. Safety 

4.1 The toxicity or carcinogenicity of each 
reagent used in this method has not been 
precisely defined; however, each chemical 
compound should be treated as a potential 
health hazard. From this viewpoint, exposure 
to these chemicals must be reduced to the 
lowest possible level by whatever means 
available. The laboratory is responsible for 
maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of material data 
handling sheets should also be made 
available to all personnel involved in the 
chemical analysis. Additional references to 


laboratory safety are available and have 
been identified •’•for the information of the 
analyst. 

5. Apparatus and Materials 

5.1 Sampling equipment, for discrete or 
composite sampling. 

5.1.1 Grab sample bottle—1-L or 1-qt, 
amber glass, fitted with a screw cap lined 
with Teflon. Foil may be substituted for 
Teflon if the sample is not corrosive. If amber 
bottles are not available, protect samples 
from light. The bottle and cap liner must be 
washed, rinsed with acetone or methylene 
chloride, and dried before use to minimize 
contamination. 

5.1.2 Automatic sampler (optional)—^The 
sampler must incorporate glass sample 
containers for the collection of a minimum of 
250 mL of sample. Sample containers must be 
kept refrigerated at 4 X and protected from 
light during oompositing. If the sampler uses a 
peristaltic pump, a minimum length of 
compressible silicone rubber tul^ng may be 
used. Before use. however, the compressible 
tubing shouldl>e thoroughly rinsed with 
methanol, followed by repeated rinsings with 
distilled water to minimize the potential for 
contamination of the sample. An integrating 
flow met» is required to collect flow 
proportional composites. 

5.2 Glassware (All spedfications are 
suggested. Catalog numl)ers are included for 
illastratioD only.): 

5.2.1 Separatory funnel—^Z-L, with Teflon 
stopcock. 

5.2.2 Drying column—Chromatographic 
column, approximately 400 mm long x 19 mm 
ID. with coarse frit filter disc. 

5.2.3 Chromatographic column—300 long 
X10 mm ID, with Teflon stopcock and coarse 
bit filter disc at bottom. 

5.2.4 Concentrator tube, Kudema- 
Danish—^lO-raL, graduated (Kontes K-570050- 
1025 or equivalent). Calibration must be 
checked at the volumes employed in the test. 
Ground glass stopper is used to prevent 
evaporation of extracts. 

5.2.5 Evaporative flask. Kuderna- 
Danish—500-mL (Kontes K-570001-0500 or 
equivalent). Attach to concentrator tube with 
springs. 

5.2.6 Snyder column, Kudema-Danish— 
Three-ball macro (Kontes K-503000-0121 or 
equivalent). 

5.2.7 Vials—10 to 15-mL. amber glass, 
with Teflon-lined screw cap. 

5.3 Boiling chips—Approximately 10/40 
mesh. Heat to 400 X for 30 min or Soxhlet 
extract with methylene chloride. 

5.4 Water bath—Heated, with concentric 
' ring cover, capable of temperature control (± 

2 X). The bath should be used in a hood. 

5.5 Balance—Analytical, capable of 
accurately weighing 0.0001 g. 

5.6 Gas chromatograph—An analytical 
system complete with gas chromatograph 
suitable for on-column injection and all 
required accessories including syringes, 
analytical columns, gases, detector, and strip* 
chart recorder. A data system is 
recommended for measuring peak areas. 

5.6.1 Column 1—1.6 m long X 2 mm ID 
glass, packed with 1% SP-1000 on 
Supelcoport (100/120 mesh) or equivalent. 
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Guidelines for the use of alternate column 
packings are provide in Section 12.1. 

5.6.2 Column 2—1.8 m long X 2 mm ID 
glass, packed with 1.5% OV-l/2.4% OV-225 
on Supelcoport (80/100 mesh) or equivalent. 
This column was used to develop the method 
performance statements in Section 14. 

5.6.3 Detector— Electron capture detector. 
This detector has proven effective in the 
analysis of wastewaters for the parameters 
listed in the scope (Section 1.1), and was used 
to develop the method performance 
statements in Section 14. Guidelines for the 
use of alternate detectors are provided in 
Section 12.1. 

6. Reagents 

6.1 Reagent water— Reagent water is 
defined as a water in which an Interferent is 
not observed at the MDL of the parameters of 
interest. 

6.2 Acetone, hexane, isooctane, methanol, 
methylene chloride, petroleum ether (boiling 
range 30 to 60 *C] —Pesticide quality or 
equivalent. 

6.3 Sodium sulfate—(ACS) Granular, 
anhydrous. Purify heating at 400 *0 for 4 h in 
a shallow tray. 

6.4 Florisil—PR grade (60/100 mesh). 
Purchase activated at 1250 *F and store in the 
dark in glass containers with ground glass 
stoppers or foil-lined screw caps. Before use. 
activate each batch at least 16 h at 130 * C in 
a foil-covered glass container and allow to 
cool. 

6.5 Stock standard solution (1.00 ug/uL)— 
Stock standard solutions can be prepared 
from pure standard materials or purchased as 
certified solutions. 

6.5.1 Prepare stock standard solutions by 
accurately weighing about 0.0100 g of pure 
material. Dissolve the material in isooctane 
and dilute to volume in a 120-mL volumetric 
flask. Larger volumes can be used at the 
convenience of the analyst. When compound 
purity is assayed to be 96% or greater, the 
weight can be used without correction to 
calculate the concentration of the stock 
standard. Commercially prepared stock 
standards can be used at any concentration if 
they are certified by the manufacturer or by 
an independent source. 

6.5.2 Transfer the stock standard 
solutions into Teflon-sealed screw-cap 
bottles. Store at 4 *C and protect from light. 
Stock standard solutions should be checked 
frequently for signs of degradation or 
evaporation, especially just prior to preparing 
calibration standards from them. 

6.5.3 Stock standard solutions must be 
replaced after six months, or sooner if 
comparision with check standards indicates a 
problem. 

6.6 Quality control check sample 
concentrate—See Section 8.2.1. 

7. Calibration 

7.1 Establish gas chromatographic 
operating conditions equivalent to those 
given in Table 1. The gas chromatographic 
system can be calibrated using the external 
standard technique (Section 7.2) or the 
internal standard technique (Section 7.3). 

7.2 External standard calibration 
procedure: 

7.2.1 Prepare calibration standards at a 
minimum of three concentration levels for 


each parameter of interest by adding volumes 
of one or more stock standards to a 
volumetric flask and diluting to volume with 
isooctane. One of the external standards 
should be at a concentration near, but above, 
the MDL (Table 1] and the other 
concentrations should correspond to the 
expected range of concentrations found in 
real samples or should define the working 
range of the detector. 

7.2.2 Using injections of 2 to 5 pL, analyze 
each calibration standard according to 
Section 12 and tabulate peak height or area 
responses against the mass injected. The 
results can be used to prepare a calibration 
curve for each compound. Alternatively, if 
the ratio of response to amount injected 
(calibration factor) is a constant over the 
workii^ range (<10% relative standard 
deviation. RSD). linearity through the origin 
can be assumed and the average ratio or 
calibration factor can be used in place of a 
calibration curve. 

7.3 Internal standard calibration 
procedure—^To use this approach, the analyst 
must select one or more internal standards 
that are similar in analytical behavior to the 
compounds of interest. The analyst must 
further demonstrate that the measurement of 
the internal standard is not a^ected by 
method or matrix interferences. Because of 
these limitations, no internal standard can be 
suggested that is applicable to all samples. 

7.3.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of interest by adding volumes 
of one or more stock standards to a 
volumetric flask. To each calibration 
standard, add a known constant amount of 
one or more internal standards, and dilute to 
volume with isooctane. One of the standards 
should be at a concentration near, but above, 
the MDL and the other concentrations should 
correspond to the expected range of 
concentrations found in real samples or 
should define the working range of the 
detector. 

7.3.2 Using injections of 2 to 5 analyze 
each calibration standard according to 
Section 12 and tabulate peak height or area 
responses against concentration for each 
compound and internal standard. Calculate 
response factors (RF) for each compound 
using Equation 1. 

Equation 1. 


(AuKC.) 

where: 

A*=Response for the parameter to be 
measured. 

Ata=Response for the internal standard. 
Cto*Concentration of the internal standard 
(Mg/L). 

C«=Concentration of the parameter to be 
measured (fig/L). 

If the RF value over the working range is a 
constant (<10% RSD), the RF can be 
assumed to be invariant and the average RF 
can be used for calculations. Alternatively, 
the results can be used to plot a calibration 
curve of response ratios, A,/Ai„ vs. RF. 

7.4 The working calibration curve, 
calibration factor, or RF must be verified on 


each working day by the measurement of one 
or more calibration standards. If the response 
for any parameter varies from the predicted 
response by more than ±15%, a new 
calibration curve must be prepared for that 
compound. 

7.5 Before using any cleanup procedure, 
the analyst must process a series of 
calibration standards through the procedure 
to validate elution patterns and the absence 
of interferences from the reagents. 

8. Quality Control 

8.1 Each laboratory that uses this method 
is required to operate a formal quality control 
program. The minimum requirements of this 
program consist of an initial demonstration of 
laboratory capability and an ongoing 
analysis of spiked samples to evaluate and 
document data quality. The laboratory must 
maintain records to document the quality of 
data that is generated. Ongoing data quality 
checks are compared with established 
performance criteria to determine if the 
results of analyses meet the performance 
characteristics of the method. When the 
results of sample spikes indicate atypical 
method performance, a quality control check, 
standard must be analyzed to confirm that 
the measurements were performed in an in¬ 
control mode of operation. 

8.1.1 The analyst must make an initial, 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with this method. This ability is established 
as described in Section 8.2. 

8.1.2 In recognition of advances that are 
occurring in chromatography, the analyst is 
permitted certain options (detailed in 
Sections 10.4,11.1, and 12.1) to improve the 
separations or lower the cost of 
measurements. Each time such modification 
is made to the method, the analyst is required 
to repeat the procedure in Section 6.2. 

8.1.3 Before processing any samples, the 
analyst must analyze a reagent water blank 
to demonstrate that interferences from the 
analytical system and glassware are under 
control. Each time a set of samples is 
extracted or reagents are changed, a reagent 
water blank must be processed as a 
safeguard against laboratory contamination. 

8.1.4 The laboratory must, on an ongoing 
basis, spike and analyze a minimum of 10% of 
all samples to monitor and evaluate 
laboratory data quality. This procedure is 
described in Section 8.3. 

8.1.5 The laboratory must, on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
control. This procedure is described in 
Section 8.4. Tlie frequency of the check 
standard analyses is equivalent to 10% of all 
samples analyzed but may be reduced if 
spike recoveries from samples (Section 8.3) 
meet all specified quality control criteria. 

8.1.6 The laboratory must maintain 
performance records to document the quality 
of data that is generated. This procedure is 
described in Section 8.5. 

8.2 To establish the ability to generate 
acceptable accuracy and precision, the 
analyst must perform the following 
operations. 
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0.2.1 A quality control (QC) check sample 
concentrate is required containing each 
parameter of interest at the following 
concentrations in acetone: Hexachloro- 
substituted parameters, 109 ^g/mU any other 
chlorinated hydrocarbon. 100 The QC 

check sample concentrate must be obtained 
from the U.S. Environmental Protection 
Agency, Environmental Monitoring and 
Support Laboratory in Cincinnati. Ohio, if 
available. If not available from that source, 
the QC check sample concentrate must be 
obtained from another external source. If not 
available from either source above, the QC 
check sample concentrate must be prepared 
by the laboratory using stock standards 
prepared independently from those used for 
calibration. 

6.2.2 Using a pipet, prepare QC check 
samples at the test concentrations shown in 
Table 2 by adding 1.00 mL of QC check 
sample concentrate to each of four 1-L 
aliquots of reagent water. 

8.2.3 Analyze the well-mixed QC check 
samples according to the method beginning in 
Section 10. 

8.2.4 Calculate the average recovery (X) 
in ^ g/L, and the standard deviation of the 
recovery (s) in g/L, for each parameter 
using the four results. 

8.2.5 For each parameter compare s and X 
with the corresponding acceptance criteria 
for precision and accuracy, respectively, 
found in Table 2. If s and Si for all parameters 
of interest meet the acceptance criteria, the 
system performance is acceptable and 
analysis of actual samples can begin. If any 
individual s exceeds the precision limit or 
any individual X falls outside the range for 
accuracy, the system performance is 
unacceptable for that parameter. 

Note.—^The large number of parameters in 
Table 2 persent a substantial probability that 
one or more will fail at least one of the 
acceptance criteria when all parameters are 
analyzed. 

8.2.6 When one or more of the parameters 
tested fail at least one of the acceptance 
criteria, the analyst must proceed according 
to Section 8.2.6.1 or 8.2.6.2. 

8.2.6.1 Locate and correct the source of 
the problem and repeat the test for all 
parameters of interest beginning with Section 
8.2.2. 

8.2.6.2 Beginning with Section 8.2.2, repeat 
the test only for those parameters that failed 
to meet criteria. Repeated failure, however, 
will confirm a general problem with the 
measurement system. If this occurs, locate 
and correct the source of the problem and 
repeat the test for all compounds of interest 
beginning with Section 8.2.2. 

8.3 The laboratory must, on an ongoing 
basis, spike at least 10% of the samples from 
each sample site being monitored to assess 
accuracy. For laboratories analyzing one to 
ten samples per month, at least one spike 
sample per month is required. 

8.3.1 The concentration of the spike in the 
sample should be determined as follows: 

8.3.1.1 If. as in compliance monitoring^ the 
concentration of a specific parameter in the 
sample is being checked against a regulatory 
concentration limit, the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 


Section 8.3.2. whichever concentration would 
be larger. 

8.3.1.2 If the concentration of a specific 
parameter in the sample is not being checked 
against a limit specific to that parameter, the 
spike should be at the test concentration in 
Section 8.2.2 or 1 to 5 times higher than the 
background concentration determined in 
Section 0.3.2, whichever concentration would 
be larger. 

8.3.1.3 If it is Impractical to determine 
background levels before spiking (e.g., 
maximum holding times will be exceeded), 
the spike concentration should be (1) the 
regulatory concentration limit, if any; or. if 
none by (2) the larger of either 5 times higher 
than the expected background concentration 
or the test concentration in Section 8.2.2. 

8.3.2 Analyze one sample aliquot to 
determine the background concentration (B) 
of each parameter. In necessary, prepare a 
new QC check sample concentrate (Section 
6.2.1) appropriate for the background 
concentrations in the sample. Spike a second 
sample aliquot with 1.0 mL of the QC check 
sample concentrate and analyze it to 
determine the concentration after spiking (A) 
of each parameter. Calculate each percent 
recovery (P) as 100 (A-B)%/T. where T is the 
known true value of the spike. 

8.3.3 Compare the percent recovery (P) for 
each parameter with the corresponding QC 
acceptance criteria found in Table 2. These 
acceptance criteria were calculated to 
include an allowance for error in 
measurement of both the background and 
spike concentrations, assuming a spike to 
background ratio of 5:1. This error will be 
accounted for to the extent that the analyst's 
spike to background ratio approaches 5:1.^ If 
spiking was performed at a concentration 
lower than the test concentration in Section 
8.2.2. the analyst must use either the QC 
acceptance criteria in Tab^e 2. or optional QC 
acceptance criteria calculated for the specific 
spike concentration. To calculate optional 
acceptance criteria for the recovery of a 
parameter (1) calculate accuracy (X') using 
the equation in Table 3, substituting the spike 
concentration (T) for C; (2) calculate overall 
precision (S') using the equation in Table 3, 
substituting X' for X: (3) calculate the range 
for recovery at the spike concentration as 
(100 X7T) ± 2.44 (100 S7T)%.’ 

8.3.4 If any individual P falls outside the 
designated range for recovery, that parameter 
has failed the acceptance criteria. A check 
standard containing each parameter that 
failed the criteria must be analyzed as 
described in Section 8.4. 

6.4. If any parameter fails the acceptance 
criteria for recovery in Section 8.3, a QC 
check standard containing each parameter 
that failed must be prepared and analyzed. 

Note.—^The frequency for the required 
analysis of a QC check standard will depend 
upon the number of parameters being 
simultaneously tested, the complexity of the 
sample matrix, and the performance of the 
laboratory. 

8.4.1 Prepare the QC check standard by 
adding 1.0 mL of QC check sample 
concentrate (Sections 0.2.1 or 8.3.2) to 1 L of 
reagent water. The QC check standard needs 
only to contain the parameters that failed 
criteria in the test in Section 8.3. 


6.4.2 Analyze the QC check standard to 
determine the concentration measured (A) of 
each parameter. Calculate each percent 
recovery (PJ as 100 (A/T)%. where T is the 
true value of the standard concentration. 

8.4.3 Compare the percent recovery (PJ 
for each parameter with the corresponding 
QC acceptance criteria found in Table 2. 

Only parameters that failed the test in 
Section 8.3 need to be compared with these 
criteria. If the recovery of any such parameter 
falls outside the designated range, the 
laboratory performance for that parameter is 
judged to be out of control, and the problem 
must be immediately identified and 
corrected. The analytical result for that 
parameter in the unspiked sample is suspect 
and may not be reported for regulatory 
compliance purposes. 

8.5 As part of the QC program for the 
laboratory, method accuracy for wastewater 
samples must be assessed and records must 
be maintained. After the analysis of five 
spiked wastewater samples as in Section 8.3, 
calculate the average percent recovery (P) 
and the standard deviation of the percent 
recovery (Sp). Express the accuracy 
assessment as a percent recovery interval 
from P—2Sp to P+28p. If P=90% and 8p=10%, 
for example, the accuracy interval is 
expressed as 70-110%. Update the accuracy 
assessment for each parameter on a regular 
basis (e.g. after each five to ten new accuracy 
measurements). 

8.6 It is recommended that the laboratory 
adopt additional quality assurance practices 
for use with this method. The specific 
practices that are most productive depend 
upon the needs of the laboratory and the 
nature of the samples. Field duplicates may 
be analyzed to assess the precision of the 
environmental measurements. When doubt 
exists over the identification of a peak on the 
chromatogram, confirmatory techniques such 
as gas chromatography with a dissimilar 
column, specific element detector, or mass 
spectrometer must be used. Whenever 
possible, the laboratory should analyze 
standard reference materials and participate 
in relevent performance evaluation studies. 

P. Sample Collection^ Preservation, and 
Handling 

9.1 Grab samples must be collected in 
glass containers. Conventional sampling 
practices * should be followed, except that 
the bottle must not be prerinsed with sample 
before collection. Composite samples should 
be collected in refrigerated glass containers 
in accordance with the requirements of the 
program. Automatic sampling equipment 
must be as free as possible of Tygon tubing 
and other potential sources of contamination. 

9.2 All samples must be iced or 
refrigerated at 4 *C from the time of collection 
until extraction. 

9.3 All samples must be extracted within 
7 days of collection and completely analyzed 
within 40 days of extraction.* 

JO. Sample Extraction 

10.1 Mark the water meniscus on the side 
of the sample bottle for later determination of 
sample volume. Pour the entire sample into a 
2-L separatory funnel. 
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10.2 Add 60 mL of methylene chloride to 
the sample bottle, seal, and shake 30 s to 
rinse the inner surface. Transfer the solvent 
to the separatory funnel and extract the 
sample by shaking the funnel for 2 min with 
periodic venting to release excess pressure. 
Allow the organic layer to separate from the 
water phase for a minimum of 10 min. If the 
emulsion interface between layers is more 
than pne-third the volume of the solvent 
layer, the analyst must employ mechanical 
techniques to complete the phase separation. 
The optimum technique depends upon the 
sample, but may include stirring, filtration of 
the emulsion through glass wool, 
centrifugation, or other physical methods. 
Collect the methylene chloride extract in a 
250-mL Erlenmeyer flask. 

10.3 Add a second 60-mL volume of 
methylene chloride to the sample bottle and 
repeat the extraction procedure a second 
time, combining the extracts in the 
Erlenmeyer flask. Perform a third extraction 
in the same manner. 

10.4 Assemble a Kudema-Danish (K-D) 
concentrator by attaching a 10-mL 
concentrator tube to a 500-mL evaporative 
flask- Other concentration devices or 
techniques may be used in place of the K-D 
concentrator if the requirements of Section 

8.2 are met. 

10.5 Pour the combined extract through a 
solvent-rinsed drying column containing 
about 10 cm of anhydrous sodium sulfate, 
and collect the extract in the K-D 
concentrator. Rinse the Erlenmeyer flask and 
column with 20 to 30 mL of methylene 
chloride to complete the quantitative transfer. 

10.6 Add one or two clean boiling chips to 
the evaporative flask and attach a three-ball 
Snyder column. Prewet the Snyder column by 
adding about 1 mL of methylene chloride to 
the top. Place the K-D apparatus on a hot 
water bath (60 to 65 ’C) so that the 
concentrator tube is partially immersed in the 
hot water, and the entire lower rounded 
surface of the flask is bathed with hot vapor. 
Adjust the vertical position of the apparatus 
and the water temperature as required to 
complete the concentration in 15 to 20 min. At 
the proper rate of distillation the balls of the 
column will actively chatter but the chambers 
will not flood with condensed solvent. When 
the apparent volume of liquid reaches 1 to 2 
mL, remove the K-D apparatus and allow it 

to drain and cool for at least 10 min. 

Note.—^The dichloribenzenes have a 
sufficiently high volatility that significant 
losses may occur in concentration steps if 
care is not exercised. It is important to 
maintain a constant gentle evaporation rate 
and not to allow the liquid volume to fall 
below 1 to 2 mL before removing the K-D 
apparatus from the hot water bath. 

10.7 Momentarily remove the Snyder 
column, add 50 mL of hexane and a new 
boiling chip, and reattach the Snyder column. 
Raise the tempeahire of the water bath to 85 
to 90 *0. Concentrate the extract as in 
Section 10.6, except use hexane to prewet the 
column. The elapsed time of concentration 
should be 5 to 10 min. 

10.8 Romove the Snyder column and rinse 
Ihe flask and its lower joint into the 
concentrator tube with 1 to 2 mL of hexane. A 
5-mL syringe is recommended for this 


operation. Stopper the concentrator tube and 
store refrigerated if further processing wiD 
not be performed immediately. If the extract 
will be stored longer than two days, it should 
be transferred to a Teflon-sealed screw-cap 
vial. If the sample extract requires no further 
cleanup, proceed with gas chromatographic 
analysis (Section 12). If the sample requires 
further cleanup, proceed to Section 11. 

10.9 Determine the original sample 
volume by refilling the sample bottle to the 
mark and transferring the liquid to a 1000-mL 
graduated cylinder. Record the sample 
volume to the nearest '5 mL 

11, Cleanup and Separation 

11.1 Cleanup procedures may not be 
necessary for a relatively clean sample 
matrix. If particular circumstances demand 
the use of a cleanup procedure, the analyst 
may use the procedure below or any other 
appropriate procedure. However, the analyst 
first must demonstrate that the requirements 
of Section 8.2 can be met using the method as 
revised to incorporate the cleanup procedure. 

11.2 Florisil column cleanup for 
chlorinated hydrocarbons: 

11.2.1 Adjust the sample extract to 10 mL 
with hexane. 

11.2.2 Place 12 g of Florisil into a 
chromatographic column. Jap the column to 
settle the Florisil and add 1 to 2 cm of 
anhydrous sodium sulfate to the top. 

11.2.3 Preelute the column with 100 mL of 
petroleum ether. Discard the eluate and just 
prior to exposure of the sodium sulfate layer 
to the air, quantitatively transfer the sample 
extract onto the column by decantation and 
subsequent petroleum ether washings. 
Discard the eluate. (ust prior to exposure of 
the sodiiun sulfate layer to the air, begin 
eluting the column with 200 mL of petroleum 
ether and collect the eluate in a 500-mL K-D 
flask equipped with a 10-mL concentrator 
tube. This fraction should contain all of the 
chlorinated hydrocarbons. 

11.2.4 Concentrate the fraction as in 
Section 10.6, except use hexane to prewet the 
column. When the apparatus is cool, remove 
the Snyder column and rinse the flask and its 
lower joint into the concentrator tube with 
hexane. Analyze by gas chromatography 
(Section 12). 

12, Gas Chromatography 

12.1 Table 1 summarizes the 
recommended operating conditions for the 
gas chromatograph. Included in this table are 
retention times and MDL that can be 
achieved under these conditions. Examples of 
the separations achieved by Column 2 are 
shown in Figures 1 and 2. Other packed or 
capillary (open-tubular) columns, 
chromatographic conditions, or detectors may 
be used if the requirements of Section 8.2 are 
met. 

12.2 Calibrate the system daily as 
described in Section 7. 

12.3 If the internal standard calibration 
procedure is being used, the internal standard 
must be added to the sample extract and 
mixed throughly immediately before injection 
into the gas chromatograph. 

12.4 Inject 2 to 5 ^L of the sample extract 
or standard into the gas chromatograph using 
the solvent-flush technique.*Smaller (1.0 pL) 


volumes may be injected if automatic devices 
are employed. Record the volume injected to 
the nearest 0.05 fiL the total extract volume, 
and the resulting peak size in area or peak 
height units. 

12.5 Identify the parameters in the sample 
by comparing the retention times of the peaks 
in the sample chromatogram with those of the 
peaks in standard chromatograms. The width 
of the retention time window used to make 
identiflcations should be based upon 
measurements of actual retention time 
variations of standards over the course of a 
day. Three times the standard deviation of a 
retention time for a compound can be used to 
calculate a suggested window size; however, 
the experience of the analyst should weigh 
heavily in the interpretation of 
chromatograms. 

12.6 If the response for a peak exceeds 
the working range of the system, dilute the 
extract and reanalyze. 

12.7 If the measurement of the peak 
response is prevented by the presence of 
interferences, further cleanup is required. 

13, Calculations 

13.1 Determine the concentration of 
individual compounds in the sample. 

13.1.1 If the external standard calibration 
procedure is used, calculate the amount of 
material injected from the peak response 
using the calibration curve or calibration 
factor determined in Section 7.2.2. The 
concentration in the sample can be 
calculated from Equation 2. 

Equation 2. 


Concentration (pg/L)= 

(VJ(V.) 

where: 

A=Amount of material injected (ng). 

Vi = Volume of extract injected (/xL). 

Vt=Volume of total extract (fxL). 

V,=Volume of water extracted (mL). 

13.1.2 If the internal standard calibration 
procedure is used, calculate the 
concentration in the sample using the 
response factor (RF) determined in Section 

7.3.2 and Equation 3. 

Equation 3. 


Concentration (/xg/L)=- 

(A^)(RF)(Vo) 

where: 

A«=Response for the parameter to be 
measured. 

Ata=Response for Ihe internal standard. 
1.=Amount of internal standard added to 
each extract (pg). 

Vo= Volume of water extracted (L). 

13.2 Report results in without 
correction for recovery data. All QC data 
obtained should be reported with the sample 
results. 
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14. Method Performance 

14.1 The method detection limit (MDL) is 
defined as the minimum concentration of a 
substance that can be measured and reported 
with 99% conHdence that the value is above 
zero.‘The MDL concentrations listed in 
Table 1 were obtained using reagent water.*® 
Similar results were achieved using 
representative wastewaters. The MDL 
actually achieved in a given analysis will 
vary depending on instrument sensitivity and 
matrix effects. 

14.2 This method has been tested for 
Linearity of spike recovery from reagent 
water and has been demonstrated to be 
applicable over the concentration range from 
4XMDL to 1000XMDL‘® 

14.3 This method was tested by 20 
laboratories using reagent water, drinking 
water, surface water, and three industrial 
wastewaters spiked at six concentrations 
over the range 1.0 to 358 ^g/L.“ Single 
operator precision, overall precision, and 
method accuracy were found to be directly 
related to the concentration of the parameter 
and essentially independent of the sample 
matrix. Linear equations to describe these 
relationships are presented in Table 3. 


References 

1.40 CFR Part 136, Appendix B. 

2. ^'Determination of Chlorinated 
Hydrocarbons In Industrial and Municipal 
Wastewaters.** Report for EPA Contract 68- 
03-2625 (In preparation). 

3. ASTM Annual Book of Standards. Part 
31, D3694-78. "Standard Practices for 
Preparation of Sample Containers and for 
Preservation of Organic Constituents,'* 
American Society for Testing and Materials, 
Philadelphia. 

4. "Carcinogens—Working With 
Carcinogens." Department of Health. 
Education, and Welfare, Public Health 
Service. Center for Disease Control. National 
Institute for Occupational Safety and Health, 
Publication No. 77-206. August 1977, 

5. "OSHA Safety and Health Standards. 
General Industry," (29 CFR 1910), 
Occupational Safety and Health 
Administration, OSHA 2206 (Revised, 
January 1976). 

6. "Safety in Academic Chemistry 
Laboratories.*^American Chemical Society 
Publication, Committee on Chemical Safety. 
3rd EdiUon, 1979. 

7. Provost, LP., and Elder, R.S. 
"Interpretation of Percent Recovery 


American Laboratory, 15, 56-63 (1983). 
(The value 2.44 used in the equation in 
Section 8.3.3 is two times the value 1.22 
derived in this report.) 

8. ASTM Annual Book of Standards. Part 
31. D3370-76. "Standard Practices for 
Sampling Water," American Society for 
Testing and Materials. Philadelphia. 

9. Burke. J.A. "Gas Chromatography for 
Pesticide Residue Analysis: Some Practical 
Aspects," Journal of the Association of 
Official Analytical Chemists, 48 ,1037 (1965). 

10. "Development of Detection Limits. EPA 
Method 612, Chlorinated Hydrocarbons," 
Special letter report for EPA Contract 66-03- 
2825, U.S. Environmental Protection Agency. 
Environmental Monitoring and Support 
Laboratory. Cincinnati, Ohio 45268. 

11. "EPA Method Validation Study 22, 
Method 612 (Chlorinated Hydrocarbons)," 
Report for EPA Contract 68-03-2625 (In 
preparation). 

12. "Method Performance for 
Hexachlorocyclopentadiene by Method 612," 
Memorandum from R. Slater, U.S. 
Environmental Protection Agency. 
Environmental Monitoring and Support 
Laboratory, Cincinnati, Ohio 4526^ 
December 7,1983. 


Table 1.—Chromatographic Conditions and Method Detection Limits 


Parameter 

Retention time (min) 

Method 

detection 

limH(pg/U 

Column 1 

Column 2 

13<Oichlorobanzene. ,, . 

4 5 

6.6 

1.19 


4 9 

6.3 

0.03 

1.4-OichloroberTzene..„... 

52 

7.6 

1.34 

1.2*Olchlorobanzena_ „ .... ’***' *** ** 

66 

9.3 

1.14 

Hexachlorobutadiane.... . 

77 

20.0 

0.34 

1.2.4-TfichlQrabanzena. . .... 

IS 5 

00 a 

0.05 

Haxachlorocyclopanladiane._ „ . 

nd 

*16.5 

0.40 

2-i^voronapniMi0ra- —----, . 

• 2.7 

*3.0 

024 

Hnachlorobanzena.. 

•5.6 

*10.1 

0.05 



Column 1 Supalcopon (100/120 mesh) coated with 1% SP-1000 packed In a 1.6 m x 2 mm ID glass column with 5% melh#na/96% argon carrier gas at 25 mL/mln flow rats. 

Ojlumn temperature held teothermal at 65 'C. except where otherwise indicated. 

Column 2 condWons: Supelooport (60/100 mesh) coated with 1.5% OV-1/2.4% OV-225 packed in a 1.6 m x 2 mm ID glass column with 5% methane/95% argon carrier gas at 25 mL/ 
mm flow rate. Column temperature held isothermal at 75 ‘C. except where otherwiae Indicated. 
ndi^Not determinod. 

* 150 *C column temperature. 

* 165 *C column temperature. 

* 100 X column lem^ature. 


Table 2.—OC Acceptance Criteria—Method 612 


Parameter 

Test 

cone. 

Limit for 
• (m/U 

Range for X 
(pg/t) 

Range 

forP.P, 

(perceni) 

2-ChlororwDhlhaleoe..... 

1(X) 

372 

29 5>126 9 

9-148 

12 - 0 lchloroben 2 ene. . 

100 

28.3 

23.5-145.1 

9-160 

120iohlorabenzena. .. . 

1(X) 

26.4 

72-136.6 

D-150 

1.4-Oichkxobenzdr>e. . 

too 

20.6 

22.7-126.9 

13-137 

Mexachlorobenzene ... .. . _ . 

10 

24 

2.6-14.6 

15-150 

Haxachlofobutodkma.. ... 

HaxachlorocYClopentadiana. . . 

10 

10 

2.2 

25 

D-127 

D-10.4 

0-139 

0-111 


10 

3.3 

2.4-12.3 

6-139 

l.2.4.TricNorob6nzene.. . 

100 

3L6 

20.2-1337 

5-149 



s^Standard deviation of four recovery measurements, m ^tg/L (Section 6.2.4). 

/(••Average recovery for four recovery measurements, m >ig/L (Section 6.2.4). 

PP,« Percent recovery measured (Section 6.3.2. Section 6.4.2). 

D> Detected; result must be greater than zero. 

NOTE—These criterta are baaed dbectly upon the method performance data m Table 3. Where riecessary. the imits lor recovery have been broadened to assure appUcabrHty of the limits 
to concentrations below those used to develop Table 3. -,^7 

Table 3.—Method Accuracy and Precision as Functions of Concentration—Method 612 


Parameter 

Aoccuracy. as 
recovery. X’ 
(fig/L) 

Single analyst 
precision, s,' 
(m8/L) 

Overs! 
practoion. S' 
(ms/U 

2*ChlorDnaphth8)erw. 

0.75C 4-3.21 
0.85C-0.70 
0.72C-I-0.87 

0.28X-1.17 

0.22)1-295 

0.21«-1.03 

0.36)1-1.36 

0.41)1-3.92 

0.49)1-3.90 

12-Olchlorobenzene....... 

l.a-Dichlorobenzene. .... 
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Table 3.— Method Accuracy and Precision as Functions of Concentration—Method 612— Continued 


Parameter 

Acccuracy. as 
recovery, X' 

Single analyst 
precision, s,’ 

OveraS 
precision, S‘ 
(pg/L) 

1,40lchlorobcrjcene.... 

O.72C4-2.0O 

0.87C~0.02 

0.16X-0.48 

0.14X4-0.07 

0 lflXa.OOil 

0.35X-0.57 
0.36X-0.19 
O. 53 X—0.12 

HStcachlorobenxene. ^. 

Hsaachlorobutadierw. ... 

Ma«chlorocvdopenuidiene* *..... 

V*^W • W'F W*VW 

0.47C 

V* iOA^W«VQ 

0.24X 

0.23X4-0.07 

0.23X-0.44 

0 6 OX 

HeNachloroeihiine.. 

0.74C-0.02 

0 TAPIOCA 

o,3eX-o.oo 

0.40X-137 

1^4-Trtchlorobenzene.... 




X » Expected recovery for orte or more meMurements of • sample containing a conoentratJon of C, lr> uo/L 

standard deviation of measurements at an average oonoerrtration found oil? in ug/L 
S' Expect^ imerjeboratory standard daviatioo of meesuements at an average corKentraiion k)und of X, In og/L 
C*Tnje value tor the conoenirellorv In >«g/L ^ 

Xs^Average recovery found lor measurements of samples containing a concentration of C, m »ig/L 

• Estimates based upon the pedormence In a single laboratory.^* 


BILUNQ CODE 6560>5(MI 
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COLUMN: 1.5% OV-1/2.4% OV-225 ON SUPELCOPORT 
TEMPERATURE; 75*t 
DETECTOR; aECTRON CAPTURE 



RETENTION TIME. MIN. 


i: 

Figure 1. Gas chromatogram of chlorinated hydrocarbons. j 
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COLUMN: 1.5% OV-1/2.4% OV-225 ON SUPELCOPORT 
TEMPERATURE: 165*C 
DETECTOR: ELECTRON CAPTURE 



Figure 2. Gas chromatogram of chlorinated hydrocarbons. 

BILUHO CODE 6(I«0-S»-C 


-615- 
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Method 613—2,3,7»8-Tetrach!orodibenzo-p- 
Dioxin 

7, Scope and Application 

1.1 This method covers the determination 
of 2,3,7,8-tetrachlorodibenzo-p-dioxin (2,3,7,8- 
TCDD). The following parameter may be 
determined by this method: 


Parameter 

STORE! 

No. 

GAS No. 

Z3.7.s.Tcnn ... 

i 

34675 

1746-01-6 



1.2 This is a gas chromatographic/mass 
spectrometer (GC/MS) method applicable to 
the determination of 2,3.7.8-TCDD in 
municipal and industrial discharges as 
provided under 40 CFR 136.1. Method 625 
may be used to screen samples for 2,3,7,8- 
TCDD. When the screening test is positive, 
the final qualitative confirmation and 
quantification mlust be made using Method 
613. 

1.3 The method detection limit (MDL, 
defined in Section 14.1) ‘ for 2.3,7,8-TCDD is 
listed in Table 1. The MDL for a specific 
wastewater may be different from that listed, 
depending upon the nature of interferences in 
the sample matrix. 

1.4 ^cause of the extreme toxicity of this 
compound, the analyst must prevent 
exposure to himself, of to others, by materials 
knows or believed to contain 2,3,7,8-TCDD, 
Section 4 of this method contains guidelines 
and protocols that serve as minimum safe¬ 
handling standards in a limited-access 
laboratory. 

1.5 Any modification of this method, 
beyond those expressly permitted, shall be 
considered as a major modification subject to 
application and approval of alternate test 
procedures under 40 CFR 136.4 and 138.5. 

1.6 This method is restricted to use by or 
under the supervision of analysts 
experienced in the use of a gas 
chromatograph/mass spectrometer and in the 
interpretation of mass spectra. Each analyst 
must demonstrate the ability to generate 
acceptable results with this method using the 
procedure described in Section 8.2. 

2. Summary of Method 

2.1 A measured volume of sample, 
approximately 1-L, is spiked with an internal 
standard of labeled 2,3,7,8-TCDD and 
extracted with methylene chloride using a 
separatory funnel, llie methylene chloride 
extract is exchanged to hexane during 
concentration to a volume of 1.0 mL or less. 
The extract is then analyzed by capillary 
column GC/MS to separate and measure 
2.3.7,8-TCDD.*** 

2.2 The method provides selected column 
chromatographic cleanup proceudres to aid in 
the elimination of interferences that may be 
encountered. 

3. Interferences 

3.1 Method interferences may be caused 
by contaminants in solvents, reagents, 
glassware, and other sample processing 
hardware that lead to discrete artifacts and/ 
or elevated backgrounds at the masses (m/z) 
monitored. All of these materials must be 
routinely demonstrated to be free from 


interferences under the conditions of the 
analysis by running laboratory reagent 
blanks as described in Section 8.1.3. 

3.1.1 Glassware must be scrupulously 
cleand.^ Clean all glassware as soon as 
possible after use by rinsing with the last 
solvent used in it. Solvent rinsing should be 
followed by detergent washing with hot 
water, and rinses with tap water and distilled 
water. The glassware should then be drained 
dry, and heated in a muffle furnace at 400 *C 
for 15 to 30 miTL Some thermally stable 
materials, such as PCBs, may not be 
eliminated by the treatment. Solvent rinses 
with acetone and pesticide quality hexane 
may be substituted for the muffle furnace 
heating. Thorough rinsing with such solvents 
usually eliminates PCB interference. 
Volumetric ware should not be heated in a 
muffle furnace. After drying and cooling, 
glassware should be sealed and stored in a 
clean environment to prevent any 
accumulation of dust or other contaminants. 
Store inverted or capped with aluminum foil. 

3.1.2 The use of high purity reagents and 
solvents helps to mininmize interference 
problems. Piurification of solvents by 
distillation in all-glass systems may be 
required. 

3.2 Matrix interferences may be caused 
by contaminants that are coextracted from 
the sample. The extent of matrix 
interferences will vary considerably from 
source to source, depending upon the nature 
and diversity of the industrial complex or 
municipality being sampled. 2.3.7.8-TCDD is 
often associated with other interfering 
chlorinated compounds which are at 
concentrations several magnitudes higher 
than that of 2.3.7.8-TCDD. The cleanup 
producers in Section 11 can be used to 
overcome many of these interferences, but 
unique samples may require additional 
cleanup approaches to eliminate false 
positives and achieve the MDL listed in Table 
1 . 

3.3 The primary column. SP-2330 or 
equivalent, resolves 2,3.7,8-TCDD from the 
other 21 TCDD insomers. Positive results 
using any other gas chromatographic column 
must be confirmed using the primary column. 

4, Safety 

4.1 The toxicity or carcinogenicity of each 
reagent used in this method has not been 
precisely defined; however, each chemical 
compound should be treated as a potential 
health hazard. From this viewpoint, exposure 
to these chemicals must be reduced to the 
lowest possible level by whatever means 
available. The laboratory is responsible for 
maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of material data 
handling sheets should also be made 
available to all personnel involved in the 
chemical analysis. Additional references to 
laboratory safety are available and have 
been identified for the information of the 
analyst. Benzene and 2,3.7.8-TCDD have been 
identified as suspected human or mammalian 
carcinogens. 

4.2 ^cb laboratory' must develop a strict 
safety program for handling 2.3,7,8-TCDD. 

The following laboratory practices are 
recommended; 


4.2.1 Contamination of the laboratory will 
be minimized by conducting all 
manipulations in a hood. 

4.2.2 The effluents of sample splitters for 
the gas chromatograph and roughing pumps 
on the GC/MS should pass through either a 
column of activated charcoal or be bubbled 
tlirough a trap containing oil or high-boiling 
alcohols. 

4.2.3 Liquid waste should be dissolved in 
methanol or ethane^ and irradiated with 
ultraviolet light with a wavelength greater 
than 290 nm for several days. (Use F 40 BL 
lamps or equivalent). Analyze liquid wastes 
and dispose of the solutions when 2,3,7.8- 
TCDD can no longer be detected. 

4.3 Dow Chemical U.S.A. has issued the 
following precautions (revised November 
19t^8) for safe handling of 2,3,7.8-TCDD in the 
laboratory: 

4.3.1 The following statements on safe 
handling are as complete as possible on the 
basis of available toxicological information. 
The precautions for safe handling and use are 
necessarily general in nature since detailed, 
specific recommendations can be made only 
for the particular exposure and circumstances 
of each individual use. Inquiries about 
specific operations or uses may be addressed 
to the Dow Chemical Company. Assistance in 
evaluating the health hazards of particular 
plant conditions may be obtained from 
certain consulting laboratories and from 
State Departments of Health or of Labor, 
many of which have an industrial health 
service. 2,3,7.8-TCDD is extremely toxic to 
laboratory animals. However, it has been 
handled for years without injury in analytical 
and biological labaoratories. Techniques used 
in handling radioactive and infectious 
materials are applicable to 2.3,7,8,-TCDD. 

4.3.1.1 Protective equipment—^Throw- 
away plastic gloves, apron or lab coat, safety 
glasses, and a lab hood adequate for 
radioactive work. 

4.3.1.2 Training—Workers must be 
trained in the proper method of removing 
contaminated gloves and clothing without 
contacting the exterior surfaces. 

4.3.1.3 Personal hygiene—^Thorough 
washing of hands and forearms after each 
manipulation and before breaks (coffee, 
lunch, and shift). 

4.3.1.4 Confeement—Isolated work area, 
posted with signs, segregated glassware and 
tools, plastic-backed absorbent paper on 
benchtops. 

4.3.1.5 Waste—Good technique includes 
minimizing contaminated waste. Plastic bag 
liners should be used in waste cans. Janitors 
must be trained in the safe handling of waste. 

4 3.1.6 Disposal of wastes—^2.3.7, 8-TCDD 
decomposes above 800 *C. Low-level waste 
such as absorbent paper, tissues, animal 
remains, and plastic gloves may be burned in 
a good incinerator. Gross quantities 
(milligrams) should be packaged securely and 
disposed through commercial or 
governmental channels which are capable of 
handling high-level radioactive wastes or 
extremely toxic wastes. Liquids should be 
allowed to evaporate in a good hood and in a 
disposable container. Residues may then be 
handled as above. 
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4.3.1.7 Decontamination—For personal 
decontaminetion, use any mild soap with 
plenty of scrubbing action. For 
dPCoataBination of glassware, tools, and 
surfaces. (Hilorothene NU Solvent 
(Trademark of the Dow Chemical Company) 
is the least toxic solvent shown to be 
effective. Satisfactory cleaning may be 
uccompliahed by rinsing with Chlorothene. 
then washing with any detergent and water. 
Dishwater may be disposed to the sewer. It is 
prudent to minimize solvent wastes because 
(hey may require special disposal through 
coaunerdal sources which are expensive. 

4.3.1.6 Laundry—Clothing known to be 
contaminated should be disposed with the 
precautions described under Section 4.3.I.6. 
Lab coats or othn* clothing worn in 2.S.7.8> 

7 COO work areas may be htundered. 

Clothing should be collected in pbstic 
bags. Persons who convey the beigs and 
launder the dothing should be advised of the 
hazard and trained in proper handling. The 
clothing may be put into a washer without 
contact if the laimderer knows the problem. 
The washer should be run through a cycle 
befoR being used again for other dothing. 

4.3.1.9 Wipe tests—A useful method of 
determiniiig c^aniiness of work surfaces and 
tools is to wipe the surface with a piece of 
hlta* paper, ^traction and analysis by gas 
chromatography can achieve a limit of 
sensitivity of 0.1 pg per wipe. Less than 1 pg 
of 2.3J3-TCDO per sample indicates 
acceptable deanliness: anything higher 
warrants further deaning. More than 10 pg 
on a wipe sample constitutes an acute hazard 
and requires prompt deaning before further 
use of the equipment or work space. A high 
(>10 pig] 23.7.S<TCDO level indicates that 
ui'.acxxqHable work practioes have been 
employed in the past. 

4 J.1.30 Inhalation—^Any procedure that 
may produce airborne cofitamination nuist be 
done with good ventilation. Gross losses to a 
ventilation system must not be allowed. 
Handliqg of the dilate solutions normally 
used in analytical and animal work presents 
no inhalation hazards except in the case of 
an aeddent 

4.3.1.11 Aoddents—Remove 
contammaled dothing immediately, taking 
precaulioiis not to contaminate skin or other 
articles. Wash exposed skin vigorously and 
repeatedly until medical attention is 
obtdned. 

5. Apparatas and Materials 

5.1 Sampling equipment, for discrete or 
composite sam^ing. 

5.1.1 Crab sample bottle—^1-L or 1-ql, 
amber glass, fitted with a screw cap lined 
with Teflon. Foil may be substituted for 
Teflon if the sample Is not corrosive. If amber 
bottles are not a\'aUable, protect samples 
from tight Ibe bottle and cap liner must be 
washed, rinsed with acetone or methylene 
chloride, and dried before use to minimize 
con taminaticni. 

5.1.2 Automatic sampler faptional)—The 
sampler must incorporate glass sample 
containete for the collection of a minimum of 
250 mL of sample. Sample containers must be 
l^apt refrigerated at 4 *C and protected from 
light during compositing. If the sampler uses a 
peristaltic pump, a minimum length of 


compressible silicone rubber tubing may be 
used. Before use, however, the compressible 
tubing should be thoroughly rinsed with 
methanoL followed by repeated rinsings with 
distilled water to minimize the potential for 
contamination of the sample. An integrating 
flow meter is required to collect flow 
proportional composites. 

5.1.3 Clearly label all samples as 
**F01S0N'' and ship according to U.S. 
Department of Transportation regulations. 

5.2 Glassware (All spedfleations are 
suggested. Catalog numbers are included for 
illustration only.): 

5.2.1 Separatory funnels—2-L and 125-mL, 
with Teflon stopcoric 

52.2 Concentrator tube, Kudema- 
Danish—lO-mL. graduated (Kontes K-57005(»- 
1025 or equivalent). Calibration must be 
checked at the volumes employed in the test 
Ground glass stopper is used to prevent 
evaporation of extracts. 

52.3 Evaporative flask. Kuderna- 
Danish—SOCMnL (Kontes K-570001-0500 or 
equivalent). Attach to concentrator tube with 
springs. 

52.4 Snyder column, Kudema-Danish— 
Three-ball macro (Kontes K-503000-0121 or 
equivalent). 

5.2.5 Snyder cohimn, Kuderna-Danish— 
Two-ball micro [Kontes K-500001-0219 or 
equivalent). 

5.2.6 Vials—10 to 15-mL. amber glass, 
with Teflon-lined screw cap. 

52.7 Chromatographic column—300 mm 
long X 10 mm ID. with Teflon stopcock and 
coarse frit filter disc at bottom. 

5.2.8 Chromatographic column—400 mm 
long X 11 mm ID, with Teflon stopcock and 
coarse frit filter disc a I bottom. 

5.3 Boiling chips—^Approximately 10/40 
mesh. Heat to 400 “C for TO min or Soxhlet 
extract with methylene chloride. 

5.4 Water bath—Heated, with concentric 
ring cover, capable of temperature control 
(±2 X). The bath should be used in a hood. 

5.5 GC/MS system: 

5.5.1 Gas chromatograph—An analytical 
system complete with a temperature 
programmable gas chromatograph and all 
required accessories including syringes, 
analytical columns, and gases. The injection 
port must be designed for capillary columns. 
Either split, spiilless, or on-column injection 
techniques may be employed, as long as the 
requirements of Section 7.1.1 are achieved. 

5.5.2 Column—60 m long x 025 mm ID 
glass or fused silica, coated with SP-Z330 (or 
equivalent) with a film thickness of 0.2 pm. 
Any equivalent column must resolve 2, 3.7. 
8-TCDD from die other 21 TCDD isomers.*® 

5.5.3 Mass spectrometer—Either a low 
resolution mass spectrometer (LRMS) or a 
high resolution mass spectrometer (HRMS) 
may be used. The mass spectrometer must be 
equipped with a 70 V (nominal) ion source 
and be capable of aquiring m/z abundance 
data in real time selected ion monitoring 
(SIM) for groups of four or more masses. 

5.5.4 GC/MS interface—^Any GC to MS 
interface can be used that achieves the 
requirements of SecUon^7.1.1. GC to MS 
interfaces constructed of all glass or glass- 
lined materials are recommended. Glass 
surfaces can be deactivated by silanizing 
with dichlorodimethylsilane. To achieve 


maximum sensitivity, the exit end of the 
capillary column should be placed in the ion 
source. A short piece of fused silica capillary 
can be used as the interface to overcome 
problems associated with straightening the 
exit end of glass capillary columns. 

5.5.5 The SIM data acquired during the 
chromato^aphic program is defined as the 
Selected Ion Current Profile (SICP). The SICP 
can be acquired under computer control or as 
a real time analog output if computer control 
is used, there must be software available to 
plot the SICP and report peak height or area 
data for any m/z in the SICP between 
specified time or scan number limits. 

5.6 Balance—^AnalyticaL capable of 
accurately weighing OBOQl g. 

6. Reagents 

6.1 Reagent water—Reagent water is 
defined as a water in which an interferent is 
not observed at the MDL of 2,3. 7, d-TCDD. 

62 Sodium hydroxide solution (10 N]— 
Dissolve 40 g of NaOH (ACS) in reagent 
water and dilute to 100 mL. Wash the 
solution with methylene chloride and hexane 
before use. 

62 Sodium thiosulfate—(ACS) Granular. 

a4 Sulfuric acid—Concentrated (ACS. sp. 
gr. 1.84). 

6.5 Acetone, methylene chloride, hexane, 
benzene, ortho-xylene, tetradecane— 
Pestidde quality or equivalent. 

a6 Sodium sulfate—(ACS) Granular, 
anhydrous. Purify by heating at 400 ‘C for 4 h 
in a shallow tray. 

a7 Alumina—^Neutral, 80/200 mesh 
(Fisher Scientific Co.. No. A-540 or 
equivalent). Before use. activate for 24 h at 
130 *C in a foil-covered glass container. 

6.8 Silica gel—High parity grade, 100/120 
mesh (Fisher Scientific Co., No. S-679 or 
equivalent). 

6.9 Sto^ standard solutions (1.00 pg/ 
pL)—Stock standard solutions can be 
prepared from pure standard materials or 
purchased as certified solutions. Acetone 
should be used as the solvent for spiking 
solutions; ortho-xylene is recommended for 
calibration standards for split injectors; and 
tetradecane is recommended for splitless or 
on-colum injectors. Analyze stock internal 
standards to verify the absence of native 
2.3.7.a-TCDD. 

6.9.1 Prepare stock standard solutions of 
2,3.7.8-TCDD (mol wi 320) and either 
22L72-TCDD (mol wt 328) or 23,7,6. 
TCDD (mol wt 332) in an isolated area by 
accurately weighing about 0.0100 g of pure 
material. Dissolve the material in pesticide 
quality solvent and dilute to volume in a 10- 
mL volumetric flask. When compound purity 
is assayed to be 96% or greater, the weight 
can be used without correction to calculate 
the concentration of tiie stock standard. 
Commercially prepared stock standards can 
be used at any concentration If they are 
certified by the manufacturer or by an 
independent source. 

6.92 Transfer the stock standard 
solutions into Teflon-sealed screw-cap 
bottles. Store in an isolated refrigerator 
protected from light. Stock standard solutions 
should be checked frequently for signs of 
degradation or evaporation, especially just 
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prior to preparing calibration standards or 
spiking solutions from them. 

6.9.3 Stock standard solutions must be 
replaced after six months, or sooner if 
comparison with check standards indicates a 
problem. 

6.10 Internal standard spiking solution (25 
ng/mL)—Using stock standard solution, 
prepare a spiking solution in acetone of 
either ' ‘C„ or 2.3.7.8-TCDD at a 
concentration of 25 ng/ML (See Section 10.2) 

6.11 Quality control check sample 
concentrate—See Section 8.2.1. 

7. Calibration 

7.1 Establish gas chromatograhie 
operating conditions equivalent to those 
given in Table 1 and SIM conditions for the 
mass spectrometer as described in Section 

12.2 The GC/MS system must be calibrated 
using the internal standard technique. 

7.1.1 Using stock standards, prepare 
calibration standards that will allow 
measurement of relative response factors of 
at least three concentration ratios of 2,3,7,8- 
TCDD to internal standard. Each calibration 
standard must be prepared to contain the 
internal standard at a concentration of 25 ng/ 
mL. If any interferences are contributed by 
the internal standard at n/z 320 and 322, its 
concentration may be reduced in the 
calibration standards and in the internal 
standard spiking solution (Section 6.10). One 
of the calibration standards should contain 

2.3.7.8- TCDD at a concentration near, but 
above, the MDL and the other 2,3,7,8-TCDD 
concentrations should correspond to the 
expected range of concentrations found in 
real samples or should define the working 
range of the GC/MS system. 

7.1.2 Using injections of 2 to 6 ^L. analyze 
each calibration standard according to 
Section 12 and tabulate peak height or area 
response against the concentration of 2.3,7,8- 
TCDD and internal standard. Calculate 
response factors (RF) for 2,3,7,8-TCDD using 
Equation 1. 

Equation 1. 

„ (A.) (Q.) 

RF=- 

(Au) (C.) 

where: 

A.=SIM response for 2,3,7,8-TCDD m/z 
320. 

Ay=SIM response for the internal 
standard, m/z 332 for ‘^Cu 2,3,7,8-TCDD 
m/z 328 for ”Ch 2.3.7.8-TCDD. 

Cu=Concentration of the internal standard 
(Mg/L). 

C,=Concentration of 2.3,7,8-TCDD (pg/L). 
If the RF value over the working range is a 
constant (< 10% relative standard deviation, 
RSD), the RF can be assumed to be invariant 
and the average RF can be used for 
calculations. Alternatively, the results can be 
used to plot a calibration curve of response 
ratios. A,/Au, vs. RF. 

7.1.3 The working calibration curve or RF 
must be verified on each working day by the 
measurement of one or more 2.3.7.8-TCDD 
calibration standards. If the response for 

2.3.7.8- TCDD varies from the predicted 
response by more than ±15%. the test must 


be repeated using a fresh calibration 
standard. Alternatively, a new calibration * 
curve must be prepared. 

7.2 Before using any cleanup procedure, 
the analyst must process a series of 
calibration standards through the procedure 
to validate elution patterns and the absence 
of interferences from the reagents. 

8, QuaJity Control 

8.1 Each laboratory that uses this method 
is required to operate a formal quality control 
program. The minimum requirements of this 
program consist of an initial demonstration of 
laboratory capability and an ongoing 
analysis of spiked samples to evaluate and 
document data quality. The laboratory must 
maintain records to document the quality of 
data that is generated. Ongoing data quality 
checks are compared v/ith established 
performance criteria to determine if the 
results of analyses meet the performance 
characteristics of the method. When results 
of sample spikes indicate atypical method 
performance, a quality control check 
standard must be analyzed to confirm that 
the measurements were performed in an in- 
control mode of operation. 

8.1.1 The analyst must make an initial, 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with this method. This ability is established 
as described in Section 8.2. 

8.1.2 In recognition of advances that are 
occurring in chromatography, the analyst is 
permitted certain options (detailed in 
Sections 10.5,11.1, and 12.1) to improve the 
separations or lower the cost of 
measurements. Each time such a modification 
is made to the method, the analyst is required 
to repeat the procedure in Section 8.2 

8.1.3 Before processing any samples, the 
analyst must analyze a reagent water blank 
to demonstrate that interlerences from the 
analytical system and glassware are under 
control. Each time a set of samples is 
extracted or reagents are changed, a reagent 
water blank must be processed as a 
safeguard against laboratory contamination. 

8.1.4 The laboratory must, on an ongoing 
basis, spike and analyze a minimum of 10% of 
all samples with native 2.3,7.8-TCDD to 
monitor and evaluate laboratory data quality. 
This procedure is described in Section 8.3. 

8.1.5 The laboratory must, on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
control. This procedure is described In 
Section 8.4. Tlie frequency of the check 
standard analyses is equivalent to 10% of all 
samples analyzed but may be reduced if 
spike recoveries from samples (Section a3) 
meet all specified quality control criteria. 

8.1.6 The laboratory must maintain 
performance records to document the quality 
of data that is generated. This procedure is 
described in Section 8.5. 

6.2 To establish the ability to generate 
acceptable accuracy and precision, the 
analyst must perform the following 
operations. 

8.2.1 A quality control (QC) check sample 
concentrate is required containing 2,3,7,8- 
TCDD at a concentration of 0.100 p.g/mL in 
acetone. The QC check sample concentrate 


must be obtained from the U.S. 
Environmental Protection Agency, 
Environmental Monitoring and Support 
Laboratory in Cincinnati, Ohio, if available. If 
not available from that source, the QC check 
sample concentrate must be obtained from 
another external source. If not available from 
either source above, the QC check sample 
concentrate must be prepared by the 
laboratory using stodc standards prepai^^d 
independently tern those used for 
calibration. 

8.2.2 Using a pipet prepare QC check 
samples at a concentration of 0.100 /ig/L (lOO 

adding 1.00 mL of QC check sample 
concentrate to each of four 1-L aliquots of 
reagent water. 

8.2.3 Analyze the well-mixed QC check 
samples according to the method beginning in 
Section 10. 

8.2.4 Calculate the average recovery (X) 
in ^g/L, and the standard deviation of the 
recovery (s) In /Ag/L, for 2,3,7,8-TCDD using 
the four results. 

8.2.5 Compare s and (X) with the 
corresponding acceptance criteria for 
precision and accuracy, respectively, found in 
Table 2. If s and X meet the acceptance 
criteria, the system performance is 
acceptable and analysis of actual samples 
can begin. If s exceeds the precision limit or 
X falls outside the range for accuracy, the 
system performance is unacceptable for 

2,3.7.8-TCDD. Locate and correct the source 
of the problem and repeat the test beginning 
with Section a2.2. 

6.3 The laboratory must, on an ongoing 
basis, spike at least 10% of the samples from 
each sample site being monitored to assess 
accuracy. For laboratories analyzing one to 
ten samples per month, at least one spiked 
sample per month is required. 

8.3.1 The concentration of the spike in the 
sample should be determined as follows; 

8.3.1.1 If, as in compliance monitoring, the 
concentration of 2,3,7,8-TCDD in the sample 
is being checked against a regulatory 
concentration limit, the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 

8.3.1.2 If the concentration of 2,3.7,8- 
TCDD in the sample is not being checked 
against a limit speciBc to that parameter, the 
spike should be at 0.100 ;ig/L or 1 to 5 times 
higher than the background concentration 
determined in Section 8.3.2, whichever 
concentration would be larger. 

6.3.1.3 If it is impractical to determine 
background levels before spiking (e.g., 
maximum holding times will be exceeded), 
the spike concentration should be (1) the 
regulatory concentration limit, if any; or. if 
none (2) the larger of either 5 times higher 
than the expected background concentration 
or 0.100 ^g/L 

8.3.2 Analyze one sample aliquot to 
determine the background concentration (B) 
of 2.3.7,8-TCDD. If necessary, prepare a new 
QC check sample concentrate (Section 8.2.1) 
appropriate for the background concentration 
in the sample. Spike a second sample aliquot 
with 1.0 mL of the QC check sample 
concentrate and analyze it to determine the 
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concentration after spiking (A) of 2.3,7,8- 
TCDD. Calculate percent recovery (P) as 
100(A-B)%T, where T is the known true value 
of the spike. 

8.3.3 Compare the percent recovery (P) for 

2.3.7.8- TCDD with the corresponding QC 
acceptance criteria found in Table 2. These 
acceptance criteria were calculated to 
incli^ an allowance for error in 
measurement of both the background and 
spike concentrations, assuming a spike to 
bHckground ratio of 5:1. This error will be 
accounted for to the extent that the analyst's 
spike to background ratio approaches 5:1.’* If 
spiking was performed at a concentration 
lower than 0.100 pg/L the analyst must use 
either the QC acceptance criteria in Table 2. 
Of optional QC acceptance criteria calculated 
for the specific spike concentration. To 
calculate optional acceptance criteria for the 
recovery of 2,3,7.6-TCDD: (1) calculate 
accuracy (X') using the equation in Table 3. 
substituting the spike concentration (T) for C: 
(2) calculate overall precision (S') using the 
equation in Table 3. substituti^ X' for X; (3) 
calculate the range for recovery at the spike 
concentration as (100 X7T)±2.44(100 S'/ 

T)%. ” 

8.3.4 If the recovery of 2.3,7.8-TCDD falls 
outside the designated range for recovery, a 
check standard must be analyzed as 
described in Section 8.4. 

8.4 If the recoveiy of 24.73'TCDD fails 
the acceptance criteria for recovery in 
Section 8.3. a QC check standard must be 
prepared and analyzed. 

Note.—^The frequency for the required 
analysis of a QC check standard will depend 
upon the complexity of the sample matrix 
and the performance of the laboratory. 

8.4.1 Prepare the QC check standi by 
adding 1.0 inL of QC check sample 
concentrate (Section 8.2.1 or a3.2) to 1 L of 
reagent water. 

8.4.2 Analyze the QC check standard to 
determine the concentration measured (A) of 

2.3.7.8- TCDD. Calculate the percent recovery 
(PJ as 100 (A/T)%. where T is the true value 
of the standard concentration. 

8.4.3 Compare the percent recovery (PJ 
with the corresponding QC acceptance 
criteria found in Table 2. If the recovery of 
2,3.7.8>TCDD falls outside the designated 
range, the laboratory performance is judged 
to be out of control and the problem must be 
immediately identified and corrected. The 
analytical result for 2,3.7.8-TCDD in the 
unspiked sample is suspect and may not be 
reported for regulatory compliance purposes. 

8.5 As part of the QC program for the 
laboratory, method accuracy for wastewater 
samples must be assessed and records must 
be maintained. After the analysis of five 
spiked wastewater samples as in Section 8.3. 
calculate the average percent recovery (P) 
and the spandard deviation of the percent 
recovery (Sp). Express the accuracy 
assessment as a percent recovery interval 
from P-2Sp to P-f 2Sp. If P=90% and 8p=10%, 
for example, the accuracy interval is 
expressed as 70-110%. Update the accuracy 
assessment on a regular basis (e.g. after each 
five to ten new accuracy measurements). 

8.6 It is recommended that the 
laborataory adopt additional quality 
assurance practices for use with this method. 


The specific practices that are most 
productive depend upon the needs of the 
laboratory and the nature of the samples. 

Field duplicates may be analyzed to assess 
the precision of the environmental 
measurements. Whenever possible, the 
laboratory should analyze standard reference 
materials and participate in relevant 
performance evaluation studies. 

P. Sample CollecUdiu Preservation, and 
Handling 

9.1 Oab samples must be collected in 
glass containers. Conventional sampling 
practices “ should be followed, except that 
the bottle roust not be prerinsed with sample 
before collection. Composite samples should 
be collected in refrigerated glass containers 
in accordance with the requirements of the 
program. Automatic sampling equipment 
must be as free as possible of Tygon tubing 
and other potential sources of contamination. 

9.2 All samples must be iced or 
refrigerated at 4 *C and protected from light 
from the time of collection until extraction. 

Fill the sample bottles and. if residual 
chlorine is present, add 80 mg of sodium 
thiosulfate per liter of sample and mix well 
EPA Methods 330.4 and 330.5 may be used for 
measurement of residual chlorine. Field test 
kits are available for this purpose. 

9.3 Label all samples and containers 
"POISON" and ship according to applicable 
U.S. Department of Transportation 
regulations. 

9.4 All samples must be extracted within 
7 days of collection and completely analyzed 
within 40 days of extraction.^ 

10. Sample Extraction 

Caution: When using this method to 
analyze for 2.37.6>TCDD. ail of the following 
operations must be performed in a limited* 
access laboratory with the analyst wearing 
full protective covering for all exposed skin 
surfaces. See Section 4.2. 

10.1 Mark the water meniscus on the side 
of the sample bottle for later determination of 
sample volume. Pour the entire sample into a 
2-L separatory funnel. 

10.2 Add 1.00 mL of internal standard 
spiking solution to the sample in the 
separatory funnel. If the final extract will be 
concentrated to a fixed volume below 1.00 
mL (Section 12.3), only that volume of spiking 
solution should be added to the sample so 
that the final extract will contain 25 ng/mL of 
internal standard at the tiine of analysis. 

10.3 Add 60 mL of methylene chloride to 
the sample bottle, seal and shake 30 s to 
rinse the inner surface. Transfer the solvent 
to the separatory furmel and extract the 
sample by shaking the funnel for 2 min %vith 
periodic venting to release excess pressure. 
Allow the organic layer to separate from the 
water phase for a minimum of 10 min. If the 
emulsion interface between layers is more 
than one*third the volume of the solvent 
layer, the analyst must employ mechanical 
techniques to complete the phase separation. 
The optimum technique depends upon the 
sample, but may include stirring, filtration of 
the emulsion through glass wool 
centrifugation, or other physical methods. 
Collect the methylene chloride extract in a 
250*mL Erlenmeyer flask. 


10.4 Add a second 60-mL volume of 
methylene chloride to the sample bottle and 
repeat the extraction procedure a second 
time, combining the extracts in the 
Erlenmeyer flask. Perform a third extraction 
in the same manner. 

10.5 Assemble a Kudema-Danish (K-D) 
concentrator by attaching a 10*mL 
concentrator tube to a 500-mL evaporative 
flask. Other concentration devices or 
techniques may be used in place of the K-D 
concentrator if the requirements of Section 
8.2 are met 

IOlO Pour the combined extract into the 
K-D concentrator. Rinse the Erlenmeyer flask 
with 20 to 30 mL of methylene chloride to 
complete the quantitative transfer. 

10.7 Add one or two clean boiling chips to 
the evaporative flask and attach a three*ball 
Snyder column. Prewet the Snyder column by 
adding about 1 mL of methylene chloride to 
the top. Place the K-D apparatus on a hot 
water bath (60 to 65 *C) so that the 
concentrator tube is partially immersed in the 
hot water, and the entire lower rounded 
surface of the flask is bathed with hot vapor. 
Adjust the vertical position of the apparatus 
and the water temperature as required to 
complete the concentration in 15 to 20 min. At 
the proper rate of distillation the balls of the 
column will actively chatter but the chambers 
will not flood with condensed solvent. When 
the apparent volume of liquid reaches 1 mL 
remove the K-D apparatus and allow it to 
drain and cool for at least 10 min. 

10.8 Momentarily remove the Snyder 
column, add 50 mL of hexane and a new 
boiling chip, and reattach the Snyder column. 
Raise the temperature of the water bath to 65 
to 90X. Concentrate the extract as in Section 
10.7, except use hexane to prewet the column. 
Remove the Snyder column and rinse the 
flask and its lower joint into the concentrator 
tube with 1 to 2 mL of hexane. A 5-mL syringe 
is recommended for this operation. Set aside 
the K-D glassware for reuse In Section 10.14. 

10.9 Pour the hexane extract from the 
concentrator tube into a 125-mL separatory 
funnel Rinse the concentrator tube four times 
with 10-mL aliquots of hexane. Combine all 
rinses in the 125*mL separatory fuimel 

10.10 Add 50 mL of sodium hydroxide 
solution to the funnel and shake for 30 to 60 s. 
Discard the aqueous phase. 

10.11 Perform a second wash of the 
organic layer with SO mL of reagent water. 
Discard the aqueous phase. 

10.12 Wash the hexane layer with a least 
two 50-mL aliquots of concentrated sulfuric 
acid. Continue washing the hexane layer with 
SO-mL aliquots of concentrated sulfuric acid 
until the acid layer remains colorless. Discard 
all acid fractions. 

10.13 Wash the hexane layer with two 50- 
mL aliquots of reagent water. Discard the 
aqueous phases. 

10.14 Transfer the hexane extract into a 
125^L Erlenmeyer flask containing 1 to 2 g 
of anhydrous sodium sulfate. Swirl the fla^ 
for 30 8 and decant the hexane extract into 
the reassembled K-D apparatus. Complete 
the quantitative transfer with two 10-mL 
hexane rinses of the Erlenmeyer flask. 
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10.15 Replace the one or two clean boiling 
chips and concentrate the extract to 6 to 10 
mL as in Section 10.8. 

10.16 Add a clean boiling chip to the 
concentrator tube and attach a two-ball 
micro-Snyder column. Prewet the column by 
adding about 1 mL of hexane to the top. Place 
the micro-K-D apparatus on the water bath 
so that the concentrator tube Is partially 
immersed in the hot water. Adjust the 
vertical position of the apparatus and the 
water temperature as required to complete 
the concentration in 5 to 10 min. At the 
proper rate of distillation the balls of the 
column will actively chatter but the chambers 
will not flood. When the apparent volume of 
liquid reaches about 0.5 mL, remove the K-D 
apparatus and allow it to drain and cool for 
at least 10 min. Remove the micro-Snyder 
column and rinse its lower joint into the 
concentrator tube with 0.2 mL of hexane. 

Adjust the extract volume to 1.0 mL with 
hexane. Stopper the concentrator tube and 
store refrigerated and protected from light if 
further processing will not be performed 
immediately. If the extract wiU be stored 
longer than two days, it should be transferred 
to a Teflon-sealed screw-cap vial. If the 
sample extract requires no further cleanup, 
proceed with GC/MS analysis (Section 12). If 
the sample requires further cleanup, proceed 
to Section 11. 

10.17 Determine the original sample 
volume by refilling the sample bottle to the 
mark and transferring the liquid to a 1000-mL 
graduated cylinder. Record the sample 
volume to the nearest 5 mL 

11, Cleanup and Separation 

11.1 Cleanup procedures may not be 
necessary for a relatively clean sample 
matrix. If particular circumstances demand 
the use of a cleanup procedure, the analyst 
may use either procedure below or any other 
appropriate procedure. However, the 
analyst first must demonstrate that the 
requirements of Section 8.2 can be met using 
the method as revised to incorporate the 
cleanup procedure. Two cleanup column 
options are offered to the analyst in this 
section. The alumina column should be used 
first to overcome interferences. If background 
problems are still encountered, the silica gel 
column may be helpful. 

11.2 Alumina column cleanup for 2,3.7.8- 
TCDD: 

11.2.1 Fill a 300 mm long x 10 mm ID 
chromatographic column with activated 
alumina to the 150 mm level. Tap the column 
gently to settle the alumina and add 10 nun of 
anhydrous sodium sulfate to the top. 

11.2.2 Preelute the column with 50 mL of 
hexane. Adjust the elution rate to 1 mL/min. 
Discard the eluate and just prior to exposure 
of the sodium sulfate layer to the air, 
quantitatively transfer the 1.0-mL sample 
extract onto the column using two 2-mL 
portions of hexane to complete the transfer. 

11.2.3 Just prior to exposure of the sodium 
sulfate layer to the air, add 50 mL of 3% 
methylene chloride/97% hexane (V/V) and 
continue the elution of the column. Discard 
the eluate. 

11.2.4 Next, elute the column with 50 mL 
of 20% methylene chloride/80% hexane (V/V) 
into a 500-mL K-D flask equipped with a 10- 


mL concentrator tube. Concentrate the 
collected fraction to 1.0 mL as in Section 
10.16 and analyze by GC/MS (Section 12). 

11.3 Silica gel column cleanup for 2,3.7,8- 
TCDD: 

11.3.1 Fill a 400 mm long x 11 mm ID 
chromatographic column with silica gel to the 
300 mm level. Tap the column gently to settle 
the silica gel and add 10 mm of anhydrous 
sodium sulfate to the top. 

11.3.2 Preelute the column with 50 mL of 
20% ben 2 ene/ 80 % hexane (V/V). Adjust the 
elution rate to 1 mL/min. Discai^ the eluate 
and just prior to exposure of the sodium 
sulfate layer to the air, quantitatively transfer 
the 1.0-mL sample extract onto the column 
using two 2-mL portions of 20% benzene/60% 
hexane to complete the transfer. 

11.3.3 Just prior to exposure of the sodium 
sulfate layer to the air, add 40 mL of 20% 
benzene/80% hexane to the column. Collect 
the eluate in a clean 500-mL K-D flask 
equipped with a 10-mL concentrator tube. 
Concentrate the collected fraction to 1.0 mL 
as in Section 10.16 and analyze by GC/MS. 

12, GC/MS Analysis 

12.1 Table 1 summarizes the 
recommended operating conditions for the 
gas chromatograph. Included in this table are 
retention times and MDL that can be 
achieved under these conditions. Other 
capillary columns or cliromatographic 
conditions may be used if the requirements of 
Sections 5.5.2 and 8.2 are met. 

12.2 Analyze standards and samples with 
the mass spectrometer operating in the 
selected ion monitoring (SIM) mode using a 
dwell time to give at least seven points per 
peak. For LRMS, use masses at m/z 320,322, 
and 257 for 2,3,7,8-TCDD and either m/z 328 
for 2,3,7.8-TCDD or m/z 332 for 
2,3,7,8-TCDD. For HRMS, use masses at m/z 
819.8965 and 321.8936 for 2,3,7.8-TCDD and 
either m/z 327.8647 for ^’CU 2,3,7,8-TCDD or 
m/z 331.9367 for 2,3,7.8-TCDD. 

12.3 If lower detection limits are required, 
the extract may be carefully evaporated to 
dryness under a gentle stream of nitrogen 
with the concentrator tube in a water bath at 
about 40 *C. Conduct this operation 
immediately before GC/MS analysis. 
Redissolve the extract in the desired final 
volume of ortho-xylene or tetradecane. 

12.4 Calibrate the system daily as 
described in Section 7. 

12.5 Inject 2 to 5 fiL of the sample extract 
into the gas chromatograph. The volume of 
calibration standard injected must be 
measured, or be the same as all sample 
injection volumes. 

12.6 The presence of 2.3,7,8-TCDD is 
qualitatively confirmed if all of the following 
criteria are achieved: 

12.6.1 The gas chromatographic column 
must resolve 2,3,7,8-TCDD from the other 21 
TCDD isomers. 

12.6.2 The masses for native 2,3.7.8-TCDD 
(LRMS-m/z 32a 322, and 257 and HRMS-m/z 
320 and 322) and labeled 2,3,7.8-TCDD (m/z 
328 or 332) must exhibit a simultaneous 
maximum at a retention time that matches 
that of native 2.3.7.8-TCDD in the calibration 
standard, with the performance specifications 
of the analytical system. 


12.0.3 The chlorine isotope ratio at m/z 
320 and m/z 322 must agree to within±10% of 
that in the calibration standard. 

12.6.4 The signal of all peaks must be 
greater than 2.5 times the noise level. 

12.7 For quantitation, measure the 

response of the m/z 320 peak for 2,3.7,8- 
TCDD and the m/z 332 peak for 2,3,7,8* 

TCDD or the m/z 328 peak for 2.3.7,8- 
TCDD. 

12.8 Co-eluling Impurities are suspected if 
all criteria are achieved except those in 
Section 12.6.3, In this case, another SIM 
analysis using masses at m/z 257,259, 320 
and either m/a 328 or m/z 322 can be 
performed, llie masses at m/z 257 and m/z 
259 are indicative of the loss of one chlorine 
and one carbonyl group from 2.3.7.8-TCDD. If 
masses m/z 257 and m/z 259 give a chlorine 
Isotope ratio that agrees to within ±10% of 
the same cluster in the calibration standards, 
then the presence of TCDD can be confirmed. 
Co-eluting DDD, DDE, and PCB residues can 
be confirmed, but will require another 
injection using the appropriate SIM masses or 
full repetitive mass scans. If the response for 

2,3.7,8-TCDD at m/z 328 is too large. 

PCB contamination is suspected and can be 
confirmed by examining the response at both 
m/z 326 and m/z 32a The •’CU 2,3,7,8-TCDD 
internal standard gives negligible response at 
m/z 326. These pesticide residues can be 
removed using die alumina column cleanup 
procedure. 

12.9 If broad background interference 
restricts the sensitivity of the GC/MS 
analysis, the analyst should employ 
additional cleanup procedures and reanalyze 
by GC/MS. 

12.10 In those circumstances where these 
procedures do not yield a definitive 
conclusion, the use of high resolution mass 
spectrometry is suggested.* 

13, Calculations 

13.1 Calculate the concentration of 2.3,7.8- 
TCDD in the sample using the response factor 
(RF) determined in Section 7.1.2 and Equation 
2 . 

Equation 2: 


(A.)(L) 

Concentration (ag/L)=- 

(AJ(RF)(Vo) 

A,=SIM response for 2.3.7.8-TCDD at m/z 
320. 

A|,=SIM response for the internal 
standard at m/z 328 or 332. 

L—Amount of internal standard added to 
each extract (pg). 

Vo=Volume of water extracted (L). 

13.2 For each sample, calculate the 
percent recovery of the internal standard by 
comparing the area of the m/z peak 
measured in the sample to the area of the 
same peak in the calibration standard. If the 
recovery is below 50%. the analyst should 
review all aspects of his analytical technique. 

13.3 Report results in ^g/L without 
correction for recovery data. All QC data 
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obtained should be reported with the sample 
results. 

14. Method Performance 

14.1 The method detection limit (MDL) is 
defined as the minimum concentration of a 
substance that can be measured and reported 
with 99% confidence that the value is above 
zero.* The MDL concentration listed in Table 
1 was obtained using reagent water.**The 
MDL actually achieved in a given analysis 
will vary depending on instrument sensitivity 
and matrix effects. 

14.2 This method was tested by 11 
laboratories using reagent water, drinking 
water, surface water, and three industrial 
wastewaters spiked at six concentrations 
over the range 0.02 to 0.20 fig/L.** Single 
operator precision, overall precision, and 
method accuracy were found to be directly 
related to the concentration of the parameter 
and essentially independent of the sample 
matrix. Linear equations to describe these 
relationships are presented in Table 3. 
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Table 1.— Chromatographic Conditions and 
Method Detection Limit 


Parameter 

Retention 

time 

(min) 

Method 

detection 

limiUHg/ 

^3.7,e.-T(X)0. 

...- 

13.1 

0.002 


Column condKiont: SP-2330 coated on a 60 m Iona x 
0,25 mm ID glass column with hydrogen carrier gas at 40 
cm/sec linear velocfty, spHtfess infection using tetradecane. 
Column temperature held isothermal at 200*0 for 1 min. then 
programmed at 8*C/mln to 250 *C and held Use of helium 
earner gas wM approximately double the retention time. 


Table 2.—QC Acceptance Criteria—Method 
613 


Parameter 

Test 

cone. 

Ojj/ 

Llmil 
for 8 
Ojj/ 

Range for X 
(MQ/U 

Range 
for P. 
P.{%) 

2.3.7.8-TCX)0. 

0.100 

0.0276 

0.0523-0.1226 

45-129 



8:=Standard deviation of tour recovery measurements, in 
p^L (Section 82.4). 

xcAverage recovery for four recovery measurements. In 
^L (Section 8.2.4). 

P. P,-Percent recovery measured (Section 8.3.2, Section 
8.42). 

Note.—These criteria are based directly upon the method 
performance data in Table 3. Where necessary, the limits for 
recovery have been broadened to assure applicabiitty of the 
limits to concentrations below those used to develop Table 


Table. 3.—Method Accuracy and Precisk^n as Functions of Concentration—Method 613 


Parameter 

Accuracy, as 
recovery. X' 
(Mg/L) 

Single analysL 
precision, s,’ 
(m/U 

Overall 
precision. S 
(M/g/L) 

23.7.8-TCOD... 

O .A. A 

0.13X-1-0.00129 

0.19X-F0.00028 

—.. . ***“ 



X -Expected recovery for one or more measurements, of a sample containing a concentration of C. In 
^ s Expected single analyst standard deviation of measurements at an average coiKentration found of X. in og/L. 
S - Expected, mtertaboratory standard deviation of measurements at an average concentrabon found of R. In uo/L 
C«True vakie for the concentration. In »ig/L 

X-^Average recovery found for measurements of samples containing a concentration of C. In ^g/L 


Method 624—Purgeables 
I Scope and Application 

LI This method covers the determination 
of a number of purgeable organics. The 
following parameters may be determined by 
litis method: 


Parameter 

STORET 

No. 

CAS No. 

Benzene.-... 

34030 

71-43-2 

BfOTodichloromethene___ 

32101 

75-27-4 

Bfomoform__ , , 

32104 

75-25-2 

BromomathanA.... 

34413 

74-83-9 

Ceft)on tetrachkvkte. 

32102 

56-23-6 

C^'torobertzeoe__ 

34301 

108-90-7 

CtVcvoethana. 

34311 

75-00-3 

55 ^tofoeihyfvlnyt ether_ 

34576 

110-75-8 

^^’lorolorm - . 

32106 

87-66-3 


Parameter 


Oioromethane... 

Dibromochloromelhane_ 

12‘Dichlorobeniene.. 

1.3- Dlchlorobenzene. 

1.4- Dichlorobenzene... 

1.l*Dichloroeihane..... 

1.2-Dichioroethano... 

1.1 -Dichloroethane_____ 

trans-1.2-Oichloroethane. 

12*0lchloropropane.- 

cis*l.3-Dichloroipropane_ 

traris<l.34>chloropropane._ 

Ethyl benzene... 

Me^ylene chloride._r..... 

t .1.22TetrK:hloroethane__ 

Tetrachloroethene__ 

Toluene........ 

1.1.1 Trichloroethane__ 

1.l2-Trtchioroeth»»e.. 



STORET 

Na 

CAS No. 


34418 

74-87-3 

.. 

32105 

124-48-1 

_ 

34536 

95-50-1 


34566 

541-73-1 


34571 

108-48-7 


34496 

75-34-3 


34531 

107-08-2 

..M,. 

34501 

75-85-4 


34546 

156-60-5 


34541 

78-87-5 


34704 

10061-01-5 

.... 

34699 

10061-02-6 


34371 

100-41-4 


34423 

75-09-2 


34516 

79-34-5 


34475 

127-18-4 


34010 

106-88-3 


34506 

71-65-6 


34511 

79-00-5 


Parameter 

STORET 

No. 

OS No. 

Trichloroethane ... . . 

39180 

34486 

39175 

79-01-8 

75-89-4 

75-01-4 

Trichlornfkjoramathana. 

Vinyl chkyide, . . . . 



1.2 The method may be extended to 
screen samples for acrolein (STORET No. 
34210. CAS No. 107-02-8) and acrylonitrile 
(STORET No. 34215, CAS No. 107-13-1), 
however, the preferred method for these two 
compounds in Method 603. 

1.3 This is a purge and trap gas 
chromatographic/mass spectrometer (GC/ 
MS) method applicable to the determination 
of the compounds listed above in municipal 
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and industrial discharges as provided under 
40 CFR 136.1. 

1.4 The method detection limit (MDU 
defined in Section 14.1)* for each parameter 
is listed in Table 1. The MDL for a specific 
wastewater may differ from those listed, 
depending upon the nature of interferences in 
the sample matrix. 

1.5 Any modification to this method, 
beyond those expressly permitted, shall be 
considered as a major modification subject to 
application and approval of alternate test 
procedures under 40 CFR 136.4 and 136.5. 
Depending upon the nature of the 
modification and the extent of intended use. 
the applicant may be required to demonstrate 
that the modifications will produce 
equivalent results when applied to relevant 
wastewaters. 

1.0 This method is restricted to use by or 
under the supervision of analysts 
experienced in the operation of a purge and 
trap system and a gas chromatograph/mass 
spectrometer and in the interpretation of 
mass spectra. Each analyst must demonstrate 
the ability to generate acceptable results with 
this method using the procedure described in 
Section 8.2. 

2. Summary of Method 

2.1 An inert gas is bubbled through a 5> 
mL water sample contained in a specially- 
designed purging chamber at ambient 
temperature. The purgeables are efficiently 
transferred from the aqueous phase to the 
vapor phase. The vapor is swept through a 
sorbent trap where the purgeables are 
trapped. After purging is completed, the trap 
is heated and backflushed with the inert gas 
to desorb the purgeables onto a gas 
chromatographic column. The gas 
chromatograph is temperature programmed to 
separate the purgeables which are then 
detected with a mass spectrometer.*** 

3. Interferences 

3.1 Impurities in the purge gas. organic 
compounds outgassing from the plumbing 
ahead of the trap, and solvent vapors in the 
laboratory account for the majority of 
contamination problems. The analytical 
system must be demonstated to be free from 
contamination under the conditions of the 
analysis by running laboratory reagent 
blanks as described in Section 8.1.3. The use 
of non-Teflon plastic tubing, non-Teflon 
thread sealants, or flow controllers with 
rubber components in the purge and trap 
system should be avoided. 

3.2 Samples can be contaminated by 
diffusion of volatile organics (particularly 
fluorocarbons and methylene chloride) 
through the septum seal into the sample 
during shipment and storage. A field reagent 
blank prepared from reagent water and 
carried through the sampling and handling 
protocol can serve as a check on such 
contamination. 

3.3 Contamination by carry-over can 
occur whenever high level and low level 
samples are sequentially analyzed. To reduce 
carry-over, the purging device and sample 
syringe must be rinsed with reagent water 
between sample analyses. Whenever an 
unusually concentrated sample is 
encountered, it should be followed by an 


analysis of reagent water to check for cross 
contamination. For samples containing large 
amounts of water-soluble materials, 
suspended solids, high boiling compounds or 
high purgeable levels, it may be necessary to 
wash the purging device with a detergent 
solution, rinse it with distilled water, and 
then dry it in a 105 * C oven between 
analyses. The trap and other parts of the 
system are also subject to contamination; 
therefore, frequent bakeout and purging of 
the entire system may be required. 

4 . Safety 

4.1 The toxicity or carcinogenicity of each 
reagent used in this method has not been 
precisely defined: however, each chemical 
compound should be treated as a potential 
health hazard. From this viewpoint exposure 
to these chemicals must be reduced to the 
lowest possible level by whatever means 
available. The laboratory is responsible for 
maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of material data 
handling sheets should also be made 
available to all personnel involved in the 
chemical analysis. Additional references to 
laboratory safety are available and have 
been identified*^* for the information of the 
analyst. 

4.2. The following parameters covered by 
this method have been tentatively classified 
as known or suspected, human or mammalian 
carcinogens: benzene, carbon tetrachloride, 
chloroform. 1,4-^ichlorobenzene, and vinyl 
chloride. Primary standards of these toxic 
compounds should be prepared in a hood. A 
NIOSH/MESA approved toxic gas respirator 
should be worn when the analyst han^es 
high concentrations of these toxic 
compounds. 

5. Apparatus and Materials 

5.1 Sampling equipment, for discrete 
sampling. 

5.1.1 Vial—25-mL capacity or larger, 
equipped with a screw cap with a hole in the 
center (Pierce #13075 or equivalent). 
Detergent wash, rinse with tap and distilled 
water, and dry at 105 *C before use. 

5.1.2 Septum—Teflon-faced silicane 
(Pierce #12722 or equivalent). Detergent 
wash, rinse with tap and distilled water, and 
dry at 105 *C for 1 h before use. 

5.2 Purge and trap system—The purge and 
trap system consists of three separate pieces 
of equipment: a purging device, trap, and 
desorber. Several complete systems are now 
commercially available. 

5.2.1 The purging device must be designed 
to accept 5-mL samples with a water column 
at least 3 cm deep. The gaseous head space 
between the water column and the trap must 
have a total volume of less than 15 mL The 
purge gas must pass though the water column 
as finely divided bubbles with a diameter of 
less than 3 mm at the origin. The purge gas 
must be introduced no more than 5 mm from 
the base of the water column. The purging 
device illustrated in Figure 1 meets these 
design criteria. 

5.2.2 The trap must be at least 25 cm long 
and have an inside diameter of at least 0.105 
in. The trap must be packed to contain the 


following minimum lengths of adsorbents: 1.0 
cm of methyl silicone coated packing (Section 
6.3.2), 15 cm of 2.6-dyphenylene oxide 
polymer (Section 6.3.1), and 8 cm of silica gel 
(Section 6.3.3). The minimum specifications 
for the trap are illustrated in Figure 2. 

5.2.3 The desorber should be capable of 
rapidly heating the trap to 180 *C. llie 
polymer section of the trap should not be 
heated higher than 180 *C and the remaining 
sections should not exceed 200 *C. The 
desorber illustrated in Figure 2 meets these 
design criteria. 

5.2.4 The purge and trap system may be 
assembled as a separate u^t or be coupled to 
a gas chromatograph as illustrated in Figures 
3 and 4. 

5.3 GC/MS system: 

5.3.1 Gas chromatograph—An analytical 
system complete with a temperature 
programmable gas chromatograph suitable 
for on-column injection and all required 
accessories including syringes, analytical 
columns, and gases. 

5.3.2 Column—6 ft long x 0.1 in ID 
stainless steel or glass, packed with 1% SP- 
1000 on Carbopack B (60/80 mesh) or 
equivalent This column was used to develop 
the method performance statements in 
Section 14. Guidelines for the use of alternate 
column packings are provided in Section 11.1. 

5.3.3 Mass spectrometer—Capable of 
scanning from 20 to 260 amu every 7 s or less, 
utilizing 70 V (nominal) electron energy in the 
electron impact ionization mode, and 
producing a mass spectrum which meets all 
the criteria in Table 2 when 50 ng of 4- 
bromofluorobenzene (BFB) is injected through 
the GC inlet. 

5.3.4 GC/MS interface—Any GC to MS 
interface that gives acceptable calibration 
points at 50 ng or less per injection for each 
of the parameters of interest and achieves all 
acceptable performance criteria (Section 10) 
may be used. GC to MS interfaces 
constructed of all glass or glass-lined 
materials are recommended. Glass can be 
deactivated by silanizing with 
dichlorodimethylsilane. 

5.3.5 Data system—A computer system 
must be interfaced to the mass spectrometer 
that allows the continuous acquisition and 
storage on machine-readable media of all 
mass spectra obtained throughout the 
duration of the chromatographic program. 
The computer must have software that allows 
searching any GC/MS data file for specific 
m/z (masses) and plotting such m/z 
abundances versus time or scan number. This 
type of plot is defined as an Extracted Ion 
Current Profile (EICP). Software must also be 
available that allows integrating the 
abundance in any EICP between specified 
time or scan number limits. 

5.4 Syringes—5-mL glass hypodermic 
with Luerlok tip (two each), if applicable to 
the purging device. 

5.5 Micro syringes—25-p.L 0.006 in. ID 
needle. 

5.6 Syringe valve—2-way. with Luer ends 
(three each). 

5.7 Syringe—5-mL gas-tight with shut-off 
valve. 

5.8 Bottle—15-mL screw-cap. with Teflon 
cap liner. 
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5,9 Balance—Analytical, capable of 
accurately weighing 0.0001 g. 

A Reagents 

6.1 Reagent water—Reagent water is 
defined as a water in which an interferent is 
not observed at the MOL of the parameters of 
interest. 

0.1.1 Reagent water can be generated by 
passing tap water through a carbon filter bed 
containing about 1 lb of activated carbon 
(Fiitrasorb-300. Calgon Corp.. or equivalent). 

6.1.2 A water puriOcation system 
[Millipore Super-Q or equivalent] may be 
used to generate reagent water. 

6.1.3 Reagent water may also be prepared 
by boiling water for 15 min. Subsequently, 
while maintaining the temperature at 90 ’C. 
bubble a contaminant-free inert gas through 
the water for 1 h. While still hot transfer the 
water to a narrow mouth screw-cap bottle 
and seal with a Teflon-lined septum and cap. 

6.2 Sodium thiosulfate—(ACS) Granular. 

6.3 Trap materials: 

6.3.1 2,6-Diphenylene oxide polymer— 
Tenax* (60/80 mesh), chromatographic grade 
or equivalent. 

6.3.2 Methyl silicone packing—3% OV-1 
on Chromosorb-W (60/80 mesh) or 
equivalent 

6.3.3 Silica gel—35/60 mesh, Davison. 
grade-15 or equivalent 

6.4 Methanol—Pesticide quality or 
equivalent 

6.5 Stock standard solutions—Stock 
standard solutions may be prepared from 
pure standard materials or purdiased as 
certified solutions. Prepare stock standard 
solutions in methanol using assayed liquids 
or gases as appropriate. Because of the 
toxicity of some of the compounds, primary 
dilutions of these materials should be 
prepared in a hood. A NIOSH/MESA 
approved toxic gas respirator should be used 
when the analyst handles high concentrations 
of such materials. 

6.5.1 Place about 9.8 mL of methanol into 
a 10-mL ground glass stoppered volumetric 
Oask. Allow the flask to stand, unstoppered, 
for nbout 10 min or until all alcohol wetted 
surfaces have dried. Weigh the flask to the 
nearest 0.1 mg. 

6.5.2 Add the assayed reference material: 

6.5.2.1 Liquids—Using a 100-^L syringe. 
Immediately add two or more drops of 
assayed reference material to the flask, then 
feweigh. Be sure that the drops fall directly 
into the alcohol without contacting the neck 
of the flask. 

6.5.2.2 Gases—^To prepare standards for 
tuiy of the four halocarborui that boil below 
30 *0 (bromomethane. chloroethane. 
chloromethane, and vinyl chloride), fill a 5- 
ffil valved gas-tight syringe with the 
faference standard to the 5.0-mL mark. Lower 
the needle to 5 mm above the methanol 
meniscus. Slowly introduce the reference 
standard above the surface of the liquid (the 
heavy gas will rapidly dissolve in the 
methanol). 

6.5.3 Reweigh, dilute to volume, stopper, 
then mix by inverting the flask several limes. 
Calculate the concentration in fig/fiL from 
the net gain in weight. When compound 
purity is assayed to be 96% or greater, the 
'weight may be used without correction to 


calculate the concentration of the stock 
standard. Commercially prepared stock 
standards may be used at any concentration 
if they are certified by the manufacturer or by 
an independent source. 

6.5.4 Transfer the stock standard solution 
into a Teflon-sealed screw-cap bottle. Store, 
with minimal headspace, at —10 to —20 *C 
and protect from light. 

6.5.5 Prepare fresh standards weekly for 
the four gases and 2-chloroethylvinyl ether. 
All other standards must be replaced after 
one month, or sooner if comparison with 
check standards indicates a problem. 

6.6 Secondary dilution standards—Using 
stock solutions, prepare secondary dilution 
standards in methanol that contain the 
compoimds of interest, either singly or mixed 
together. The secondary dilution standards 
should be prepared at concentrations such 
that the aqueous canbration standards 
prepared in Section 7.3 will bracket the 
working range of the analytical system. 
Secondary dilution standards should be 
stored with minimal headspace and should 
be checked frequently for signs of 
degradation or evaporation, especially just 
prior to preparing calibration standards from 
them. 

6.7 Surrogate standard spiking solution— 
Select a minimum of three surrogate 
compounds from Table 3. Prepare stock 
standard solutions for each surrogate 
standard m methanol as described in Section 
6.5. Prepare a surrogate standard spiking 
solution from these stock standards at a 
concentration of 15 fig/mL in water. Store the 
solutions at 4 *C in Teflon-sealed glass 
containers %vith a minimum of headspace. 

The solutions should be checked frequently 
for stability. The addition of 10 p.L of this 
solution of 5 mL of sample or standard is 
equivalent to a concentration of 30 ^g/L of 
each surrogate standard. 

6.8 BFB Standard—Prepare a 25 figlmL 
solution of BFB in methanol. 

6.9 Quality control check sample 
concentrate—See Section 8.2.1. 

7. Calibration 

7.1 Assemble a purge and trap system 
that meets the specifications in Section 5.2. 
Condition the trap overnight at 180 *C by 
backflushing with an inert gas flow of at least 
20 mL/min. Condition the trap for 10 min 
once daily prior to use. 

7.2 Connect the purge and trap system to 
a gas chromatograph, l^e gas chromatograph 
must be operated using temperature and flow 
rate conditions equivalent to those given in 
Table 1. 

7.3 Internal standard calibration 
procedure—^To use this approach, the analyst 
must select three or more internal standards 
that are similar in analytical behavior to the 
compounds of interest. The analyst must 
further demonstrate that the measurement of 
the internal standard is not affected by 
method or matrix interferences. Some 
recommended internal standards are listed in 
Table 3. 

7.3.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter by carefully adding 20.0 /iL of 
one or more secondary dilution standards to 
50. 250, or 500 mL of reagent water. A 25-fiL 


syringe with a 0.006 in. ID needle should be 
used for this operation. One of the calibration 
standards should be at a concentration near, 
but above, the MDL (Table 1) and the other 
concentrations should correspond to the 
expected range of concentrations found in 
real samples or should define the working 
range of the GC/MS system. These aqueous 
standards can be stored up to 24 h. if held in 
sealed vials with zero headspace as 
described in Section 9.2. If not so stored, they 
must be discarded after 1 h. 

7.3.2 Prepare a spiking solution containing 

each of the internal standards using the 
procedures described in Sections 6.5 and 6.6. 
It is recommended that the secondary 
dilution standard be prepared at a 
concentration of 15 of each internal 

standard compound. The addition of 10 fiL of 
this standard to 5.0 mL of sample or 
calibration standard would be equivalent to 
30^g/L 

7.3.3 Analyze each calibration standard 
according to Action 11, adding 10 fiL of 
internal standard spiking solution directly to 
the syringe (Section 11.4). Tabulate the area 
response of the characteristic m/z against 
concentration for each compound and 
internal standard, and calculate response 
factors (RF) for each compound using 
Equation 1. 

Equation 1. 

' {\){Cu) 

RF* - 

(AuKC.) 

where: 

A,=Area of the characteristic m/z for the 
parameter to be measured. 

Ay*Area of the chcu*acteristic m/zTor the 
inemal standard. 

Cy=Concentration of the internal 
standard. 

C.*Concentration of the parameter to be 
measured. 

If the RF value over the working range is a 
constant (<35% RSD), the RF can be 
assumed to be invariant and the average RF 
can be used for calculations. Alternatively, 
the results can be used to plot a calibration 
curve of response ratios. A,/Ay. vs. RF. 

7.4 The working calibration curve or RF 
must be verified on each working day by the 
measurement of a QC check sample. 

7.4.1 Prepare the QC check sample as 
described in Section 6.2.2. 

7.4.2 Analyze the QC check sample 
According to the method beginning in Section 
10 . 

7.4.3 For each parameter, compare the 
response (Q) with the corresponding 
calibration acceptance criteria found in Table 
5. If the responses for all parameters of 
interest fall within the designated ranges, 
analysis of actual samples can begin. If any 
individual Q falls outside the range, proceed 
according to Section 7.4.4. 

Note.—^The large number of parameters in 
Table 5 present a substantial probability that 
one or more will not meet the calibration 
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acceptance criteria when all parameters are 
analyzed. 

7.4.4 Repeat the test only for those 
parameters that failed to meet the calibration 
acceptance criteria. If the response for a 
parameter does not fall within the range in 
this second test, a new calibration curve or 
RF must be prepared for that parameter 
according to Section 7.3. 

8, Quality Control 

6.1 Each laboratory that uses this method 
is required to operate a formal quality control 
program. The minimum requirements of this 
program consist of an initial demonstration of 
laboratory capability and an ongoing 
analysis of spiked samples to evaluate and 
document data quality. The laboratory must 
maintain records to document the quality of 
data that is generated. Ongoing data quality 
checks are compared with established 
performance criteria to determine if the 
results of analyses meet the performance 
characteristics of the method. When results 
of sample spikes indicate atypical method 
performance, a quality control check 
standard must be analyzed to confirm that 
the measurements were performed in an in¬ 
control mode of operation. 

8.1.1 The analyst must make an initial 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with this method. This ability is established 
as described in Section 8.2. 

8.1.1 In recognition of advances that are 
occurring in chromatography, the analyst is 
permitted certain options (detailed in Section 
11.1) to improve the separations or lower the 
cost of measurements. Each time such a 
modification is made to the method, the 
analyst is required to repeat the procedure in 
Section 6.2. 

8.1.3 Each day, the analyst must analyze a 
reagent water blank to demonstrate that 
interferences from the analytical system are 
under control. 

8.1.4 The laboratory must on an ongoing 
basis, spike and analyze a minimum of 5% of 
all samples to monitor and evaluate 
laboratory data quality. This procedure is 
described in Section 8.3. 

8.1.5 The laboratory must, on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
control. This procedure is described in 
Section 8.4. The frequency of the check 
standard analyses is equivalent to 5% of all 
samples analyzed but may be reduced if 
spike recoveries from samples (Section 8.3) 
meet all specified quality control criteria. 

8.1.6 The laboratory must spike all 
samples with surrogate standards to monitor 
continuing laboratory performance. This 
procedure is described in Section 8.5. 

8.1.7 The laboratory must maintain 
performance records to document the quality 
of data that is generated. This procedure is 
described in Section 8.6. 

8.2 To establish the ability to generate 
acceptable accuracy and precision, the 
analyst must perform the following 
operations. 

8.2.1 A quality control (QC) check sample 
concentrate is required containing each 
parameter of interest at a concentration of 10 


fig/mL in methanol. The QC check sample 
concentrate must be obtained from the U.S. 
Environmental Protection Agency. 
Environmental Monitoring and Support 
Laboratory in Cincinnati. Ohio, if available. If 
not available from that source, the QC check 
sample concentrate must be obtained from 
another external source. If not available from 
either source above, the QC check sample 
concentrate must be prepared by the 
laboratory using stock standards prepared 
independently from those used for 
calibration. 

8.2.2 Prepare a QC check sample to 
contain 20 ^g/L of each parameter by adding 
200 fiL of check sample concentrate to 
100 mL of reagent water. 

8.2.3 Analyze four 5-mL aliquots of the 
well-mixed QC check sample according to 
the method beginning in Section 10. 

8.2.4 Calculate the average recovery (5C) 
in ng/U and the standard deviation of the 
recovery (s) in fig/L for each parameter of 
interest using the four results. 

8J2.5 For each parameter compare s and R 
with the corresponding acceptance criteria 
for precision and accuracy, respectively, 
found in Table 5. If s and X for all parameters 
of interest meet the acceptance criteria, the 
system performance is acceptable and 
analysis of actual samples can begin. If any 
individual s exceeds the precision limit or 
any individual X falls outside the range for 
accuracy, the system performance is 
unacceptable for that parameter. 

Note.—The large number of parameters In 
Table 5 present a substantial probability that 
one or more will fail at least one of the 
acceptance criteria when all parameters are 
analyzed. 

8.2.6 When one or more of the parameters 
tested fail at least one of the acceptance 
criteria, the analyst must proceed according 
to Section 8.2.6.1 or 8.2.6.2. 

8.2.6.1 Locate and correct the source of 
the problem and repeat the test for all 
parameters of interest beginning with Section 
8.2.3. 

8.2.6.2 Beginning with Section 8.2.3, repeat 
the test only for those parameters that failed 
to meet criteria. Repeated failure, however, 
will confirm a general problem with the 
measurement system. If this occurs, locate 
and correct the source of the problem and 
repeat the test for all compounds of interest 
beginning %vith Section 8.2.3. 

8.3 The laboratory must on an ongoing 
basis, spike at least 5% of the samples from 
each sample site being monitored to assess 
accuracy. For laboratories analyzing 1 to 20 
samples per month, at least one spiked 
sample per month is required. 

8.3.1 The concentration of the spike in the 
sample should be determined as follows: 

8.3.1.1 If. as in compliance monitoring, the 
concentration of a specific parameter in the 
sample is being checked against a regulatory 
concentration limit, the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 

8.3.1.2 If the concentration of a specific 
parameter in the sample is not being checked 
against a limit specific to that parameter, the 
spike should be at 20 ^ig/L or 1 to 5 times 


higher than the background concentration 
determined in Section 8.3.2, whichever 
concentration would be larger. 

6.3.2 Analyze one 5-mL sample aliquot to 
determine the background concentration (B) 
of each parameter. If necessary, prepare a 
new QC check sample concentrate (Section 
8.2.1) appropriate for the background 
concentrations in the sample. Spike a second 
5-mL sample aliquot with 10 /xL of the QC 
check sample concentrate and analyze it to 
determine the concentration after spiking (A) 
of each parameter. Calculate each percent 
recovery (P) as 100(A-B)%/T. where T is the 
known true value of the spike. 

8.3.3 Compare the percent recovery (P) for 
each parameter with the corresponding QC 
acceptance criteria found in Table 5. These 
acceptance criteria wer calculated to Include 
an allowance for error in measurement of 
both the background and spike 
concentrations, assuming a spike to 
background ratio of 5:1. This error will be 
accounted for to the extent that the analyst's 
spike to background ratio approaches 5:1.^ If 
spiking was performed at a concentration 
lower than 20 fxg/L, the analyst must use 
either the QC acceptance criteria in Table 5. 
or optional QC acceptance criteria calculated 
for the specific spike concentration. To 
calculate optional acceptance criteria for the 
recoveryof a parameter: (1) calculate 
accuracy (X') using the equation in Table 6, 
substituting the spike concentration fT) for C; 
(2) calculate overall precision (S') using the 
equation in Table 6, substituting X' for X: (3) 
calculate the range for recovery at the spike 
concentration as (100 X'/T) (±2.44(100 S'/ 
T)%.’ 

6.3.4 If any individual P falls outside the 
designated range for recovery, that parameter 
has failed the acceptance criteria. A check 
standard containing each parameter that 
failed the criteria must be analyzed as 
described in Section 8.4. 

8.4 If any parameter fails the acceptance 
criteria for recovery in Section 8.3, a QC 
check standard containing each parameter 
that failed must be prepared and analyzed. 

Note.—The frequency for the required 
anlaysis of a QC check standard will depend 
upon the number of parameters being 
simultaneously tested, the complexity of the 
sample matrix, and the performance of the 
laboratory. If the entire list of parameters in 
Table 5 must be measured in the sample in 
Section 8.3, the probability that the analysis 
of a QC check standard will be required is 
high. In this case the QC check standard 
should be routinely analyzed with the spiked 
sample. 

8.4.1 Prepare the QC check standard by 
adding 10 fiL of QC check sample concentrate 
(Sections 8.2.1 or 8.3.2) to 5 mL of reagent 
water. The QC check standard needs only to 
contain the parameters that failed criteria in 
the test in Section 8.3. 

8.4.2 Analyze the QC check standard to 
determine the concentration measured (A) of 
each parameter. Calculate each percent 
recovery (Ps) as 100 (A/T)%, where T is the 
true value of the standard concentration. 

8.4.3 Compare the percent recovery (Ps) 
for each parameter with the corresponding 
QC acceptance criteria found in Table 5. 
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Only parameters that failed the test in 
Section 8.3 need to be compared with these 
criteruL if the recovery of any such parameter 
falls outside the designated range, the 
laboratory performance for that parameter is 
judged to be out of control, and the problem 
must be immediately identified and 
corrected The enalyticai r^ult for that 
parameter in the unspiked sample is suspect 
and may not be reported for regulatory 
compliance purposes. 

8.5 As a quality control check, the 
laboralofy must spike all samples with the 
sumi^le standard spiking sohibons as 
described hi Section 11.4, and calculate the 
percent recovery of each surrogate 
compound. 

8.6 As part of the QC program for the 
laboratory, method accuracy for wastewater 
samples must be assessed and records must 
be maintained. After the analysis of five 
qiiked wastewater samples as in Section 8.3, 
calculate the average percent recovery (P) 
and the standard deviation of the percent 
reoomjr {s,J. Express the accuracy 
asnessmeat as a percent recovery interval 
from P—^ to P 4* 2Sp. If P=90% and 
SpslOft. for example, the accuracy interval is 
expressed as 70-410%. Update the accuracy 
BBsessaseiit for each parameter a regular 
basis (e.g. after each five to ten new accuracy 
measurements). 

8.7 It is recommended that the laboratory 
adopt additionai quality assurance practices 
for use with this method. The specific 
practices that are most productive depend 
upon the needs of the laboratory and the 
nature of the samples. Field duplicates may 
be analyaed to assess the precision of the 
enviromnented measurements. Whenever 
poasihle. the lahoratory should analyze 
standard reference materials and participate 
in relevanl performance evaluation studies. 

9. Sample CoUectioru Preservation, and 
Handling 

0.1 All samples must be iced or 
refrigerated from the time of collection until 
analysis. If the sample contains residual 
chlorine, add sodium thiosulfate preservative 
(10 mg/40 mL is sufficient for up to 5 ppm Cb) 
to the empty sample bottle just prior to 
shipping to the sampling site. EPA Methods 

330.4 and 330.5 may be used for measurement 
of residual (dilorine.^ Field lest kits are 
available for this purpose. 

0.2 Grab samples must be collected in 
glass containers having a total volume of at 
hast 25 mL. FiH the sample bottle just to 
overflowing in such a manner that no air 
hibWes pass through the sample as the bottle 
U being fiOed. Seal the bottle so that no air 
toblet are entrapped in it. If preservative 
has l^en added, ^ake vigorously for 1 min. 
Maintain the hermetic seal on the sample 
bottle untfl time of analysis. 

OJ Experimental evidence indicates thaJ 
*ome aromatic compounds, notably benzene, 
loluene, and ethyl benzene are susceptible to 
capid biological degradation under certain 
environmanlal conditions.^ Refrigeration 
•lone may not be adequate to preserve these 
compounds in wastewaters for more than 
•aven days. For this reason, a separate 
•ample should be collected, acidified, and 
analyzed when these aromatics are to be 


determined. Collect about 500 mL of sample 
in a clean container. Adjust the pH of the 
sample to about 2 by adding 14*1 HCl while 
stirring vigorously. Check pH with narrow 
range (1.4 to 2.8) pH paper. Fill a sample 
container as described in Section 9.2. 

9.4 All samples must be analyzed within 
14 days of collection.* 

10. Daily GC/MS Performance Tests 

10.1 At the beginning of each day that 
analyses are to be performed, the GC/MS 
system must be checked to see if acceptable 
performance criteria are achieved for BFB.* 
The performance test must be passed before 
any samples, blanks, or standards are 
a nalyze dl unless the instrument has met the 
DFTPP test described in Method 625 earlier in 
the day.*® 

10.2 HiBse performance tests require the 
following instrumental parameters: 

Electron Energy: 70 V (nominal) 

Mass Range: 20 to 260 amu 

Scan Time: To give at least 5 scans per 
peak but not to exceed 7 s per scan. 

10.3 At the beginning of each day. inject 2 
p.L of BFB solution directly on the column. 
Alternatively, add 2 pL of BFB solution to 5.0 
mL of reagent water or standard solution and 
analyze the solution accordiiig to section 11. 
Obtain a background-corrected mass 
spectrum of BFB and confirm that all the key 
m/z criteria in Table 2 are achieved. If all the 
criteria are not achieved, the analyst must 
retune the mass spectrometer and repeat the 
test until all criteria are achieved. 

11. Sample Purging and Gas Chromatography 

11.1 Table 1 summarizes the 
recommeiKied operating conditions for the 
gas chromatograph. Included in this table are 
retention times and MDL that can be 
achieved under these conditions. An example 
of the separations achieved by this column is 
shown in Figure 5. Other packed columns or 
chromatographic conditions may be used if 
the requirements of Section 8.2 are met. 

11.2 After achieving the key m/z 
abundance criteria in Section 10, calibrate 
the system daiy as described in Section 7. 

11.3 Adjust the purge gas (helium) flow 
rate to 40 mL/mln. Attach the trap inlet to the 
purging device, and set the purge and trap 
system to purge (Figure 3). Open the syringe 
valve located on the purging device sample 
Introduction needle. 

11.4 Allow the sample to come to ambient 
temperature prior to introducing it into the 
syringe. Remove the plunger from a 5-mL 
syringe and attach a dos^ syringe valve. 
Open the sample bottle (or standard) and 
carefully pour the sample into the syringe 
barrel to just short of overflowing. Replace 
the syringe plunger and compress the sample. 
Open the syringe valve and vent any residual 
air while adjusting the sample volume to 5.0 
mL Since this process of taking an aliquot 
destroys the validity of the sample for future 
analysis, the analyst should fill a second 
syringe at this time to protect against 
possible loss of data. Add 10.0 pL of the 
surrogate spiking solution (Section 6.7) and 
10.0 pLof the internal standard spiking 
solution (Section 7.3.2) through the valve 
bore, then close the valve. The surrogate and 
Internal standards may be mixed and added 
as a single spiking solution. 


11.5 Attach the syringe-syringe valve 
assembly to the syringe valve on the purging 
device. Open the sjTinge valves and Inject 
the sample into the purging chamber. 

11.6 Close both valves and purge the 
sample for 11.0±0.1 min at ambient 
temperature. 

11.7 After the 11-min purge time, attach 
the trap to the chromatograph, adjust the 
purge and trap system to the desorb mode 
(Figure 4), and begin to temperature program 
the gas chromatograph. Introduce the trapped 
materials to the CC column by rapidly 
heating the trap to 180 *C while backflushing 
the trap with an inert gas between 20 and 60 
mL/min for 4 min. If rapid heating of the trap 
cannot be achieved, the GC cloumn must be 
used as a secondary trap by cooling it to 30 
"C (subambient temperature, if problems 
persist) instead of the initial program 
temperature of 45 *0. 

ll.B While the trap is being desorbed into 
the gas chromatograph, empty the purging 
chamber using the sample introduction 
syringe. Wash the chamber with two 5-mL 
flushes of reagent water. 

11.9 After desorbing the sample for 4 min, 
recondition the trap by returning the purge 
and trap system to the purge mode. Wait 15 s 
then close the syringe valve on the purging 
device to begin gas flow through the trap. The 
trap temperature should be maintained at 
180 *0. After approximately 7 min. turn off 
the trap heater and open the syringe valve to 
stop the gas flow through the trap. When the 
trap it cooL the next sample can be analyzed. 

11.10 If the response for any m/z exceeds 
the working range of the system, prepare a 
dilution of the sample with reagent water 
from the aliquot in the second syringe and 
reanalyze. 

12. Qualitative Identification 

12.1 Obtain ElCRi for the priniary m/z 
(Table 4) and at least two secondary masses 
for each parameter of interest Tbe following 
criteria must be met to make a qualitative 
identification: 

12.1.1 The characteristic masses of each 
parameter of interest must maxiniize in the 
same or within one scan of each other. 

12.1.2 The retention time most fall within 
±30 8 of the retention time of the authentic 
compound. 

12.1.3 The relative peak heights of the 
three characteristic masses in the EICPs must 
fall within ± 20% of the relative intensities of 
these masses in a reference mass spectrum. 
The reference mass spectrum can be obtained 
from a standard analyzed in the GC/MS 
system or from a reference library. 

12.2 Structural isomers that have very 
similar mass spectra and less than 30 s 
difference in retention time, can be explicitly 
identified only if the resolution between 
authentic isomers in a standard mix is 
acceptable. Acceptable resolution is achieved 
If the baseline to valley height between the 
isomers is less than 25% of the sum of the two 
peak heights. Otherwise, structural isomers 
are identified as isomeric pairs. 

13. Calculations 

13.1 When a parameter has been 
identified, the quantitation of that parameter 
should be based on the integrated abundance 
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from the EICP of the primary characteristic 
m/z given in Table 4. If the sample produces 
an interference for the primary m/z, use a 
secondary characteristic m/z quantitate. 

Calculate the concentration in the sample 
using the response factor (RF) determined in 
Section 7.3.3 and Equation 2. 

Equation 2. 


Concentration (^g/L) = 


(A.)(C>.) 

(Au)(RF) 


where: 

As=Area of the characteristic m/z for the 
parameter or surrogate standard to be 
measured. 

A|,=Area of the characteristic m/z for the 
internal standard. 

Ci«=Concentration of the internal 
standard. 

13.2 Report results in p.g/L without 
correction for recovery data. All QC data 
obtained should be reported with the sample 
results. 

14. Method Performance 

14.1 The method detection limit (MDL) is 
defined as the minimum concentration of a 
substance that can be measured and reported 
with 99% confidence that the value is above 
zero.* The MDL concentrations listed in Table 
1 were obtained using reagent water.** 

Similar results were achieved using 
representative wastewaters. The MOL 
actually achieved in a given analysis will 
vary depending on Instrument sensitivity and 
matrix effects. 

14.2 This method was tested by 15 
laboratories using reagent water, drinking 
water, surface water, and industrial 
wastewaters spiked at six concentrations 
over the range 5-600 /ig/L.** Single operator 
precision, overall precision, and method 
accuracy were found to be directly related to 
the concentration of the parameter and 
essentially independent of the sample matrix. 
Linear equations to describe these 
relationships are presented in Table 5. 
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Table 1.—Chromatcxsraphic Conditions 
AND Method Detection Limits 


Parainetar 


CNoromethane.. 
Bromomettwna^ 

Vinyl cMonde . 

Chforoethane ...» 
Methytane chloride.. 


Trichiorohuoromethane. 

1.1- Oichk)foeihene.»..».»».. 

1.1- Oichloroethar)e__ 

trans-i .2-Oichloroethene 

CNorolonn... 

1.2'Oichloroethane.. 

1.1,1*Trichloroetnana... 

Caftx)n tetrachlonde.. 


Bromodichloromelhane. 

1,2-Dichioroproane. 

ds-l .343lchloropropeno. 

TricNoroethene.. 

Benzene... 

Oibromochloromelhane_ 

1.1.2'Trichkxoethane.. 

trarw-1,3>Oic h loroproperie» 

2-Chtoroethytv in lyt ether_ 

Bromoform... 


1.1,2,2-Tetrachioroethane » 
Tetrachioroethene_ 


Retention 
lime (min) 


2.3 
3.1 

3.8 

4.8 

8.4 
83 
9.0 

10.1 

10.8 

11.4 
12 1 

13.4 

13.7 
14.3 

16.7 
15.9 

16.5 
17.0 

17.1 

17.2 

17.2 

18.6 

19.8 
22.1 

22.2 


Method 
detection 
limit (fig/ 


nd 

nd 

nd 

nd 

28 

nd 

2.8 

47 

1.8 

1.6 

2.8 

3.8 

2.8 
22 
6.0 
5.0 

1.9 
4.4 

3.1 
5.0 
nd 
nd 
4.7 

6.9 

4.1 


Table 1.—Chromatographic Conditions 
AND Method Detection Limits—C ontinued 


Parameter 

Retention 
time (min) 

Method 
detoction 
Inst (ji^ 

TAklMA .... 

23.5 

eD 

69 

Chlorobenzane_ 

24.6 

Ethyl benzene ... 

28.4 

72 

1.3*Dichlorobenzene ... 

33.9 

nd 

12‘Oichlorobenzene ___ 

35.0 

nd 

1,4*0k:hlorphen2ana .. 

35.4 





Column conditions: CaitOQ9k B (60/80 mesh) ooetod m 
1% SP-1000 pecked in a 8 ft hy 0.1 in. ID glass column 
helium canter 088 at 30 mL/min flow rate. Column tompaa> 
luie held at 4^C for 3 min, than programmed at 8*C/rnn to 
220*C and held for 15 mia 
nd«nol detemaned. 

Table 2.—BFB Key m/z Abundance Crpteru 


Mesa 

m/z Abundance criteria 

60.... 

15 to 40% of mesa 95 

30 to 60% of mass 95. 
Base Peek. 100% ReisMs 
Abundance. 

5 to 9% of maaa 96 
<2% of mass 174. 

>50% of mass 95 

5 to 9% of maaa 174. 
>95% but < 101% of man 
174. 

5 to 9% Of mass 176. 

76___ 

96..»____ 

as ...,. 

173. -... 

174 ...... 


176 »»< 

177 



Table 3.—Suggested Surrogate and 
Internal Standards 


Compound 

Reten- 

Hon 

time 

(min)* 

Pri¬ 

mary 

m/z 

Secondary 

masses 

Benzene .... 

17.0 

84 


4*8romofluorobenzene.. 

28.3 

95 

174.176 

1.2-Oichloroethane d-4___ 

12.1 

102 

. _ _ 

1,4>OifluamhenTane. 

19.6 

114 

63.88| 

Ethylbenzene d-5.... 

26.4 

111 



Ethylbenzene tl»io .,. 

28.4 

98 

- . 

Fhiornbenzane . 

18.4 

96 

70 

P6ntaltuorobenzene._- 

23.5 

168 


Bromochloromethane_... 

9.3 

126 

" 49 . 130.51 

2-Bromo*1-chiocopropene_ 

192 

77 

79.156 

1. 4-Oichiorobutane_ 

25.8 

55 

90.921 


*Por chromatographic conditions, see Table 1. 

Table 4.—Characteristic Masses for 
Purgeable ORt^ANics 


Parameter 


CMoromel ha ne... 
Bromomethane... 
Vinyt chloride.. 


Chloroelhane... 
Methyieoe chkxido.. 


trichlorofloofomethane_ 

1.1-Oichloroethene. 

1,1>Oichioroethene...»». 

tr8na'1.2'Oichloroethene., 
Chloroform.., 


1,2-Olchloroethane. 

1,1.1-Trichiofoethane._ 


Cartion tetrachloride... 


Bromodichiorometh en e _ 

1.20lchloropropene . 

trane'1.3-Oichloropropene .. 

Trichloroethene __ 

Benzene _____ 

Dibromochlofomethene»»». 


1.12'Trichloroethane.».» 

da-l ,3-Oichloropropene» 
2'Chloroethylvinyl ether.. 


PrL 

mery 

Secondary 

50 

52. 

94 

96. 

62 

84. 

64 

66. 

84 

49. 51, end 06. 

101 

103. 

p96 

61 and 96. 

63 

85. 83. 85,96. 


and 100. 

96 

81 »id98. 

83 

85. 

96 

62, 84. and 100 

97 

99. 117, and 


119. 

117 

1l9and 12L 

127 

83. 85. and 

112 

63. 85. and 114 

75 

77. 

130 

95. 97. and 132. | 

78 


127 

129, 208, and 


206 

97 

83. 85. 99.132 , 


and 134. 1 

75 

77. 

108 

83and65. 
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Table 4.—Characteristic Masses for 
PURGEABLE ORGANICS—Continued 


Paramelar 

Pri. 

mery 

Secondary 

Ammnfomi 

173 

171.175. 250. 
2S2. 254. and 




2S8. 

1 1 ?.2.TaitrMiafcvtMiNMi> 

168 

63. 85. 131.133. 
and 108. 



Table 4.—Characteristic Masses for 
P uRGEABLE ORGANICS—Continued 


Parameter 

Pri¬ 

mary 

Secondary 

Tetrachtoroelherie.. 

164 

92 

112 

106 

129,131. and 

166. 

91. 

114. 

91. 

TfAiene. ' 


Ethyl benzene__ .. 


Table 4.—Characteristic Masses for 
PURGEABLE ORGANICS—Continued 


Parameter 

PrI. 

mary 

Secondary 

1.3-Dichlorobenzer)e.... 

146 

148 arxf 113L 


146 

148 

148 and 113. 

148 and 113. 

1 .a-DichlnrohnnzAna ... 



Table 5.— Calibration and QC Acceptance Criteria—Method 624* 


Psrameter 


Benzene. 


Bfomomtet i nt . . 

Carton INracNortcN^_ 

CNorotMnnnn 

2-CNofoN h ylvlnyl ether 

Chtofolofm__ 

Chiofonielhent....,*..^..^ 

Dfcfomoc N ofometfiane_ 

U-OichlofobenpEen# 

i>[>chtorobenzene_ 

i.40ichlorobenzene. 

t.i-Dichlofoethwe_ 

U-OcMoreetttm_ 

1,1-Oichlofolhene^._ 

Irarw-I^-Olchloroethene... 

t>chloropropine_ 

ci»* 1.3*OlchlorQ|)ropene 
Irarta-1.3>Oichloropropene. 

Et»yt benzene ^. 

MKnywrw ctwono#>^,>,.4.*». 
i.i.2.2-TeiricNon)etfim. 

Taif acNofoethene.. 

Toluene....*.._____ 

1.l.1TrloMofoe«ivie_ 

l.l .2-Trichlofoelhene_ 

Tnchioroelhine........ 

Trchlorolloorwnefheoe_ 

Wr»yi chlofMe..................... 


Range for 0 

9/U 

LiaM for 

Range for X (u/ 
9/U 

Range tor P. 
P.(%) 

1^8-27.2 

6.9 

16.2-26.0 

37-151 

13.1-26.9 

8.4 

10.1-280 

35-156 

14.2-25.8 

5.4 

11.4-31.1 

45-169 

26-37.2 

17.9 

D-41.2 

D-242 

14.6-25.4 

5.2 

17.2-23.5 

70-140 

13.2-26.8 

6.3 

16.4-27.4 

37-160 

7.6-32.4 

11.4 

8.4-40.4 

14-230 

D-44.8 

25.9 

D-50.4 

0-305 

13.5-26.5 

6.1 

13.7-24.2 

51-138 

0-40.8 

19.8 

0-469 

0-273 

13.5-26.5 

8.1 

138-26.6 

53-149 

1^6-27.4 

7.1 

11.8-34.7 

18-190 

14.6-25.4 

5.5 

17.0-28.8 

Se-156 

12.8 27.4 

7,1 

11.8-34.7 

18-100 

14.5-25.5 

5.1 

14.2-28.5 

59-155 

13.6-26.4 

6.0 

14.3-27.4 

40-155 

10.1-29.9 

9.1 

3.7-42.3 

0-234 

13.9-26.1 

67 

13.6-28.5 

54-156 

68-33.2 

13.8 

3.8-36.2 

D-210 

4.8-35.2 

15.8 

1.0-39.0 

D-227 

10.0-30.0 

10.4 

7.6-32.4 

17-183 

11.8-28.2 

7.5 

17.4-26.7 

37-162 

12.1-27.9 

7.4 

D-41.0 

0-221 

12.1 -27.9 

7.4 

13.5-27.2 

48-157 

14.7-25.3 

5.0 

17.0-26.6 

64-148 

14.9-25.1 

4.8 

18.6-26.7 

47-162 

15.0-25.0 

4.8 

13.7-30.1 

52-162 

• 14.2-25.8 

65 

14.3-27.1 

52-150 

13.3-26.7 

6.6 

18.6-27.6 

71-157 

9.6-30.4 

10.0 

8.9-31.5 

17-181 

0.8-39 

20.0 

D-43,5 

D-251 


Concentration measured in OC check sample. In ^ta/L (Section 7.6S). 

9=Standard deviation ol four recovery measurements, in ^L (Section S.2.4). 

k =^Average recovery of four recovery meesurements. in ug/L (Serton 8.2.4). , 

P. Pj^-Percent recovery measured, (Section 8.3Z Section 8.4.2). 

D~ Detected; result must be greeter than zero. 

'Criteria were calculated assuming a QC check sample concentration of 20 pg/L 

Se?todevelop*T£^^ performance daU in TaWe 8. Where necessary, the limits for recovery have been broadened to assure applicabiirty of the limits 


Table 6.—Method Accuracy and Precision as Functions of Concentration—Method 624 


Parameter 


Banzene . . 

S'O'wiohioranieiiane _ 

BrorTtotenw .. ................... 

®WK>methane* - ---- 

Catw tetrachloddt..... _ 

O^obenzene _ 

Q^oethene __ 

2 -CNoroetitytwlnyl ether* __ 

D^oform. . 

Ch*oromethanei.~. .. 

Otifomochlofomethane. . 

J-J-Orchlorobeniene^ .. 

' -3-C>chlorobenrer>e .. 

'•♦-CkchloroberBerw^ ... 

’•’-Oichloroeth^.. .. 

'•^■Oichioroethene... . 

’•'“Oichloroethane .......... 

^ 1.2.-Olchloroethene .. 

. 

^L3~OchtofOproper>e*. 

••'•-1.3-Olchloropropene* . 

^ benzene... 

***lbylsne chloride..-. 

U2.2-Tetrachloroelhar«a..-. 


Accuracy, as 
recovery. K 
Oig/L) 


Single analyst 
predaion. s, 
(mO^L) 


OveraH 

precis i on. S' 
(>i9^U 


0.25X-1.33 


0.93C4-2.00 

1.03C-1.58 

1.18C-^3S 

1.00C 

1.10C-1.68 

0.960+2.28 

1.18C+0J1 

i.opc 

OJbC+0.33 

1.03C-1.81 

l.OlC-0.03 

0.94C+4.47 

1.06C + 1.68 

0.94C+4.47 

1.05C+0.36 

1.02C+0.45 

1.12C+0.61 

1.05C+0.03 

1.00C 

1.00C 

1.00C 

0.9eC+Z48 

0.87C+1.88 

0.03C+1.78 


0.26X-1.74 

ai5j(+0.59 

0.12^+0.34 

0.43X 

0.12^+0.25 
0.16S-0.09 
0.14$i+2.78 
0.82j( 

0.16$i+0.22 

0.37«+2.14 

0.17X-0.18 

0.22X-1.45 

0 14$(-0.48 

0.22X-1.45 

ai3X-0.05 

0.17)(-0.32 

0.175^+1.06 

0.145(+0.09 

0.33X 

0.365( 

0.25R 

0.14X+1.00 

0.15»+1.07 

0.185(+0.88 


0.20)(+1.13 

0.17X+1.38 

0.5B% 

O.llX+0.37 

0.26X-1.92 

0.2d$(+1.75 

0.8451 

0.18X+0.18 

0.58X+0.43 

0.17X+0.49 

0.305(-1.20 

0.1851-0.82 

0.305(-1.20 

0.185(+0.47 

0.215(-0.38 

0.435(-0.22 

0.105(+0.17 

0 . 455 ^ 

0.525( 

0.34R 

0.265(-1.72 

0.325^+4.00 

0.205(+0.41 
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Table 6.—Method Accuracy and Precision as Functions of Concentration—Method 624— Continued 


Paramoter 


Te(ract>ioroethene... 

Toluene. .„ .... 

I.I.l-TrIcNoroettwne..... 

1,i.2»Tflchloa»than«.. 

TrIcNoroethena.. 

Trk^htorofkxjrometharw.... 

Vinyl .. 


Accuracy, as 
recovery. X’ 
(mo^l) 

Single anatyst 
precision, s, 
(Mg/U 

Overall 
precision. 8' 
(WJ/t) 

i.oec-t^o.eo 

0.13X-0.18 

o.ie$(-o>4s 

O.09C+2.O3 

0.15X-0.71 

0.22J<-1.71 

1.06C-f0.73 

0.12X-0.15 

O. 21 X-O .39 

0.95+1.71 

0.14X+0.02 

o.i8J(:+o.oo 

1.04C+2.27 

0.13X+0.36 

0,1251+0.5® 

0.9QC+0.39 

0.33X-1.4a 

0.345^-0 39 

1.00C 

0.48X 

0.665^ 


X'^Ejipected recovery tor one or more measuremenis of a sample containing a concentration of C. in m/L 
S'a^Expected single analyst standard deviation of meesurameols at an average concentration found ofX in fig/L 
S -Expected inierlaboratory standard deviation of measuements at an average concentration found ofx. in fifi/L 
CsTrue value for the concentration, in fig/L 

x== Average recovery found for measurements of sampfea containing a concerttration of C. in pg/L 
* Estimates based upon the performarx:e in a single laboratory. 

*CXie to chromatographic resolution problema. p^ormance statements for these isomers are baaed upon the sums of their ooncentrationa 


BILLING CODE e6«0-5(HUI 
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Figure 1. Purging device. 
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PACKING PROCEDURE 


GLASS 
WOOL 

GRADE 15 
SILICA GEL^C™* 


TENAX 15CM 


3% OV-1 ‘•CM 
GLASS 5MM 
WOOL 




TRAP INLET 


CONSTRUCTION 

COMPRESSION 
FITTING NUT 
AND FERRULES 
14FT. 7^ /FOOT - 
RESISTANCE WIRE 
WRAPPED SOLID 
THERMOCOUPLE/ 
CONTROLLER 
' SENSOR 



ELECTRONIC 

TEMPERATURE 

CONTROL 

AND 

PYROMETER 


TUBING 25CM 
0.105 IN. I.D. 
0.125 IN. O.D. 
STAINLESS STEEL 


Figure 2. Trap packings and construction to include 
desorb capability. 
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CARRIER GAS FLOW CONTROL 
PRESSURE REGULATOR 


PURGE GAS 
aOW CONTROL 


13X MOLECULAR 
SIEVE FILTER 


LIQUID INJECTION PORTS 

COLUMN OVEN 

JnJirLTLn-r'C- CONFIRMATORY COLUMN 
ll o f-i r-i n I > TO DETECTOR 

^ANALYTICAL COLUMN 

OPTIONAL 4-PORT COLUMN 
SELECTION VALVE 
VALVE /^APIftlLET 

/^resistance wire 

EATER CONTROL 



PURGING 

DEVICE 


Not«;ALL LINES BETWEEN 
. TRAP AND GC 
SHOULD BE HEATED 
TO 80*0 


Figure 3. Purge and trap system - purge mode. 


CARRIER GAS 
FLOW CONTROL 
PRESSURE 
REGULATOR 


PURGE GAS . _ 
FLOW CONTROL 


13X MOLECULAR 
SIEVE FILTER 


LIOUIO INJECTION PORTS 

.COLUMN OVEN 
__CONFIRMATORV COLUMN 
J|^>T0 DETECTOR 

_J ^ANALYTICAL COLUMN 

OPTIONAL 4-PORT COLUMN 
SaECTION VALVE 
6-PORT trap inlet 
VALVE J resistance WIRE 

"CONTROL 



PURGING 

DEVICE 


Note: 

ALL LINES BETWEEN 
TRAP AND GC 
SHOULD BE HEATED 
TO 95°C. 


Figure 4. Purge and trap system - desorb mode. 


-70^- 


t 



















































43384 


Federal Register / Vol. 49, No. 209 / Friday, October 26,1984 / Ruies and Regulations 


COLUMN: 1% SP-1000 ON CARBOPACK-B 
PROGRAM: 45‘»C FOR 3 MIN, 8®C/MIN TO 220*C 



-70 r- 


4BR0M0FLU0R0BENZENE 
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Method 62S—'Base/Neutrals and Acids 

1. Scope and Application 

1.1 This method covers the determination 
of a number of organic compounds that are 
partitioned into an organic solvent and are 
amenable to gas chromatography. The 
parameters listed In Tables 1 and 2 may be 
qualitatively and quantitatively determined 
using this method. 

1.2 The method may be extended to 
include the parameters listed in Table 3. 
Benzidine can be subject to oxidative losses 
during solvent concentration. Under the 
alkaline conditions of the extraction step, a- 
BHC, y-BHC, endosulfan 1 and II, and endrin 
are subject to decomposition. 
Hexachlorocyclopentadiene is subject to 
thermal decomposition in the inlet of the gas 
chromatograph, chemical reaction in acetone 
solution, and photochemical decomposition. 
N>nitro8odimethylamine is difficult to 
separate from the solvent under the 
chromatographic conditions described. N- 
nitrosodiphenylamine decomposes in the gas 
chromatographic inlet and cannot be 
separated from diphenylamine. The preferred 
method for each of these parameters is listed 
in Table 3. 

1.3 This is a gas chromatographic/mass 
spectrometry (GC/MS) method applicable to 
the determination of the compounds listed in 
Tables 1. 2, and 3 in municipal and industrial 
discharges as provided under 40 CFR 136.1. 

1.4 The method detection limit (MDL, 
defined in Section 16.1) * for each parameter 
is listed in Tables 4 and 5. The MDL for a 
spedfrc wastewater may differ from those 
listed, depending upon the nature of 
interferences in the sample matrix. 

1.5 Any modification to this method, 
beyond those expressly permitted, shall be 
considered as a major raodincation subject to 
application and approval of alternate test 
procedures under 40 CFR 136.4 and 136.5. 
Depending upon the nature of the 
modification and the extent of intended use, 
the applicant may be required to demonstrate 
that the modiOcations will produce 
equivalent results when applied to relevant 
wastewaters. 

1.6 This method is restricted to use by or 
under the supervision of analysts 
experienced in the use of a gas 
chromatograph/mass spectrometer and in the 
interpretation of mass spectra. Each analyst 
must demonstrate the ability to generate 
acceptable results with this method using the 
procedure described In Section 8.2. 

2. Summary of Method 

2.1 A measured volume of sample, 
approximately 1-L, is serially extracted with 
methylene chloride at a pH greater than 11 
and again at a pH less than 2 using a 
separatory funnel or a continuous extractor. 
The methylene chloride extract is dried, 
concentrated to a volume of 1 mL. and 
analyzed by GC/MS. Qualitative 
identification of the parameters in the extract 
is performed using the retention time and the 
Illative abundance of three characteristic 
tuasses (m/z). Quantitative analysis is 
Performed using either external or internal 
standard techniques with a single 
characteristic m/z. 


3. Interferences 

3.1 Method interferences may be caused 
by contaminants in solvents, reagents, 
glassware, and other sample processing 
hardware that lead to discrete artifacts and/ 
or elevated baselines in the total ion current 
profiles. All of these materials must be 
routinely demonstrated to be free from 
Interferences under the conditions of the 
analysis by running laboratory reagent 
blanks as described in Section B.1.3. 

3.1.1 Glassware must be scrupulously 
cleaned.’Clean all glassware as soon as 
possible after use by rinsing with the last 
solvent used in It Solvent rinsing should be 
followed by detergent washing with hot 
water, and rinses with tap water and distilled 
water. The glassware should then be drained 
dry, and heated in a muffle furnace at 400 ‘C 
for 15 to 30 min. Some thermally stable 
materials, such as PCBs, may not be 
eliminated by this treatment. Solvent rinses 
with acetone and pesticide quality hexane 
may be substituted for the muffle furnace 
heating. Thorough rinsing with such solvents 
usually eliminates PCB interference. 
Volumetric ware should not be heated in a 
muffle furnace. After drying and cooling, 
glassware should be sealed and stored in a 
clean environment to prevent any 
accumulation of dust or other contaminants. 
Store inverted or capped with aluminum foil. 

3.1.2 The use of high purity reagents and 
solvents helps to minimize interference 
problems. Purification of solvents by 
distillation in all-glass systems may be 
required. 

3.2 Matrix interferences may be caused 
by contaminants that are co-extracted from 
the sample. The extent of matrix 
interferences will vary considerably from 
source to source, depending upon the nature 
and diversity of the industrial complex or 
municipality being sampled. 

3.3 The base-neutral extraction may 
cause significantly reduced recovery of 
phenol, 2-methylphenol, and 2,4- 
dimethylphenoL The analyst must recognize 
that results obtained under these conditions 
are minimum concentrations. 

3.4 The packed gas chromatographic 
columns recommended for the basic fraction 
may not exhibit sufficient resolution for 
certain isomeric pairs including the following: 
anthracene and phenanthrene: chrysene and 
benzo(a)anthracene; and 
benzojbjfluoranthene and 
benzo(k)fluoranthene. The gas 
cliromatographic retention time and mass 
spectra for these pairs of compounds are not 
sufficiently different to make an 
unambiguous identification. Alternative 
techniques should be used to identify and 
quantify these specific compounds, such as 
Method 610. 

3.5 In samples that contain an inordinate 
number of interferences, the use of chemical 
ionization (Cl) mass spectrometry may make 
identification easier. Tables 6 and 7 give 
characteristic Cl ions for most of the 
compounds covered by this method. The use 
of Cl mass spectrometry to support electron 
ionization (^) mass spectrometry is 
encouraged but not required. 


4. Safety. 

4.1 The toxicity or carcinogenicity of each 
reagent used in this method have not been 
precisely defined: however, each chemical 
compound should be treated as a potential 
health hazard. From this viewpoint, exposure 
to these chemicals must be reduced to the 
lowest possible level by whatever means 
available. The laboratory is responsible for 
maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of material data 
handling sheets should also be made 
available to all persoimel involved in the 
chemical analysis. Additional references to 
laboratory safety are available and have 
been identified ^’for the information of the 
analyst 

4.2 The following parameters covered by 
this method have been tentatively classified 
as known or suspected, human or mammalian 
carcinogens: benzo(a)anthracene, benzidine, 
3,3'-dichlorobenzidine, benzo(a)pyrene, a- 
BHC, /S-BHC, 6-BHC, y-BHC. 
dibenzo(a.h)anthracene, N- 
nitrosodimethylamine. 4.4'-DDT. and 
polychlorinated biphenyls fPCBs). Primary 
standards of these toxic compounds should 
be prepared in a hood. A NIOSH/MESA 
approved toxic gas respirator should be worn 
when the analyst handles high concentrations 
of these toxic compounds. 

5. Apparatus and Materials 

5.1 Sampling equipment, for discrete or 
composit sampling. 

5.1.1 Grab sample bottle—1-L or 1-gt, 
amber glass, fitted with a screw cap lined 
with Teflon. Foil may be substituted for 
Teflon if the sample is not corrosive. If amber 
bottles are not available, protect samples 
from light. The bottle and cap liner must be 
washed, rinsed with acetone or methylene 
chloride, and dried before use to minimize 
contamination. 

5.1.2 Automatic sampler (optional]—The 
sampler must incorporate glass sample 
containers for the collection of a mininuini of 
250 mL of sample. Sample containers must be 
kept refrigerated at 4 and protected from 
light during compositing. If the sampler uses a 
peristaltic pump, a minimum length of 
compressible silicone rubber tubing may be 
used, before use. however, the compressible 
tubing should be throughly rinsed with 
methanol, followed by repeated rinsings with 
distilled water to minimize the potential for 
contamination of the sample. An integrating 
flow meter is required to collect flow 
proportional composites. 

5.2 Glassware (All specifications are 
suggested. Catalog numbers are included for 
illustration only.): 

5.2.1 Separatory funnel—2-L, with Teflon 
stopcock. 

5.2.2 Drying column—Chromatographic 
column, 19 mm ID, with coarse frit filter disc. 

5.2.3 Concentrator tube, Kudema- • 
Danish—10-mL, graduated (Kontes K-sroOSO- 
1025 or equivalent). Calibration must be 
checked at the volumes employed in the test. 
Ground glass stopper is used to prevent 
evaporation of extracts. 
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5.2.4 Evaporative flask, Kuderna- 
Danish—SOO-mL (Kontes K-57001-0500 or 
equivalent). Attach to concentrator tube with 
springs. 

5.2.5 Snyder column. Kudema-Danish— 
Three all macro (Kontes K-503000-0121 or 
equivalent). 

5.2.6 Snyder column. Kudema-Danish— 
Two-ball macro (Kontes K-569001-0219 or 
equivalent). 

5.2.7. Vials—10 to IS^mL, amber glass, 
with Teflon-lined screw cap. 

5.2.8 Continuous liquid—liquid 
extractor—Equipped with Teflon or glass 
connecting joints and stopcocks requiring no 
lubrication. (Hershberg-Wolf Extractor, Ace 
Glass Company, Vineland, N.J., P/N 6841-10 
or equivalent.) 

5.3 Boiling chips—Approximately 10/40 
mesh. Heat to 400 ‘C for 30 min of Soxhlet 
extract with methylene chloride. 

5.4 Water bath—Heated, with concentric 
ring cover, capable of temperature control 
(±2*C). The bath should be used in a hood. 

5.5 Balance—Analytical, capable of 
accurately weighing 0.0001 g. 

5.6 GC/MS system: 

5.6.1 Gas Chromatograph—An analytical 
system complete with a temperature 
programmable gas chromatograph and all 
required accessores including syringes, 
analytical columns, and gases. The injection 
port must be designed for on-column injection 
when using packed columns and for splitless 
injection when using capillary columns. 

5.6.2 Column for base/neutrals—^1.8 m 
long X 2 mm ID glass, packed with 3% SP- 
2250 on Supelcoport (100/120 mesh) or 
equivalent. This column was used to develop 
the method performance statements in 
Section 16. G«idelines for the use of alternate 
column packings are provided in Section 13.1. 

5.6.3 Column for acids—1.8 m long x 2 mm 
ID glass, packed with 1% SP-1240DA on 
Supelcoport (100/120 mesh) or equivalent. 

This column was used to develop the method 
performance statements in Section 16. 
Guidelines for the use of alternate column 
packings are given in Section 13.1. 

5.6.4 Mass soectrometer—Capable of 
scanning from 35 to 450 amu every 7 s or less, 
utilizing a 70 V (nominal) electron energy in 
the electron impact ionization mode, and 
producing a mass spectrum which meets all 
the criteria in Table 9 when 50 ng of 
decafluorotriphenyl phosphine (DFTPP; 
bi&(perfluorophenyl) phenyl phosphine) is 
injected through the CC inlet. 

5.6.5 GC/MS interface—Any GC to MS 
interface that gives acceptable calibration 
points at 50 ng per injection for each of the 
parameters of interest and achieves all 
acceptable performance criteria (Section 12) 
may be used. GC to MS interfaces 
constructed of all glass or glass-lined 
materials are recommended. Glass can be 
deactivated by silanizing with 
dichlorodimethylsilane. 

5.6.6 Data system—A computer system 
must be interfaced to the mass spectrometer 
that allows the continuous acquisition and 
storage on machine-readable media of all 
mass spectra obtained throughout the 
duration of the chromatographic program. 

The computer must have software that allows 
searching any GC/MS data file for specific 


m/z and plotting such m/z abundances 
versus time or scan number. This type of plot 
is defined as an Extracted Ion Current Profile 
(EICP). Software must also be available that 
allows integrating the abundance in any EICP 
between specified time or scan number 
limits. 

6. Reagents 

6.1 Reagent water—Reagent water is 
defined as a water in which an interferent is 
not observed at the MDL of the parameters of 
interest. 

6.2 Sodium hydroxide solution (10 N)— 
Dissolve 40 g of NaOH (ACS) in reagent 
water and dilute to 100 mL 

6.3 Sodium thiosulfate—(ACS) Granular. 

6.4 Sulfuric acid (1+1)—Slowly, add 50 
mL of H^O" (ACS. sp. gr. 1.84) to 50 mL of 
reagent water. 

6.5 Acetone, methanol, methlylene 
chloride—Pesticide quality or equivalent. 

6.6 Sodium sulfate—(ACS) Granular, 
anhydrous. Purify by heating at 400 *C for 4 h 
in a shallow tray. 

6.7 Stock standard solutions (1.00 ftg/ 

^L)—standard solutions can be prepared 
from pure standard materials or purchased as 
certified solutions. / 

6.7.1 Prepare stock standard solutions by 
accurately weighing about 0.0100 g of pure 
material. Dissolve the material in pesticide 
quality acetone or other suitable solvent and 
dilute to volume In a 10-mL volumetric flask. 
Larger volumes can be used at the 
convenience of the analyst. When compound 
purity is assayed to be 96% or greater, the 
weight may be used without correction to 
calculate the concentration of the stock 
standard. Commercially prepared stock 
standards may be used at any concentration 
if they are certified by thj manufacturer or by 
aa independent source. 

6.7.2 Transfer the stock standard 
solutions into Teflon-sealed screw-cap 
bottles. Store at 4 ‘C and protect from light. 
Stock standard solutions should be checked 
frequently for signs of degradation or 
evaporation, especially just prior to preparing 
calibration standards from them. 

6.7.3 Stock standard solutions must be 
replaced after six months, or sooner if 
comparison with quality control check 
samples indicate a probelm. 

6.8 Surrogate standard spiking solution— 
Select a minimum of three surrogate 
compounds from Table 8. Prepare a surrogate 
standard spiking solution containing each 
selected surrogate compound at a 
concentration of 100 MS/tnL in acetone. 
Addition of 1.00 mL of this solution to 1000 
mL of sample is equivalent to a concentration 
of 100 /ig/L of each surrogate standard. Store 
the spiking solution at 4 *C in Teflon-sealed 
glass container. The solution should be 
checked frequently for stability. The solution 
must be replaced after six months, or sooner 
if comparison with quality control check 
standards indicates a problem. 

6.9 DFTPP standard—Prepare a 25 fig/mL 
solution of DFTPP in acetone. 

6.10 Quality control check sample 
concentrate—See Section 8.2.1. 


7. Calibration 

7.1 Establish gas chromatographic 
operating parameters equivalent to those 
indicated in Tables 4 or 5. 

7.2 Internal standard calibration 
procedure—To use this approach, the analyst 
must select three or more internal standards 
that are similar in analytical behavior to the 
compounds of interest. The analyst must 
further demonstrate that the measurement of 
the internal standards is not affected by 
method or matrix Interferences. Some 
recommended internal standards are listed in 
Table 8. Use the base peak m/z as the 
primary m/z for quantification of the 
standards. If interferences are noted, use one 
of the next two most intense masses for 
quantification. 

7.2.1 Prepare calibration standards at a 
minimum of three concentration levels for 
each parameter of Interest by adding 
appropriate volumes of one or more stock 
standards to a volumetric flask. To each 
calibration standard or standard mixture, add 
a known constant amount of one or more 
internal standards, and and dilute to volume 
with acetone. One of the calibration 
standards should be at a concentration near, 
but above, the MDL and the other 
concentrations should correspond to the 
expected range of concentrations found in 
real samples or should define the working 
range of the GC/MS system. 

7.2.2 Using injections of 2 to 5 fiL, analyze 
each calibration standard according to 
Section 13 and tabulate the area of the 
primary characteristic m/z (Tables 4 and 5) 
against concentration for each compound and 
internal standard. Calculate response factors 
(RF) for each compound using Equation 1. 

Equation 1. 

(A.)(CJ 

RF= 

(AJtC.) 

where: 

A,=Area of the characteristic m/z for the 
parameter to be measured. 

A|,=Area of the characteristic m/z for the 
internal standard. 

C|,=Concentration of the internal standard 

(ms/U- 

C,=Concentration of the parameter to be 
measured (ms/U- 

If the RF value over the working range is a 
constant (<35% RSD). the RF can be 
assumed to be invariant and the average Rl’ 
can be used for calculations. Alternatively, 
the results can be used to plot a calibration 
curve of response ratios, A*/Au. vs. RF. 

7.3 The working calibration curve or RF 
must be verified on each working day by the 
measurement of one or more calibration 
standards. If the response for any parameter 
varies from the predicted response by more 
than ±20%, the test must be repeated uning a 
fresh calibration standard. Alternatively, a 
new calibration curv'e must be prepared for 
that compound. 

8. Quality Control 

8.1 Each laboratory that uses this method 
is required to operate a formal quality control 
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program. The minimum requirements of this 
program consist of an initial demonstration of 
laboratory capability and an ongoing 
analysis of spiked samples to evaluate and 
document data quality. The laboratory must 
maintain records to document the quality of 
data that is generated. Ongoing data quality 
checks are compared with established 
performance criteria to determine if the 
results of analyses meet the performance 
characteristics of the method. When results 
of sample spikes indicate atypical method 
performance, a quality control check 
standard must be analyzed to confirm that 
the measurements were performed in an in- 
control mode of operation. 

8.1.1 The analyst must make an initial, 
one-time, demonstration of the ability to 
generate acceptable accuracy and precision 
with this method. This ability is established 
as described in Section 8.2. 

8.1.2 In recognition of advances that are 
occuring in chromatography, the analyst is 
permitted certain options (detailed in 
Sections 10.6 and 13.1) to improve the 
separations or lower the cost of 
measurements. Each time such a modification 
is made to the method, the analyst is required 
to repeat the procedure in Section 8.2. 

8.1.3 Before processing any samples, the 
analyst must analyze a reagent water blank 
to demonstrate that interferences from the 
analytical system and glassware are under 
control. Each time a set of samples is 
extracted or reagents are changed, a reagent 
water blank must be processed as a 
safeguard against laboratory contamination. 

8.1.4 The laboratory must, on an ongoing 
basis, spike and analyze a minimum of 5% of 
all samples to monitor and evaluate 
laboratory data quality. This procedure is 
described in Section 8.3. 

8.1.5 The laboratory must, on an ongoing 
basis, demonstrate through the analyses of 
quality control check standards that the 
operation of the measurement system is in 
control. This procedure is described in 
Section 8.4. The frequency of the check 
standard analyses is equivalent to 5% of all 
samples analyzed but may be reduced if 
spike recoveries from samples (Section 8.3) 
meet all specified quality control criteria. 

8.1.6 The laboratory must maintain 
performance records to document the quality 
of data that is generated. This procedure is 
described in Section 8.5. 

8.2 To establish the ability to generate 
acceptable accuracy and precision, the 
analyst must perform the following 
operations. 

8.2.1 A quality control (QC) check sample 
concentrate is required containing each 
parameter of interest at a concentration of 

in acetone. Multiple solutions may 
be required. PCBs and multicomponent 
pesticides may be omitted from this test. The 
QC check sample concentrate must be 
obtained from the U.S. Environmental 
Protection Agency. Environmental Monitoring 
and Support Laboratory in Cincinnati, Ohio, 
if available. If not available from that source, 
the QC check sample concentrate must be 
obtained from another external source. If not 
available from either source above, the QC 
check sample concentrate must be prepared 
by the laboratory using stock standards 


prepared independently from those used for 
calibration. 

8.2.2 Using a pipet, prepare QC check 
samples at a concentration of 100 fig/L by 
adding 1.00 mL of QC check sample 
concentrate to each of four 1-L aliquots of 
reagent water. 

8.2.3 Analyze the well-mixed QC check 
samples according to the method beginning in 
Section 10 or 11. ' 

8.2.4 Calculate the average recovery (X) 
in pg/L, and the standard deviation of the 
recovery (s) in pg/L, for each parameter using 
the four results. 

8.2.5 For each parameter compare s and X 
with the corresponding acceptance criteria 
for precision and accuracy, respectively, 
found in Table 6. If s and X for all parameters 
of interest meet the acceptance criteria, the 
system performance is acceptable and 
analysis of actual samples can begin. If any 
individual s exceeds the precision limit or 
any individual X falls outside the range for 
accuracy, the system performance is 
unacceptable for that parameter. 

Note.—^The large number of parameters in 
Table 6 present a substantial probability that 
one or more will fail at least one of the 
acceptance criteria when all parameters are 
analyzed. 

8.2.6 When one or more of the parameters 
tested fail at least one of the acceptance 
criteria, the analyst must proceed according 
to Section 8.2.6.1 or 8.2.6.2. 

8.2.6.1 Locate and correct the source of 
the problem and repeat the test for all 
parameters of interest beginning with Section 
8 . 2 . 2 . 

8.2.6.2 Beginning with Section 8.2.2, repeat 
the test only for those parameters that failed 
to meet criteria. Repeated failure, however, 
will confirm a general problem with the 
measurement system. If this occurs, locate 
and correct the source of the problem and 
repeat the test for all compounds of interest 
beginning with Section 8.2.2. 

8.3 The laboratory must, on an ongoing 
basis, spike at least 5% of the samples from 
each sample site being monitored to assess 
accuracy. For laboratories analyzing 1 to 20 
samples per month, at least one spiked 
sample per month is required. 

8.3.1. The concentration of the spike in 
the sample should be determined as follows: 

8.3.1 If. as in compliance monitoring, the 
concentration of a specific parameter in the 
sample is being checked against a regulatory 
concentration limit, the spike should be at 
that limit or 1 to 5 times higher than the 
background concentration determined in 
Section 8.3.2, whichever concentration would 
be larger. 

8.3.1.2 If the concentration of a specific 
parameter in the sample is not being checked 
against a limit specific to that parameter, the 
spike should be at 100 fig/L or 1 to 5 times 
higher than the background concentration 
determined in Section 8.3.2, whichever 
concentration would be larger. 

8.3.1.3 If it is impractical to determine 
background levels before spiking (e.g., 
maximum holding times will be exceeded), 
the spike concentration should be (1) the 
regulatory concentration limit, if any; or. if 
none (2) the larger of either 5 times higher 
than the expected background concentration 
or 100 fig/L. 


8.3.2 Analyze one sample aliquot to 
determine the background concentration (B) 
of each parameter. If necessary, prepare a 
new QC check sample concentrate (Section 
8.2.1) appropriate for the background 
concentrations in the sample. Spike a second 
sample aliquot with 1.0 mL of the QC check 
sample concentrate and analyze it to 
determine the concentration after spiking (A) 
of each parameter. Calculate each percent 
recovery (P) as 100{A-B)%/T, where T is the 
known true value of the spike. 

8.3.3 Compare the percent recovery (P) for 
each parameter with the corresponding QC 
acceptance criteria found in Table 6. These 
acceptance criteria were calculated to 
include an allowance for error in 
measurement of both the background and 
spike concentrations, assuming a spike to 
background ratio of 5:1. This error will be 
accounted for to the extent that the analyst's 
spike to background ratio approaches 5:1.^ If 
spiking was performed at a concentration 
lower than 100 fig/L, the analyst must use 
either the QC acceptance criteria in Table 6. 
or optional QC acceptance criteria calculated 
for the speciBc spike concentration. To 
calculate optional acceptance criteria for the 
recovery of a parameter (1) calculate 
accuracy (X') using the equation in Table 7. 
substituting the spike concentration (T) for C; 
(2) calculate overall precision (S') using the 
equation in Table 7, substituting X' for X; (3) 
calculate the range for recovery at the spike 
concentration as (100 X'/T)±2.44(100 S7T)%’ 

8.3.4 If any individual P falls outside the 
designated range for recovery, that parameter 
has failed the acceptance criteria. A check 
standard containing each parameter that 
failed the criteria must be analyzed as 
described in Section 8.4. 

8.4 If any parameter fails the acceptance 
criteria for recovery in Section 8.3, a QC 
check standard containing each parameter 
that failed must be prepared and analyzed. 

Note.—^The frequency for the required 
analysis of a QC check standard will depend 
upon the number of parameters being 
simultaneously tested, the complexity of the 
sample matrix, and the performance cf the 
laboratory. If the entire list of single¬ 
component parameters in Table 6 must be 
measured in the sample in Section 8.3. the 
probability that the analysis of a QC check 
standard will be required is high. In this case 
the QC check standard should be routinely 
analyzed with the spike sample. 

8.4.1 Prepare the QC check standard by 
adding 1.0 mL of QC check sample 
concentrate (Sections 8.2.1 or 8.3.2) to 1 L of 
reagent water. The QC check standard needs 
only to contain the parameters that failed 
criteria in the test in Section 8.3. 

8.4.2 Analyze the QC check standard to 
determine the concentration measured (A) of 
each parameter. Calculate each percent 
recovery (Pg) as 100 (A/T)%. where T is the 
true value of the stand.)rd concentration. 

8.4.3 Compare the percent recovery (PJ 
for each parameter with the corresponding 
QC acceptance criteria found in Table 6. 

Only parameters that failed the test in 
Section 8.3 need to be compared with these 
criteria. If the recovery of any such parameter 
falls outside the designated range, the 
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laboratory performance for that parameter is 
judged to be out of control, and the problem 
must be immediately identified and 
corrected. The analytical result for that 
parameter in the unspiked sample is suspect 
and may not be reported for regulatory 
compliance purposes. 

8.5 As part of the QC program for the 
laboratory, method accuracy for wastewater 
samples must be assessed and records must 
be maintained. After the analysis of five 
spiked wastewater samples as in Section 6.3, 
calculate the average percent recovery (P) 
and the standard deviation of the percent 
recovery (Sp). Express the accuracy 
assessment as a percent interval from P—2Sp 
to P+2Sp. If P=90% and 8p=10%. for 
example, the accuracy interval is expressed 
as 70-110%. Update the accuracy 
assessment for each parameter on a regular 
basis (e.g. after each five to ten new accuracy 
measurements). 

8.6 As a quality control check, the 
laboratory must spike all samples with the 
surrogate standard spiking solution as 
described in Section 10.2, and calculate the 
percent recovery of each surrogate 
compound. 

a? It is recommended that the laboratory 
adopt additional quality assurance practices 
for use with this method. The specific 
practices that are most productive depend 
upon the needs of the laboratory and the 
nature of the samples. Field duplicates may 
be analyzed to assess the precision of the 
environmental measurements. Whenever 
possible, the laboratory should analyze 
standard reference materials and participate 
in relevant performance evaluation studies. 

9. Sample Collection, Preservation, and 
Handling 

9.1 Grab samples must be collected in 
glass containers. Conventional sampling 
practices * should be followed, except that 
the bottle must not be prerinsed with sample 
before collection. Comp^ite samples should 
be collected in refrigerated glass containers 
in accordance with the requirements of the 
program. Automatic sampling equipment 
must be as free as possible of Tygon tubing 
and other potential sources of contamination. 

9.2 All sampling must be iced or 
refrigerated at 4 'C from the time of collection 
until extraction. Fill the sample bottles and, if 
residual chlorine is present, add 80 mg of 
sodium thiosulfate per liter of sample and 
mix well. EPA Methods 330.4 and 330.5 may 
be used for measurement of residual 
chlorine.* Field test kits are available for this 
purpose. 

9.3 All samples must be extracted within 
7 days of collection and completely analyzed 
within 40 days of extraction. 

10. Separatory Funnel Extraction 

10.1 Samples are usually extracted using 
separatory funnel techniques. If emulsions 
will prevent achieving acceptable solvent 
recovery with separatory funnel extractions, 
continuous extraction (Section 11) may be 
used. The separatory funnel extraction 
scheme described below assumes a sample 
volume of 1 L When sample volumes of 2 L 
are to be extracted, use 250,100, and 100-mL 
volumes of methylene chloride for the serial 


extraction of the^ase/neutrals and 200,100. 
and 100-mL volumes of methylene chloride 
for the acids. 

10.2 Mark the water meniscus on the side 
of the sample bottle for later determination of 
sample volume. Pour the entire sample into a 
2-L separatory funnel. Pipet 1.00 mL of the 
surrogate standard spiking solution into the 
separatory funnel and mix well. Check the 
pH of the sample with wide-range pH paper 
and adjust to pH >11 with sodium hydroxide 
solution. 

10.3 Add 60 mL of methylene chloride to 
the sample bottle, seal, and shake for 30 s to 
rinse the inner surface. Transfer the solvent 
to the separatory funnel and extract the 
sample by shaking the funnel for 2 min with 
periodic venting to release excess pressure. 
Allow the oiganic layer to separate from the 
water phase for a minimum of 10 min. If the 
emulsion interface between layers is more 
than one-third the volume of the solvent 
layer, the analyst must employ mechanical 
techniques to complete the phase separation. 
The optimum technique depends upon the 
sample, but may include stirring, filtration of 
the emulsion through glass wool, 
centrifugation, or other physical methods. 
Collect the methylene chloride extract in a 
250-mL Erlenmeyer flask. If the emulsion 
cannot be broken (recovery of less than 80% 
of the methylene chloride, corrected for the 
water solubility of methylene chloride), 
transfer the sample, solvent, and emulsion 
into the extraction chamber of a continuous 
extractor and proceed as described in Section 
11.3. 

10.4 Add a second 60-mL volume of 
methylene chloride to the sample bottle and 
repeat the extraction procedure a second 
time, combining the extracts in the 
Erlenmeyer flask. Perform a third extraction 
in the same manner. Label the combined 
extract as the base/neutral fraction. 

10.5 Adjust the pH of the aqueous phase 
to less than 2 using sulfuric acid. Serially 
extract the acidified aqueous phase three 
times with 60-mL aliquots of methylene 
chloride. Collect and combine the extracts in 
a 250-mL Erlenmeyer flask and label the 
combined extracts as the acid fraction. 

10.6 For each fraction, assemble a 
Kudema-Danish (K-D) concentrator by 
attaching a 10-mL concentrator tube to a 500- 
mL evaporative flask. Other concentration 
devices or techniques may be used in place of 
the K-D concentrator If the requirements of 
Section 8.2 are met. 

10.7 For each fraction, pour the combined 
extract through a solvent-rinsed drying 
column containing about 10 cm of anhydrous 
sodium sulfate, and collect the extract in the 
K-D concentrator. Rinse the Erlenmeyer flask 
and column with 20 to 30 mL of methylene 
chloride to complete the quantitative transfer. 

10.8 Add one or two clean boiling chips 
and attach a three-ball Snyder column to the 
evaporative flask for each fraction. Prewet 
each Snyder column by adding about 1 mL of 
methylene chloride to the top. Place the K-D 
apparatus on a hot water bath (60 to 65 *C) so 
that the concentrator tube is partially 
immersed in the hot water, and the entire 
lower rounded surface of the flask is bathed 
with hot vapor. Adjust the vertical position of 
the apparatus and the water temperature as 


required to complete the concentration in 15 
to 20 min. At the proper rate of distillation the 
^balls of the column will actively chatter but 
the chambers will not flood with condensed 
solvent. When the apparent volume of liquid 
reaches 1 mL, remove the K-D apparatus 
from the water bath and allow it to drain and 
cool for at least 10 min. Remove the Snyder 
column and rinse the flask and Its lower joint 
into the concentrator tube with 1 to 2 mL of 
methylene chloride. A 5-mL syringe is 
recommended for this operation. 

10.9 Add another one or two clean boiling 
chips to the concentrator tube for each 
fraction and attach a two-ball micro-Snyder 
column. Prewet the Snyder column by adding 
about 0.5 mL of methylene chloride to the top. 
Place the K-D apparatus on a hot water bath 
(60 to 65 *0) so that the concentrator tube is 
partially immersed in hot water. Adjust the 
vertical position of the apparatus and the 
water temperature as required to complete 
the concentration in 5 to 10 min. At the 
proper rate of distillation the balls of the . 
column will actively chatter but the chambers 
will not flood with condensed solvent. When 
the apparent volume of liquid reaches about 
0.5 mL. remove the K-D apparatus from the 
water bath and allow it to drain and cool for 
at least 10 min. Remove the Snyder column 
and rinse the flask and its lower joint into the 
concentrator tube with approximately 0.2 mL 
of acetone or methylene chloride. Adjust the 
final volume to 1.0 mL with the solvent. 
Stopper the concentrator tube and store 
refrigerated if further processing will not be 
performed immediately. If the extracts will be 
stored longer than two days, they should be 
transferred to Teflon-sealed screw-cap vials 
and labeled base/neutral or acid fraction as 
appropriate. 

10.10 Determine the original sample 
volume by refilling the sample bottle to the 
mark and transferring the liquid to a 1000-mL 
graduated cylinder. Record the sample 
volume to the nearest 5 mL 

11. Continuous Extraction 

11.1 When experience with a sample from 
a given source indicates that a serious 
emulsion problem will result or an emulsion 
is encountered using a separatory funnel in 
Section 10.3, a continuous extractor should be 
used 

11.2 Mark the water meniscus on the side 
of the sample bottle for later determination of 
sample volume. Check the pH of the sample 
with wide-range pH paper and adjust to pH 
>11 with sodium hydroxide solution 
Transfer the sample to the continuous 
extractor and using a pipet. add 1.00 mL of 
surrogate standard spiking solution and mix 
well. Add 60 mL of methylene chloride to the 
sample bottle, seal, and shake for 30 s to 
rinse the inner surface. Transfer the solvent 
to the extractor. 

11.3 Repeat the sample bottle rinse with 
an additional 50 to 100-mL portion of 
methylene chloride and add the rinse to the 
extractor. 

11.4 Add 200 to 500 mL of methylene 
chloride to the distilling flask, add sufficient 
reagent water to ensure proper operation, 
and extract for 24 h. Allow to cool, then 
detach the distilling flask. Dry, concentrate. 
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and seal the extract as in Sections 10.6 
through 10.9. 

11.5 Charge a clean distilling flask with 
500 mL of methylene chloride and attach it to 
the continuous extractor. Carefully, while 
stirring, adjust the pH of the aqueous phase 
to less than 2 using sulfuric acid. Extract for 
24 h. Dry, concentrate, and seal the extract as 
in Sections 10.6 through 10.9. 

12, Daily GC/MS Perfonnance Tests 

12.1 At the beginning of each day that 
analyses are to be performed, the GC/MS 
system must be checked to see if acceptable 
performance criteria are achieved for 
DFrPP.’®Each day that benzidine is to be 
determined, the tailing factor criterion 
described in Section 12.4 must be achieved. 
Each day that the acids are to be determined, 
the tailing factor criterion in Section 12.5 
must be achieved. 

12.2 These performance tests require the 
following instrumental parameters: 

Electron Energy: 70 V (nominal) 

Mass Rrmge; 35 to 450 amu 

Scan Time: To give at least 5 scans per 
peak but not to exceed 7 s per scan. 

12.3 DFITP performance test—At the 

beginning of each day. inject 2 (50 ng) of 

DFTPP standard solution. Obtain a 
background-corrected mass spectra of DFTPP 
and con^rm that all the key m/z criteria in 
Table 9 are achieved. If all the criteria are not 
achieved, the analyst must retune the mass 
spectrometer and repeat the test until all 
criteria are achieved. The performance 
criteria must be achieved before any samples, 
blanks, or standards are analyzed. The tailing 
factor tests in Sections 12.4 and 12.5 may be 
performed simultaneously with the DFTPP 
lest 

12.4 Column performance test for base/ 
neutrals—At the beginning of each day that 
the base/neutral fraction is to be analyzed 
for benzidine, the benzidine tailing factor 
must be calculated. Inject 100 ng of benzidine 
either separately or as a part of a standard 
mixture that may contain DFTPP and 
calculate the tailing factor. The benzidine 
tailing factor must be less than 3.0. 

Calculation of the tailing factor is illustrated 
in Figure 13.** Replace the column packing if 
the tailing factor criterion cannot be 
achieved. 

12.5 Column performance test for acids— 
At the beginning of each day that the acids 
are to be determined, inject 50 ng of 
pentachlorophenol either separately or as a 
p art of a standard mix that may contain 
DFTPP. The tailing factor for 
pentachlorophenol must be less than 5. 
Calculation of the tailing factor is illustrated 
in Figure 13.** Replace the column packing if 
the tailing factor criterion cannot be 
achieved. 

13, Gas Chromatography/Mass Spectrometry 

13.1 Table 4 summarizes the 

recommended gas chromatographic operating 
conditions for the base/neutral fraction. 

Table 5 summarizes the recommended gas 
chromatographic operating conditions for the 
acid fraction. Included in these tables are 
retention times and MDL that can be 
achieved under these conditions. Examples of 
the separations achieved by these columns 


are shown in Figures 1 through 12, Other 
packed or capillary (opendubular) columns or 
chromatographic conditions may be used if 
the requirements of Section 0.2 are met. 

13.2 After conducting the GC/MS 
performance tests in Section 12. calibrate the 
system daily as described in Section 7. 

13.3 If the internal standard calibration 
procedure is being used, the internal standard 
must be added to sample extract and mixed 
thoroughly inunediately before injection into 
the instrument. This procedure minimizes 
losses due to adsorption, chemical reaction or 
evaporation. 

13.4 Inject 2 to 5 ^ of the sample extract 
or standard into the GC/MS system using the 
solvent-flush technique.** Smaller (1.0 pL) 
volumes may be injected if automatic devices 
are employed. Record the volume injected to 
the nearest 0.05 pL, 

13.5 If the response for any m/z exceeds 
the working range of the GC/MS system, 
dilute the extract and reanalyze. 

13.6 Perform all qualitative and 
quantitative measurements as described in 
Sections 14 and 15. When the extracts are not 
beii^ used for analyses, store them 
refrigerated at 4*C, protected from light in 
screw-cap vials equipped with unpierced 
Teflon-lined septa. 

24, Qualitative Identification 

14.1 Obtain EICPs for the primary m/z 
and the two other masses listed in Tables 4 
and 5. See Section 7.3 for masses to be used 
%vith internal and surrogate standards. The 
following criteria must be met to make a 
qualitative identification: 

14.1.1 The characteristic masses of each 
parameter of interest must maximize in the 
same or within one scan of each other. 

14.1.2 The retention time must fall within 
±30 8 of the retention time of the authentic 
compound. 

14.1.3 The relative peak heights of the 
three characteristic masses in the EICPs must 
fall within ±20% of the relative intensities of 
these masses in a reference mass spectrum. 
The reference mass spectrum can be obtained 
from a standard analyzed in the GC/MS 
system or from a reference library. 

14.2 Structural isomers that have very 
similar mass spectra and less than 30 s 
difference in retention time, can be explicitly 
identified only if the resolution between 
authentic isomers in a standard mix is 
acceptable. Acceptable resolution is achieved 
if the baseline to valley height between the 
isomei's is less than 25% of the sum of the two 
peak heights. Otherwise, structural isomers 
are identiihed as isomeric pairs. 

15. Calculations 

15.1 When a parameter has been 
identified, the quantitation of that parameter 
will be based on the integrated abundance 
from the EICP of the primary characteristic 
m/z in Tables 4 and 5. Use the base peak m/z 
for internal and surrogate standards, if the 
sample produces an interference for the 
primary m/z. use a secondary characteristic 
m/z to quantitate. 

Calculate the concentration in the sample 
using the response factor (RF) determined in 
Section 7.2.2 and Equation 3. 

Equation 3. 


Concentration (pg/L)=- - - 

(A^)(RF)(Vo) 

where: 

A.=Area of the characteristic m/z for the 
parameter or surrogate standard to be 
measured. 

Ato=Area of the characteristic m/z for the 
internal standard. 

I,=Amount of internal standard added to 
each extract (fig). 

Vo=Volume of water extracted (L). 

15.2 Report results in p.g/L without 
correction for recovery data. All QC data 
obtained should be reported wnth the sample 
results. 

16. Method Performance 

16.1 The method detection limit (MDL) is 
defined as the minimum concentration of a 
substance that can be measured and reported 
with 99% confidence that the value is above 
zero.‘The MDL concentrations listed in 
Tables 4 and 5 were obtained using reagent 
water. ** The MDL actually achieved in a 
given analysis will vary depending on 
instrument sensitivity and matrix effects. 

16.2 This method was tested by 15 
laboratories using reagent water, drinking 
water, surface water, and industrial 
wastewaters spiked at six concentrations 
over the range 5 to 1300 pg/L ,'*Single 
operator precision, overall precision, and 
method accuracy were found to be directly 
related to the concentration of the parameter 
and essentially independent of the sample 
matrix. Linear equations to describe these 
relationships are presented in Table 7. 

27. Screening Procedure for2,3,7,8- 
Tetrochlorodibenzo-p-dioxin (2,3,7,8, - TCDD) 

17.1 If the sample must be screened for 
the presence of 2,3,7,8-TCDD, it is 
recommended that the reference material not 
be handled in the laboratory unless extensive 
safety precautions are employed. It is 
sufficient to analyze the base/neutral extract 
by selected Ion monitoring (SIM) GC/MS 
techniques, as follows: 

17.1.1 Concentrate the base/neutral 
extract to a final volume of 0.2 ml. 

17.1.2 Adjust the temperature of the base/ 
neutral column (Section 5.6.2) to 220 *C. 

17.1.3 Operate the mass spectrometer to 
acquire data in the SIM mode using the ions 
at m/z 257. 320 and 322 and a dwell time no 
greater than 333 milliseconds per mass. 

17.1.4 Inject 5 to 7 fiL of the base/neutral 
extract. Collect SIM data for a total of 10 min. 

17.1.5 The possible presence of 2.3.7,8- 
TCDD is indicated if all three masses exhibit 
simultaneous peaks at any point in the 
selected ion current profiles. 

17.1.6 For each occurrence where the 
possible presence of 2.3.7.0-TCDD is 
indicated, calculate and retain the relative 
abundances of each of the three masses. 

17.2 False positives to this test may be 
caused by the presence of single or coeluting 
combinations of compounds whose mass 
spectra contain all of these masses. 

17.3 Conclusive results of the presence 
and concentration level of 2,3,7,a-TCDD can 
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be obtained only from a properly equipped 
laboratory through the use of EPA Method 
613 or other approved alternate test 
procedures. 
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Table 1.—Base/Neutral Extractables 
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4 4 ’-CXX>_. 

39310 

72 - 54-6 

4 V-OOF. .-. 

39320 

79 - 65-0 

4 *x-.pflT .... 

39300 

50 - 29-3 

.. 

34566 

53 - 70-3 


39110 

84 - 74-2 


34566 

941 - 73-1 


34636 

96 - 60-1 


34671 

106 - 46-7 


34631 

91 - 94-1 

.. ... 

39360 

00 - 67-1 

phT»nif 4 a . . 

34336 

■ i IWI 1 

Oimgty 

34341 

131 - 11-3 

. . . - 

34611 

121 - 14-2 


34620 

606 - 20-2 

OkHjctylplsrtalMe_ ... 

34596 

117 - 64-0 

EndoauNM auASa 

34351 

1031 - 07-6 


Table 1.—Base/Neutral Extractables— 
Continued 


Parameter 

STORET 

Na 

CAS No. 


1 34368 

7421-93-4 


1 34376 

34361 

206-44-0 

. . ---- .- - 

86-73-7 

1 liMiturlW'M' . 

39410 

76-44-8 

Haptchkx epotrida- 

H6KacNorobenrena.-..».-- 

30420 

30700 

1024-57-3 

118-74-1 

HeKacNoPotMiladians _ - - 

34301 

67-66-3 

Hexachiorot6iana.... 

34396 

67-72-1 

lodenofl .2.9€dtpyreos... 

34403 

34406 

199-39-5 

79-66-1 


34606 

•1-20-3 

Nrtrobenzef^ .. 

34447 

06-95-3 

N-NttTtHKKS-rvpf^ipyia"*^ . 

34428 

621-64-7 

DrfLinia ,, . 

34671 

12674-11-2 

orsk.^99^ 

39468 

11104-26-2 

orft_i9ad ... 

39492 

11141-16-5 

On».l9A9 . 

39496 

53460-21-9 

PC8-1246 ..-. 

39600 

12672-20-8 

PC8-12S4....— 

39504 

11007-69-1 


39606 

11096-62-5 


34461 

85-01-8 


34469 

129-00-0 

. .. . 

....... 

39400 

0001-35-2 

1,2.4*Trichlorobenzana- 

34551 

120-82-1 


Table 2.—Acid Extractables 


Parameter 


CAS No 

STORET 

N(x 


34452 

50-60-7 

.- 

34586 

95-57-6 


34601 

120-83-2 

2.4-Oimelhytphenol 

34606 

105-67-0 

2.4-Oinilrophenol-— 

34616 

51-26-5 

2 -MethyM.94Maplianol.- 

34657 

•534-52-1 

?-NHn)phtnof. . . 

34501 

88-75-5 



1094)2-7 


30032 

87-66-5 

. 

34684 

109-05-2 

2 .4.9THcmDrophanol-- 

34621 

894)6-2 


Table 3.—Additional Extractable 
Parameters* 


Parameler 

STORET 

No. 

CAS No. 

Meth¬ 

od 

OnmMtn? 

39120 

92-87-6 

805 

^-gHC . 

39337 

319-64-6 

808 

ffSHCr 

39940 

56-69-6 

808 

EndoetJ*1ap * . 

34361 

959-96-0 

608 

EndoeuMan It- 

34366 

33213-65-9 

608 

.. 

39390 

72-20-8 

608 


34386 

77-47-4 

612 

N-NRroeodimaFyMns— 

34430 

62-75-9 

607 

N-N(troeodlphenylamlne. 

34433 

86-30-6 

607 


■Sm Sscion 


Table 4.— Chromatographic CoNomoNS, Method Detection Umits. and Characteristic Masses for Base/Neutral Extractables 


t^OtoMDrobenzm --- 

1.4-OIct>lorol>enz6n« 

HexacNoroethane .. 

Bis(2-chloroNh¥a - 

.1.2-Oicl>k)rob«naana - 

Bis<2-cNoroiaopropyn atnar .. 

H t NwMdi w p i opifiMN r is - 

N Wrobanaasa - 

H twirW o f U hul sJans - 

1.24- Tri oNProbafttan0 - 

Iwip Kcr e n a - 

>ISphSiNawi - 

Bie<2-cNoro«U)oixy) malhana — 
Haxachtofocyctopeotadiaoe*. — 

2-CNoronaphlhalena . 

Acanaphthyiaoe . .. 


Pa nmat ar 


Reterv 
Hon ime 
(mkr) 

Method 

detec- 

Electron impact 

Chemicai tonoeSon 

1 Son ImN 
(jifl/L) 

Primary 

Second- 

ary 

Second- 

ary 

Meth¬ 

ane 

Meth¬ 

ane 

Meth¬ 

ane 

7.4 

1.9 

146 

148 

113 

146 

148 

150 

7.8 

4.4 

146 

148 

113 

146 

148 

150 

94 

IS 

117 

201 

190 

199 

201 

203 

8.4 

57 

93 

63 

95 

63 

107 

109 

94 

IS 

146 

148 

113 

146 

148 

150 

9.3 

6.7 

46 

77 

79 

77 

135 

137 



130 

42 

101 




11.1 

IS 

77 

123 

66 

124 

152 

1 ^ 

11.4 

0.0 

225 

223 

227 

223 

225 

227 

11.6 

1.0 

180 

182 

145 

181 

163 

209 

11.9 

2.2 

82 

95 

138 

139 

167 

176 

12-1 

1.6 

128 

129 

127 

129 

157 

168 

12.2 

5.3 

03 

95 

123 

65 

107 

137 

13.9 


237 

235 

272 

235 

237 

239 

15.9 


162 

164 

127 

163 

101 

203 

17.4 

3.5 

152 

151 

153 

152 

153 

161 
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Table 4.— Chromatographic CoNomoNS, Method Detection Limits, and Characteristic Masses for Base/Neutral Extractables- 

Continued 


Parameter 


AceoapMhene. 

Oimettiyl phthalate.. 
2 .6-Oinitrotoiuene.„. 
Fluorena- 


4-Chkxophenyl phenyt •t^er^ 

2.4-Oinitrok)kMn9 ... 

DiethytpWhaialo __... 

^^•^WrcaodiphenyiBfTwie 

HexacMorobenzone ... 

/3-0HC- ___ 


4-Bfomopheoyf phenyt aihar... 

a-BHC* _ 

Phenanihrene... 

Anthracene__ 

... 


5-BHC.. 

AMrtn.... 


CMxityt phihelate_ 

Heptachlor epoiode.. 

Endoeulfan !•_....... 

Ftuoranthene. 

OieicMn_ 


4.4- .ODe_ 

Pyrene...-. 

Endrin*-. 

Endoaultan It* 

4.4- 000. 

Benzidine*.-..., 

4.4- DOT_ 


Endoeulfan 

Endrin aldehyde_ 

Butyl benzyl phthalate 
Bis^-ethylhexyl) 
Chryaana 


Benzoddamhraoana_ 

3.3**OicNorobenzidine... 

OMvoctyl phihalaie_ 

Benzo(b)fluoranlhana— 
Benzo(li)fluorand)ana— 
Benzo(a)pyTer>e- 


lndeno(1 Z3<.d)pyraha—. 
Oi>erao<a4>)an(hraoanaL— 

Benzo< 9 N)perylene_ 

NNitrosodIrnelhylariiine 

Chtordane*_ 

Toxapherte^.. 

PCS 1018*_ 

PCS 1221*_ 

PCS 1232*.. 

PCS 1242*_ 

PCS 1248*__ 

PCS 1264*__ 

PCS 1280*_ 


Reterv 
lion time 
(min) 

Method 

defec- 

IwTUe 

(A9/L) 

17.8 

1.9 

18.3 

1.6 

18.7 

1.9 

19.5 

14 

19.5 

44 

19.8 

57 

20.1 

14 

20.6 

19 

21.0 

21.1 

1.9 

214 

1.9 

22.4 

■ . 

22.8 

5.4 

22 J 

1.9 

23.4 

44 

23.4 

14 

23,7 

3.1 

24.0 

14 

24.7 

25 

25.6 

24 

26.4 


26.5 

24 

274 

2.5 

274 

5.6 

27.3 

274 

14 

28.6 


28.6 

26 

26.8 

44 

29.3 

4.7 

29.8 

5.6 

299 

2.5 

30.6 

45 

31.5 

46 

31.5 

74 

324 

16.5 

32.5 

45 

34.9 

4.8 

344 

24 

36.4 

45 

42.7 

3.7 

43.2 

45 

46.1 

4.1 

19-30 


25-34 


18-30 


16-30 

air 

15-32 


15-32 


12-34 


22-34 

36 

23-32 





Characteristic messes 


Electron impact 


154 

163 

166 

166 

204 

186 

149 

169 

284 

183 

248 

183 

178 

178 

181 

i6o 

183 
66 

149 

353 

237 

202 

79 

246 

202 

81 

237 

236 

184 
235 
272 

67 

149 

149 

228 

228 

252 

149 

252 

252 

252 

276 

278 

276 

42 

373 

159 

224 

190 

190 

224 

294 

294 

330 


Chemical tonization 


Second¬ 

Second¬ 

Meth¬ 

Meth¬ 

Meth¬ 

ary 

ary 

ane 

ane 

ane 

153 

152 

164 

155 

163 

194 

164 

151 

163 

164 

80 

121 

163 

211 

223 

165 

167 

166 

167 

103 

206 

141 




63 

162 

163 



177 

160 

177 

223 

251 

168 

167 

160 

170 

196 

1 ^ 

249 

284 

286 

286 

161 

100 




250 

1 A1 . 

249 

251 

277 

161 

109 




179 

176 

178 

179 

207 

179 

176 

178 

179 

207 

183 

109 




272 

274 




109 

181 




263 

220 




160 

104 

149 

205 

279 

355 

351 




338 

341 




101 

100 

203 

231 

243 

263 

279 




246 

176 




101 

100 

203 

231 

243 

263 

62 




339 

341 




237 

166 




92 

165 

185 

213 

225 

237 

165 




387 

422 




345 

250 




91 

206 

149 

299 

327 

167 

279 

149 



226 

229 

228 

229 

" 257 

229 

228 

228 

229 

257 

264 

126 









253 

125 

252 

253 

281 

253 

125 

252 

253 

261 

253 

125 

252 

253 

281 

138 

277 

276 

277 

305 

139 

279 

278 

279 

307 

138 

277 

276 

277 

306 

74 

44 




375 

377 




231 

233 




260 

294 




224 

260 




224 

260 




260 

294 




330 

262 




330 

362 




362 

394 





*See Section 1.2. 

* These compourxte ere mixturee of ^ranous nomars. (See figures 2 thru 12.) 

>«nS 2S; U? iS a»>mlOgl«.«A«™.««,h.A«e.nNrflM.I30 mumm Ho. W. Cotamn 


Table 5.—Chromatographic Conditions. Method Detection Limits, and Characteristic Masses for Acid Extractables 


Reterv 
ton time 
(min) 

Method 
detec- 
ton iimM 
(AO/U 

Characterisbc masses 

Electron Impact 

Oiemical lonizaton 

Primary 

Second¬ 

ary 

Second¬ 

ing 

Meth¬ 

ane 

Meth¬ 

ane 

Meth¬ 

ane 

5.9 

as 

128 

64 

130 

120 

131 

157 

6.6 

3.6 

139 

65 

109 

140 

168 

122 

8.0 

1.5 

94 

65 

66 

95 

123 

135 

9.4 

2.7 

122 

107 

121 

123 

161 

163 

9.6 

2.7 

162 

164 

96 

163 

165 

167 

11.8 

2.7 

196 

106 

200 

197 

199 

201 

13.2 

3.0 

142 

107 

144 

143 

171 

183 

15.9 

42 

164 

63 

154 

185 

213 

225 

16.2 

24 

198 

162 

77 

109 

227 

239 

17.6 

3.6 

266 

264 

266 

267 

265 

269 

20.3 

2.4 

65 

139 

109 

140 

168 

122 


Parameter 


2 Chioro p hsnol- 

2-N 

Phenol.. 


2.4- OimethylphenoL_ 

2.4- Olchlorophenol_— 

2.4.6>TrichioirophefX)l 
^•ChlQrO'S-methylphenol.. 
2.4.0inllrophenol- 


2 -MethyM,e-(fniCroph6fiol.. 

Pentachlorophenol_ 

^ Nrtrophenol_ 


i^mpersture held isothermsl st 70 *C for 2 min then programmed at 8 •C/mln to 200^ 
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Tabue 6 .— QC Acceptance Criteria—Method 625 


Parameter 

Teat conclusion 

(pg/L) 

Umite f^ t (pg/ 

Range tor X(ng 

fiery for P. P, 
(percent) 


• 




100 

27.6 

60.1-1323 

47-145 


100 

40.2 

53.5-126.0 

33-145 

AlrhwT" * ... .-. -... 

100 

30.0 

7.2-1523 

D-166 


100 

32.0 

43.4-118.0 

27-133 


100 

27.6 

41.8-133.0 

33-143 


100 

38.8 

42.0-140.4 

24-159 


100 

32.3 

253-145.7 

11-162 


100 

39.0 

31-7-148.0 

17-163 


100 

58.9 

D-105.0 

0-219 


100 

234 

D-139.9 

0-152 


100 

31.5 

41.5-130.6 

24-149 


100 

21.6 

D-100.0 

0-110 


100 

55.0 

42.9-126.0 

12-158 


100 

34.5 

49.2-164.7 

33-184 


too 

46.3 

62.8-138.6 

36-168 


100 

41.1 

28 9-136.8 

8-158 


100 

23.0 

64 9-114.4 

53-127 


100 

13.0 

64.5-113.5 

60-118 


100 

334 

38.4-144.7 

25-150 


100 

48.3 

44.T-139.9 

17-108 


100 

31.0 

D-134.5 

0-145 

, . . . . . r . 

. ..,...... .. 

100 

32.0 

193-119.7 

4-136 

4 4*4yOT . .. .. - - - - 

100 

61.6 

D-170.6 

0-203 


100 

70.0 

0-199.7 

0-227 


100 

16.7 

6.4-111.0 

1-118 


100 

309 

46.8-112.0 

32-129 


100 

41.7 

16.7-153.9 

0-172 


100 

32.1 

373-106.7 

20-124 


100 

71.4 

83-2123 

D-262 

...- — 

100 

3a7 

443-1103 

29-136 


100 

263 

0-1003 

0-114 


too 

23.2 

D-100.0 

D-112 


too 

213 

473-126.9 

30-139 


100 

293 

681-136.7 

50-156 


100 

313 

18.6-131.8 

4-148 


100 

16.7 

D-1033 

D-107 


100 

32.5 

0-186.8 

0-209 


100 

32.6 

439-121.3 

26-137 


100 

20.7 

71.8-108.4 

59-121 


too 

373 

0-1733 

0-192 

. .... 

100 

54.7 

70.9-109.4 

26-156 


too 

24.0 

7.8-141.5 

0-152 


100 

26.3 

37.S-1032 

24-116 


100 

24.5 

56.2-100.0 

40-113 

. .- . ,, .... 

In^fonAfl ^ .. .. 

100 

44.6 

D-150.9 

0-171 


100 

63.3 

46.8-100.2 

21-196 


too 

30.1 

35.8-119.6 

21-133 

Nrtrr^MinTAfM, ..... ...—. 

100 

39.3 

54.3-157 6 

35-180 


100 

56.4 

13.8-1979 

0-230 

prA.t'>An . - -.... 

too 

543 

193-1213 

0-164 


too 

203 

663-1087 

54-120 


too 

253 

693-100.0 

52-115 


100 

28l1 

S73-1293 

44-142 


100 

373 

403-1273 

22-147 


100 

28.7 

363-1204 

23-134 

n i rArMimnt\mnnt _ .__ 

100 

28.4 

523-121.7 

39-135 


100 

2&1 

413-109.0 

32-119 


100 

493 

0-1730 

0-191 


100 

933 

53.0-100.0 

D-181 


100 

3S3 

45,0-166.7 

29-182 


100 

473 

130-1063 

0-132 


too 

48.9 

331-1513 

14-176 

PtWtrtOl. It ... 

100 

226 

16.6-1003 

5-112 

2.4,8*Trtchlorophenol . . ...-.—- ---- 

100 

31.7 

534-1293 

37-144 


s- StarxSard deviaiion for four recovery meeeuremerYts. in mq/L (Section 8.2^ 

Average recovery for four recovery meaeurernents. in ^/L (Section 8^ 4). 

P. P, ■= Percent recovery meesured (SMtion 8.3.2. Section 8.4.2). 

0 Detected; reeull must be greeter t«n zero. 

Note: Theee criteria are baeed directly uDon (he method perform e fK:e dale in Table 7. Where n e c e ee a r y. the Smite for recovery have been broadened to aeeure applicabiilty of the Srnte to 
oortoentretlont below thoee ueed to develop table 7 


Table 7. Method Accuracy and Predsion as Functions of Concentration—Method 625 


Peremeier 

Accuracy, aa 
reooveru^ X' {ftgf 

Singie analyet 
prederoa S,' (pg/ 
U 

OveraN predeion. 
S- (pg/L) 

- .-......... . 

0.960-1^019 

0.16X-0.12 

0.2151-0.67 

e Cl^ri fiph|hyi^^ , .-. - m,....m.,TTT..,...,tT-rT-T-. - — — 

088C-f0.74 

0.24X-1.06 

0285?-0,54 

AMrto , . ,... .-. ..,.-.. 

076C-H86 

0,27X-f,28 

a43X-H.l3 


0.80C-»>0.68 

OJMJt-0.32 

<U75t-064 


oesc-o.ao 

O.lSX-fOOa 

0,265^-026 

Ser¥ifn(h)fbMmnthene -- - - — —- - 

0.93C-1.60 

0,22J(-f0.43 

0,2951+096 


0.87C-1.66 

0.19X-H.03 

0.3551+040 


0.90C-0.13 

0.22X-»-0.4e 

0,325?+ 1.35 


088C-0.86 

029X-r-2.40 

0.5t5t-0.44 


0680-1.68 

0.l6X-^0.94 

osalt+ow 

.. -. ..... . . —.. 

0.070-0.94 

0.205^-0.56 

0,3.05?-194 

— — . 

0,290-1.09 

0.34X-f-0.66 

0.935?-0.17 

Be(2-chk)roethyf>ether --------—--—.—------ 

0,860-1.54 

0J36%-0.99 

0,355?+0l0 
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Table 7. Method Accuracy and Precision as Functions of Concentration—Method 625—Continued 


Parameter 


BtaCZ-cWoroathoxyVnathane . 

Bis(2-chlofOiaopfOpy1)athar _ 

BisU-athythexytlphthalata .. 

4-Bromophenyl phenyt ether 

2-Chloronaph^leoe . 

4-Chlofopheftyl phenyl other .. 

Chrysene. ..... 

4,4'-D00 ___ 

4.4.00E __ 

4,4'-D0T _ 

D«bonzo(a,h)anthfeoene...^ _ 

Dhn-butyt phihalato ....,^__ 

1^-Oichlorot)eruer>e ___ 

1.3- Dichloroben7ene ... 

1.4«Oichlorohen2ene 

3.S**DichtorobeazJdir>e . 

Die«fin...„ __ 

Diethyt phthaJate _ __ _ 

Dime^ phthalale ___..... 

2.4- OinMrotoloene __ 

2,S*Oinhrotot< lene . ,,, 

□wHXtylphthalaie __ 

Endoeulfan sulfate . . 

EncMn aklehyde ____ 

Fiooranihene _____ 

Fhjorene ............_..._ 

Heptachlor __ 

Heptachlor epoxide ......._ 

HexacNorobenzene ___ 

HexachlorobiAKJiene «..._ 

l^exachloroethafie _ 

Indenoil.2.3Kx0pyrene _ 

isophorone.. ..... 

Naphthalene ......._.... 

Nitroheroane .... 

N NrtroaodMV-propytemine . 

PC0-12eO .... 


Pyrene—......... 

1.2.4Trlchlorobenzene_ 

4<^hloro-3*methytphenol... 

2-Chlofophenol... 

2.40ichiorophonol«««...... 

2.4- Dl m ethyiphenol___ 

2.4- Olnilrophenol... 

2'M6thy1-4,6-dKiitrophenol 

2-Nitrophenol__ 

4-Nitropheool.. 

‘^entadnorophenol.. 

Phenol... 

2.4.6'Trlchlorophenol_ 


^ rneasuramentt of a sample containing a concentration of C in iio/L 

^ nteasiaemenla at an average concentration found of^ m ftg/L 
“• •' " c«v»nlr.W0 (ound 0. X. I« ^'L- 

X^Average recovery found for measurements of samples containing a concentration of C. in pg/L 



Accuracy, as 
recovery. X' (pg/ 

SIngie analyst 
precision.^S, (pg/ 

OvaraJI precision. 
S' (pg/L) 


1.12C-5.04 

0.16X-t-1.34 

n i. 9ni 


1.03C-2.31 

0.243^+0.28 

V-fcwA 'r c.w 1 

0.25X+1.04 


0.84C-1.18 

0.26X>^0.73 

0.36X + 0.87 


0.91C-1.34 

0.13X+066 

O.ieX 4-066 


o.eec+o.oi 

0.07X + 0 52 

0.13X+0.34 


0.91Cv0.53 

0.20)^-0 94 

0.30X-0.46 


0.93C-1.00 

a28X+0.13 

0.33X-0.09 


0.56C-0.40 

029X-0.32 

066X-0.96 


0.70C-0.54 

0.26X-1 17 

0.39X-104 


0.79C-3.28 

0.42)t + 0.19 

0.e5X-0.58 


0.88C^^4.72 

0 30j( + 8 51 

0.5eX+0.25 


0.59C 4^0.71 

0.13jt+1.16 

O.30X+O6O 


0.eOC4 0.28 

0.20X+0.47 

0 24X+0.30 


<).8eC-0.70 

0.25X + 0 68 

O. 41 X+O.II 


0.73C-1.47 

0.24)(+0.23 

0.29X+0.36 


1.23C-12.65 

0.28X + 7.33 

0.47X + 3.45 


0.620-0.16 

0.20X-0.16 

0.26X-007 


0.43C+1.00 

0.28X4-1 44 

0.52X + 0^ 


0.20C+1.03 

0.54X+0.19 

1.05X-0 92 


0.92C-4.81 

012X-I 1,06 

O. 21 X + I 50 


1.060-3.60 

0.14X4-1.28 

0.19X+0.35 


0 76C-0.79 

0.21X+1 19 

0.37X+1.19 


0.39C40.41 

0.12X+2.47 

083X-1 03 


0.76C 3.86 

0.18X+3.91 

0.73X-0,62 


0.6lC4'1.f0 

0.22X-0.73 

0.28X-0.60 


0.90C-0.00 

0.12X+0.2e 

OI 3 X+O 8 I 


0.87C-2.97 

0.24X -0.56 

0.50X-0.23 


0.92C-1 87 

0.33X -0.46 

n 9fli2.xn Ax 


0.74C4 0.66 

0.l8X-ai0 

V.&OA ‘T V/.Q^ 

0.43X-0 52 


0.71C-1.01 

0.19X+0.92 

0.26X + 0.49 


0,730-083 

017X+0.67 

O.17X+O.0O 

— 

0.780-3.10 

0.29X+1 46 

0.50X + 0.44 


1.12C+1.41 

0.27X + 0.77 

0.33X+0.26 


0.76C4-I.58 

0.21X-0.41 

0.30X-0.68 


1.09C-3.05 

0.19X+092 

0.27X+0.21 


1.12C-6.22 

0.27X+0.68 

O. 44 X 4 0.47 


0.81C-10.86 

0 35X + 3ei 

0.43X + 1.82 


0.87C-0.06 

012 X 4057 

0.15X+0.25 


084C-0 16 

0.16X + 0.06 

015X+0.31 


0.94C-0.79 

0.15X + 0.85 

O. 21 X+O .39 


0.840 + 0.35 

a23X+0.76 

0.29X + 131 


0.78C + 0.29 

0.1BX+ 1.48 

0.28X + 0.07 


0.87C+0.I3 

0.15X-4^1.25 

0.2lX+t28 


0.71C+4.41 

0.16X + 1.21 

0.22X+131 


D.81C- 18.04 

0.38X + 2 36 

0 42X + 26 29 


1.04C-28.04 

O.IOX +42.29 

a28X+23 10 


107C-1.15 

0.16X+1.04 

0.27X + 2.60 


0.61C-1.22 

0 38X 4 2.57 

0 44X + 3.24 


0.93C+1.99 

0.24X + 3.03 

0.30X + 4 33 


0.43C + 1.26 

0.26X + 0.73 

0.35X + 0 58 


0.91C-0.18 

0.16X 4 2.22 

0.22X+ 1 81 


Table 8.—Suggested Internal and 
Surrogate Standards 


Baae/neutral fraction 

Add fracnon 

Aniline-dt . ..«... 

2-FluoropherH>l. 

Pentaftuorophertol. 

Phenol-dt 

2>Perfliioromelhyf phenol. 

Anthraoene-d» __ 

Bonzo<a)anthracene<ltt -.. 

4.4‘-OibromoiMphanyl.......__ 

4.4’. 

Oibromooctafluofobiphonyl 

B«cafluorobiphenyf. 

2.2 '-Oifluorob^^henyt. 

4 Fluofo««na. 


' *wv w III ifiiff w 

2 Flucxonaphthyfena. 

Naph!haleoe+^....... 

N>trobenzene<<V___ 

2.3,4,5.64*erTtafkiorobiphenyl.... 

Pf>enanthfene-d»o __ 

Pvndkie.^. 




Table 9.— DFTPP Key Masses and 
Abundance Criteria 


Mass 

m/z AtXindance cntarts 

51 

30-80 percent of mass 198. 

68 

Lees than 2 percent of mass 69. 

70 

Less than 2 percent of mats 60 

127 

40-60 percent of mass 106. 

197 

Less than i percent of mass 196 

196 

Base peak, lOO percent reiattve abundance. 

169 

5-9 percent d mass 196 

275 

10-30 percem of maas 106. 

365 

Greater than 1 percent of mass 196. 

441 

Present but leas than mass 443. 

442 

Greater than 40 percent of maas 198 

443 

17-23 percent of maas 442 


BILLING CODE fSeO-SCMyi 
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COLUMN: 3% SP-2250 ON SUPELCOPORT 
PROGRAM: 50®C FOR 4 MIN. 8"C/M1N TO 270«C 
DETECTOR: MASS SPECTROMETER 



RETENTION TIME. MIN. 

Figure 4. Gas chromatogram of chlordane. 












































43398 


Federal Register / Vol. 49, No. 209 / Friday, October 26,1984 / Rules and Regulations 


COLUMN: 3% SP-2250 ON SUPELCOPORT 
PROGRAM: 50^*0 FOR 4 MIN, S^C/MIN TO 270‘’C 



RETENTION TIME, MIN. 

Figure 5. Gas chromatogram of toxaphene. • 
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COLUMN: 3% SP-2250 ON SUPELCOPORT 
PROGRAM: 50®C FOR 4 MIN. S^C/MIN TO 270*^ 
DETECTOR: MASS SPECTROMETER 

1 








* i 






m/z»224 


28 30 


32 


RETENTION TIME, MIN. 

Figure 6. Gas chromatogram .of PCB-1016. 
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Figure 8. Gas chromatogram of PCB-1232. 
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COLUMN: 3% SP-2250 ON SUPELCOPORT 

PROGRAM: 50'*C FOR 4 MIN. 8“C/MIN TO 270®C u y. ... 



Figure 9. Gas chromatogram of PCS-1242. 
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COLUMN: 3% SP-2250 ON SUPELCOPORT 
PROGRAM; 50“C FOR 4 MIN, S^C/MIN TO 270‘»C 
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COLUIHIM: 3 % SP-2250 ON SUPELCOPORT 
PROGRAM: 50®C FOR 4 MIN. 8®C/MIN TO 270«C 
DETECTOR: MASS SPECTROMETER 



Figure 11. Gas chromatogram of PCB-1254. 
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COLUMN: 3% SP-2250 ON SUPELCOPORT 



Figure 12. Gas chromatogram of PCB-1260. 
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TAILING FACTORS — 
AB 


Example calculation: Peak HeightsDEr 100mm 

10% Peak HeightsBD = 10mm : ^ 

Peak Width at 10% Peak Height s AC s 23mm 

ABslImm j'i-'KH 

BC = 12mm ™ 

12 

Therefore: Tailing Factors— sl.1 

11 

Figure 13. Tailing factor calculation. 


BILUNO COOC 6560-50-0 


- 77 ^. 
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Method 1624 Revision B—Volatile Organic 
Compounds by Isotope Dilution GC/MS 

/ Scope and application 

1.1 This method Is designed to determine 
the volatile toxic organic pollutants 
associated with the 1976 Consent Decree and 
additional compounds amenable to purge and 
trap gas chromatography-mass spectrometry 
(GC/MS). 

1.2 The chemical compounds listed in 
table 1 may be determined in municipal and 
industrial discharges by this method. The 
method is designed to meet the survey 
requirements of Effluent Guidelines Division 
(EGD) and the National Pollutants Discharge 
Klimination System (NPDES) under 40 CFR 

136.1 and 136.5. Any modifications of this 
method, beyond those expressly permitted, 
shall be considered as major modifications 
subject to application and approval of 
alternate test procedures under 40 CFR 136.4 
and 136.5. 

1.3 The detection limit of this method is 
usually dependent on the level of 
interferences rather than instrumental 
limitations. The limits in table 2 represent the 
minimum quantity that can be detected with 
no interferences present. 

1.4 The GC/MS portions of this method 
are for use only by analysts experienced with 
GC/MS or under the close supervision of 
such qualified persons. Laboratories 
unfamiliar with the analyses of 
environmental samples by GC/MS should run 
the performance tests in reference 1 before 
beginning. 

2 Summary of method 

2.1 Stable isotopically labeled analogs of 
the compounds of interest are added to a 5 
mL water sample. The sample is purged at 
26-25 *C with an inert gas in a specially 
designed chamber. The volatile organic 
compounds are transferred from the aqueous 
phase into the gaseous phase where they are 
passed into a sorbent column and trapped. 
After purging is completed, the trap is 
buckflushed and heated rapidly to desorb the 
compounds into a gas chromatograph (GC). 
The compounds are separated by the GC and 
detected by a mass spectrometer (MS) 
(references 2 and 3). The labeled compounds 
serve to correct the variability of the 
analytical technique. 

2.2 Identification of a compound 
(qualitative analysis) is performed by 
comparing the GC retention time and the 

biu kground correctedtcharacteristic spectral 
masses with those of authentic standards. 

2.3 Quantitative analysis is performed by 
GC/MS using extracted ion current profile 
(HICP) areas. Isotope dilution is used when 
labeled compounds are available^ otherwise, 
an internal or external standard method is 
used. 

2.4 Quality is assured through 
reproducible calibration and testing of the 
purge and trap and GC/MS systems. 

5 Contamination and interferences 

3.1 Impurities in the purge gas, organic 
compounds out-gassing from the plumbing 
upstream of the trap, and solvent vapors in 
ibe laboratory account for the majority of 
contamination problems. The analytical 
system is demonstrated to be free from 


interferences under conditions of the analysis 
by analyzing blanks initially and with each 
sample lot (samples analyzed on the same 8 
hr shift), as described in section 8.5. 

3.2 Samples can be contaminated by 
diffusion of volatile organic compounds 
(particularly methylene chloride) through the 
bottle seal during shipment and storage. A 
field blank prepared from reagent water and 
carried through the sampling and handling 
protocol serves as a check on such 
contamination. 

3.3 Contamination by carry-over can 
occur when high level and low level samples 
are analyzed sequentially. To reduce carry¬ 
over, the purging device and sample syringe 
are rinsed between samples with reagent 
water. When an unusually concentrated 
sample is encountered, it is followed by 
analysis of a reagent water blank to check for 
carry-over. For samples containing large 
amounts of water soluble materials, 
suspended solids, high boiling compounds, or 
high levels or purgeable compounds, the 
purge device is washed with soap solution, 
rinsed with tap and distilled water, and dried 
in an oven at 100-125 •C. The trap and other 
parts of the system are also subject to 
contamination: therefore, frequent bakeout 
and purging of the entire system may be 
required. 

3.4 Interferences resulting from samples 
will vary considerably from source to source, 
depending on the diversity of the industrial 
complex or municipality being sampled. 

4 Safety 

4.1 The toxicity or carcinogenicity of each 
compound or reagent used in this method has 
not been precisely determined; however, each 
chemical compound should be treated as a 
potential health hazard. Exposure to these 
compounds should be reduced to the lowest 
possible level. The laboratory is responsible 
for maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of data handling 
sheets should also be made available to all 
personnel involved in these analyses. 
Additional information on laboratory safety 
can be found in references 4-6. 

4.2 The following compounds covered by 
this method have been tentatively classified 
as known or suspected hum^ or mammalian 
carcinogens: benzene, carbon tetrachloride, 
chloroform, and vinyl chloride. Primary 
standards of these toxic compounds should 
be prepared in a hood, and a NIOSH/MESA 
approved toxic gas respirator should be worn 
when high concentrations are handled. 

5 Apparatus and materials 

5.1 Sample bottles for discrete sampling 

5.1.1 Bottle—25 to 40 mL with screw cap 
(Pierce 13075, or equivalent). Detergent wash, 
rinse with tap and distilled water, atid dry at 
>105 ‘C for one hr minimum before use. 

5.1.2 Septum—^Teflon-faced silicone 
(Pierce 12722, or equivalent), cleaned as 
above and baked at 100-200 *C. for one hour 
minimum. 

5.2 Purge and trap device—consists of 
purging device, trap, and desorber. Complete 
devices are commercially available. 

5.2.1 Purging device-designed to accept 5 
mL samples with water column at least 3 cm 


deep. The volume of the gaseous head space 
between the water and trap shall be less than 
15 mL The purge gas shall be introduced less 
than 5 mm from the base of the water column 
and shall pass through the water as bubbles 
with a diameter less than 3 mm. The purging 
device shown in figure 1 meets these criteria. 

5.2.2 Trap—25 to 30 cm x 2.5 mm i.d. 
minimum, containing the following: 

5.2.2.1 Methyl silicone packing—one ± 

0.2 cm, 3 percent OV-1 on 60/80 mesh 
Chromosorb W, or equivalent. 

5.2.2.2 Porous polymer—15 ±1.0 cm, 
Tenax GC (2.6-diphenylene oxide polymer), 
60/80 mesh, chromatographic grade, or 
equivalent. 

5.2.2.3 Silica gel—8 ± 1.0 cm. Davison 
Chemical. 35/60 mesh, grade 15, or 
equivalent. The trap shown in figine 2 meets 
these specifications. 

5.2.3 Desorber—shall heat the trap to 175 
± 5 ‘C in 45 seconds or less. The polymer 
section of the trap shall not exceed 180 *C. 
and the remaining sections shall not exceed 
220 X. The desorber shown in figure 2 meets 
these specifications. 

5.2.4 The purge and trap device may be a 
separate unit or coupled to a GC as shown in 
figures 3 and 4. 

5.3 Gas cliromatograph—shall be linearly 
temperature programmable with initial and 
final holds, shall contain a glass jet separator 
as the MS interface, and shall produce results 
which meet the calibration (section 7), quality 
assurance (section 8), and performance tests 
(section 11) of this method. 

5.3.1 Column—2.8 ± 0.4 m x 2 ± 0.5 mm L 
d. glass, packekd with one percent SP-1000 
on Carbopak B. 60/80 mesh, or equivalent. 

5.4 Mass spectrometer—70 eV electron 
impact ionization; shall repetitively scan from 
20 to 250 amu every 2-8 seconds, and produce 
a unit resolution (valleys between m/z 174- 
176 less than 10 percent of the height of the 
m/z 175 peak), background corrected mass 
spectrum from 50 ng 4-bromo-fluorobenzene 
(BFB) injected into the GC. The BFB spectrum 
shall meet the mass-intensity criteria in table 
3. All portions of the GC column, transfer 
lines, and separator which connect the GC 
column to the ion source shall remain at or 
above the column temperature during 
analysis to preclude condensation of less 
volatile compounds. 

5.5 Data system—shall collect and record 
MS data, store mass intensity data in spectral 
libraries, process GC/MS data and generate 
reports, and shall calculate and record 
response factors. 

5.5.1 Data acquisition—mass spectra shall 
be collected continuously throughout the 
analysis and stored on a mass storage device. 

5.5.2 Mass spectral libraries—user 
created libraries containing mass spectra 
obtained fi-om analysis of authentic 
standards shall be employed to reverse 
search GC/MS runs for !he compounds of 
interest (section 7.2). 

5.5.3 Data processing—the data system 
shall be used to search, locate, identify, and 
quantify the compounds of interest in each 
GC/MS analysis. Software routines shall be 
employed to compute retention times and 
EICP areas. Displays of spectra, mass 
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chromatograms, and library comparisons are 
required to verify results. 

5.5.4 Response factors and multipoint 
calibrations—the data system shall be used 
to record and maintain lists of response 
factors (response ratios for isotope dilution) 
and generate multi-point calibration curves 
(section 7). Computations of relative standard 
deviation (coefficient of Variation) are useful 
for testing calibration linearity. Statistics on 
initial and on-going performance shall be 
maintained (sections 8 and 11). 

5.6 S 3 rringe 8 —5 mL glass hypodermic, 
with Luer-lok tips. 

5.7 Micro syringes—10, 25. and 100 uL 

5.8 Syringe valves—2-way. with Luer 
ends (Telfon or Kel-F). 

5.9 Syringe—5 mL, gas-tight, with shut-ofT 
valve. 

5.10 Bottles—15 mL., screw-cap with 
Telfon liner. 

5.11 Balance—analytical, capable of 
weighing 0.1 mg. 

6 Reagents and standards 

6.1 Reagent water—water in which the 
compounds of interest and interfering 
compounds are not detected by this method 
(section 11.7). It may be generated by any of 
the following methods: 

6.1.1 Activated carbon—pass tap water 
through a carbon bed (Calgon Filtrasorb-300, 
or equivalent). 

6.1.2 Water purifier—pass tap water 
through a purifier (Millipore Super Q, or 
equivalent). 

6.1.3 Boil and purge—heat tap water to 
90-100 *0 and bubble contaminant free inert 
gas through it for approx one hour. While still 
hob transfer the water to screw-cap bottles 
and seal with a Teflon-lined cap. 

6.2 Sodium thiosulfate—ACS granular. 

6.3 Methanol—pesticide quality or 
equivalent. 

6.4 Standard solutions—purchased as 
solution or mixtures with certification to their 
purity, concentration, and authenticity, or 
prepared from materials of known purity and 
composition. If compound purity is 96 percent 
or greater, the weight may be used without 
correction to calculate the concentration of 
the standard. 

6.5 Preparation of stock solutions— 
prepare in methanol using liquid or gaseous 
standards per the steps below. Observe the 
safety precautions given in section 4. 

6.5.1 Place approx 9.8 mL of methanol in a 
10 mL ground glass stoppered volumetric 
flask. Allow the flask to stand unstoppered 
for approximately 10 minutes or until all 
methanol wetted surfaces have dried. In each 
case, weigh the flask, immediately add the 
compound, then immediately re weigh to 
prevent evaporation losses from affecting the 
measurement. 

6.5.1.1 Liquids—using a 100 pL syringe, 
permit 2 drops of liquid to fall into the 
methanol without contacting the neck of the 
flask. Alternatively, inject a known volume of 
the compound into the methanol in the flask 
using a micro-syringe. 

6.5.1.2 Gases (chloromethane. 
bromomethane, chloroethane. vinyl 
chloride)—fill a valved 5 mL gas-tight syringe 
with the compound. Lower the needle to 
approx 5 mm above the methanol meniscus. 


Slowly introduce the compound above the 
surface of the meniscus. The gas will dissolve 
rapidly in the methanol. 

6.5.2 Fill the flask to volume, stopper, then 
mix by inverting several times. Calculate the 
concentration in mg/mL (pg/pL) from the 
weight gain (or density if a (mown volume 
was injected). 

6.5.3 Transfer the stock solution to a 
Teflon sealed screw-cap-bottle. Store, with 
minimal headspace, in the dark at —10 to 
-20*C. 

6.5.4 Prepare fresh standards weekly for 
the gases and 2-chloroethylvlnyl ether. All 
other standards are replaced after one month, 
or sooner if comparison with check standards 
indicate a change in concentration. Quality 
control check standards that can be used to 
determine the accuracy of calibration 
standards are available from the US 
Environmental Protection Agency, 
Environmental Monitoring and Support 
Laboratory, Cincinnati, Ohio. 

6.6 Labeled compound spiking solution— 
from stock standard solutions prepared as 
above, or from mixtures, prepare the spiking 
solution to contain a concentration sudi that 
a 5-10 pL spike into each 5 mL sample, blank, 
or aqueous standard analyzed will result in a 
concentration of 20 pg/L of each labeled 
compound. For the gases and for the water 
soluble compounds (acrolein, acrylonitrile, 
acetone, diethyl ether, and MEK), a 
concentration of 100 pg/L may be used. 
Include the internal standards (section 7.5) in 
this solution so that a concentration of 20 pg/ 

L in each sample, blank, or aqueous standard 
will be produced. 

6.7 Secondary standards—using stock 
solutions, prepare a secondary standard in 
methanol to contain each pollutant at a 
concentration of 500 pg/mL For the gases and 
water soluble compounds (section 6.6), a 
concentration of 2.5 mg/mL may be used. 

6.7.1 Aqueous calibration standards— 
using a 25 pL syringe, add 20 pL of the 
secondary standard (section 6.7) to 50,100, 

200, 500, and 1000 mL of reagent water to 
produce concentrations of 200,100, 50, 20, 
and 10 pg/L respectively. If the higher 
concentration standard for the gases and 
water soluble compounds was chosen 
(section 6.6), these compounds will be at 
cocentrations of 1000. 500, 250,100, and 50 
pg/L in the aqueous calibration standards. 

6.7.2 Aqueous performance standard—an 
aqueous standard containing all pollutants, 
internal standards, labeled compounds, and 
BFB is prepared daily, and analyzed each 
shift to demonstrate performance (section 11). 
This standard shall contain either 20 or 100 
pg/L of the labeled and pollutant gases and 
water soluble compounds, 10 pg/L BFB, and 
20 pg/L of all other pollutants, labeled 
compounds, and internal standards. It may be 
the nominal 20 pg/L aqueous calibration 
standard (section 6.7.1). 

6.7.3 A methanolic standard containing 
all pollutants and internal standards is 
prepared to demonstrate recovery of these 
compounds when syringe injection and purge 
and trap analyses are compared. This 
standai^ shall contain either 100 pg/mL or 
500 pg/mL of the gases and water soluble 
compounds, and 100 pg/mL of the remaining 
pollutants and internal standards (consistent 


with the amounts in the aqueous performance 
standard in 6.7.2). 

6.7.4 Othe standards which may be 
needed are those for test of BFB performance 
(section 7.1) and for collection of mass 
spectra for storage in spectral libraries 
(section 7.2). 

7 Calibration 

7.1 Assemble the gas chromatographic 
apparatus and establish operating conditions 
given in table 2. By injecting standards into 
the GC, demonstrate that the analytical 
system meets the detection limits in table 2 
and the mass-intensity criteria in table 3 for 
50ngBFB. 

7.2 Mass spectral libraries—detection and 
identification of the compound of interest are 
dependent upon the spectra stored in user 
created libraries. 

7.2.1 Obtain a mass spectrumof each 
pollutant and labeled compound and each 
internal standard by analyzing an authentic 
standard either singly or as part of a mixture 
in which there is no interference between 
closely eluted components. That only a single 
compound is present is determined by 
examination of the spectrum. Fragments not 
attributable to the compound under study 
indicate the presence of an interfering 
compound. Adjust the analytical conditions 
and scan rate (for this test only) to produce 
an undistorted spectrum at the GC peak 
maximum. An undistorted spectrum will 
usually be obtained if five complete spectra 
are collected across the upper half of the GC 
peak. Software algorithms designed to 
‘‘enhance" the spectrum may eliminate 
distortion, but may also eliminate authentic 
m/z’s or introduce other distortion. 

7.2.3 The authentic reference spectrum is 
obtained under BFB tuning conditions 
(section 7.1 and table 3) to normalize it to 
spectra from other instmments. 

7.2.4 The spectrum is edited by saving the 
5 most intense mass spectral peaks and all 
other mass spectral peaks greater than 10 
percent of the base peak. This spectrum is 
stored for reverse search and for compound 
confirmation. 

7.3 Assemble the purge and trap device. 
Pack the trap as shown in figure 2 and 
condition overnight at 170-180 ’C by 
backflushing with an inert gas at a flow rate 
of 20-30 mL/min. Condition traps daily for a 
minimum of 10 minutes prior to use. 

7.3.1 Analyze the aqueous performance 
standard (section 6.7.2) according to the 
purge and trap procedure in section 10. 
Compute the area at the primary m/z (table 
4) for each compound. Compare these areas 
to those obtained by injecting one pL of the 
methanolic standard (section 6.7.3J to 
determine compound recovery. The recovery 
shall be greater than 20 percent for the water 
soluble compounds, and 60-110 percent for 
all other compounds. This recovery is 
demonstrated initially for each purge and 
trap GC/MS system. The test is repeated only 
if the purge and trap or GC/MS systems are 
modified in any way that might result in a 
change in recovery. 

7.3.2 Demonstrate that 100 ng toluene (or 
toluene-d8) produces an area at m/z 91 (or 
99) approx one-tenth that required to exceed 
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the linear range of the system. The exact 
value must be determined by experience for 
each instrument. It is used to match the 
calibration range of the insbiunent to the 
anaryticalrange and detection limits 
reqidied. 

7 A Canbration by isotope dilution—the 
isotope dilution approach is used for the 
purgeable organic compounds when 
appropriate labeled compounds are available 
and when interferences do not preclude the 
analysis. If labeled compounds are not 
avatfable. or interferences are present. 
intemaJ or external standard methods 
(sedfon 7.5 or 7.6) are used. A calibration 
curve encompassing the concentration range 
of interest is prepared for each compound 
determined. The relative response [RR) vs 
conceninilion (/ig/L) is plotted or computed 
using a linear regression. An example of a 
calibration curve for toluene using toluene-dB 
is given in figure 5. Also shown are the ±10 
percenl error limits (dotted lines). Relative 
response is determined according to the 
procedures described below. A minimun of 
five data points are required for calibration 
(section 7.4.4). 

7.4.1 The relative response (RR) of 
pollulMl to labeled compound is determined 
from isotope ratio values calculated from 
acquired data. Three isotope ratios are used 
in this process: 

Rs=the isotope ratio measured in the pure 
pollutant (figure 6A). 

R,=the isotope ratio of pure labeled 
compound (figure 6B). 

Rfli=the isotope ratio measured in the 
analytical mixture of the pollutant and 
labeled compounds (figure 6C]. 

The correct way to calculate RR is: 
RR-(R,-RJ (R.41>/(R«-R,)(R,+1) If R„ 
is not between 2Ry and aSR,. the method 
does not apply and the sample is analyzed by 
internal or external standard methods 
(section 7.5 or 7.6). 

7.4.2 In most cases, the retention times of 
the pollutant and labeled compound are the 
same and isotope ratios (R’s) can be 
calculaled from the EICP areas, where: 
R-(area at nti/z) (area at ms/z) If either of 
the areas is zero. H is assigned a value of one 
in the calculations; that is. if: area of mj 
2=50721, and area of iik/z=0. then 

R= 50721/1=50720. The m/z’s are always 
selected such that R^Ry. When there is a 
difference in reteidaon tiones (RT) between 
the pollutant and labeled compounds, special 
precautions are required to determine the 
isotope ratios. 

R.. R,. and R^ are defined as follows: 

R,=(area ntx/z (at RTi)]/l 

R,»l/larea ma/z (at RTa)) 

R«=^[area im/z (at RTi)]/[area ma/z (at 

RTall 

7.4.3 An example of the above 
calculations can be taken from the data 
plotted in figure 5 for toluene and toluene>d8. 
For these data. R,=WH»20/l = 168900. R,=l/ 
6096O=OiX)0O164O. and R„ =96868/ 
82508=1.174. The RR for the above data is 
then calculated using the equation given in 
section 7.4.1. For the example. RR=1.174. 

Note: Not all labeled compounds elute before 
their pollutant analogs. 

7.4.4 To calibrate the analytical system by 
isotope dilution, analyze a 5 inL aliquot of 


each of the aqueous calibration standards 
(section 6.7.1) spiked with an appropriate 
constant amount of the labeled compound 
spiking solution (section 6.6). using the purge 
and trap procedure in section 10. Compute 
the RR at each concentration. 

7.4.5 Linearity—if the ratio of relative 
response to concentration for any compound 
is constant (less than 20 percent coefficient of 
variation) over the 5 point calibration range, 
an averaged relative response/concentration 
ratio may be used for that compound: 
otherwise, the complete calibration curve for 
that compound shall be used over the 5 point 
calibration range. 

7.5 Calibration by Internal standard— 
used when criteria for isotope dilutiao 
(section 7.4) cannot be met The method is 
applied to pollutants having no labeled 
analog and to the labeled compounds. The 
intemal standards used for volatiles analyses 
are bnanpcWnromethane. 2-bromo-l> 
chloropropane, and 1,4-dichlorobutane. 
Concentrations of the labeled compounds 
and pollutants without labeled analogs are 
computed relative to the nearest eluted 
internal standard, as shown in table 2. 

7.5.1 Response factors—calibration 
requires the determination of response 
factors (RF) which are defined by the 
following equation: RF=(A^Cte)/(A|^C.J. 
where A, is the EICP area at the 
characteristic m/z for the compound in the 
daily standard. Au is the EICP area at the 
characteristic m/z for the internal standard. 

Cl, is the concentration (ug/L) of the 
internal standard 

C, is the concentration of the pollutant in 
the daily standard. 

7.5.2 The response factor is determined at 
10. 20, 50,100, and 200 ug/L for the pollutants 
(optionally at five times these concentrations 
for gases and water soluble pollutants—see 
section 6.7), in a way analogous to that for 
calibration by isotope dilution (section 7.4.4). 
The RF is plotted against concentration for 
each compound in the standard (CJ to 
produce a calibration curve. 

7.5.3 Linearity—if the response factor (RF) 
for any compound is constant (less than 35 
percent coefficient of variation) over the 5 
point calibration range, an averaged response 
factor may be used for that compound; 
otherwise, the complete calibration curve for 
that compound shall be used over the 5 point 
range. 

7.6 Combined calibration—by adding the 
isotopically labeled compounds and internal 
standards (section 6.6] to the aqueous 
calibration standards (section 6.7.1), a single 
set of analyses can be used to produce 
calibration curves for the isotope dilution and 
internal standard methods. These corves are 
verified each shift (section 11.5) by purging 
the aqueous performance standard (section 
6.7.2). Recalibration is required only if 
calibration and on-going performance 
(section 11.5) criteria cannot be met. 

8 Quality assurance/quaJJty control 

6.1 Each laboratory that uses this method 
is required to operate a formal quality 
assurance program. The minimum 
requirements ^ this program consist of an 
initial demonstration of laboratory capability, 
analysis of samples spiked with labeled 


compounds to evaluate and document data 
quality, and analysis of standards and blanks 
as tests of continued performance. 

Laboratory performance is compared to 
established performance criteria to determine 
if the results of analyses meet the 
performance characteristics of the method. 

8.1.1 The analyst shall make an initial 
demonstration of the ability to generate 
acceptable accuracy and precision with this 
method. This ability is established as 
described in section 8.2. 

8.1.2 The analyst is permitted to modify 
this method to improve separations or lower 
the costs of measurements, provided all 
performance specifications, are met. Each 
time a modification is made to the method 
the analyst is required to repeat the 
procedure in section 8.2 to demonstrate 
method performance. 

8.1.3 Analyses of blanks are required to 
demonstrate freedom from caotamniation 
and that the compounds of interest and 
interfering compounds have not been carried 
over from a previous analysis (section 3). The 
procedures and criteria for analysis of a 
blank are described in sections 8.5 and 11.7. 

ai.4 The laboratory shall spike all 
samples with labeled compounds to monitor 
method performance. This test is described in 
section 8,3. When results of these spikes 
indicate atypical method performance for 
samples, the samples are diluted to bring 
method performance within acceptable limits 
(section 14.2). 

8.1.5 The laboratory shall, on an on-going 
basis, demonstrate through the analysis of 
the aqueous performance standard (section 
6.7.2) that the analysis system is in control. 
This procedure is described in sections 11.1 
and 11.5. 

8.1.6 The laboratory shall maintain 
records to define the quality of data that is 
generated. Development of accuracy 
statements is described in sections 8.4 and 
11.5.2. 

8.2 Initial precision and accuracy—to 
establish the ability to generate acceptable 
precision and accuracy, the analyst shall 
perform the following operations: 

8.2.1 Analyze two sets of four 5-mL 
aliquots (8 aliquots total) of the aqueous 
performance standard (section 6.7.2] 
according to the method beginning in section 
10 . 

8.2.2 Using results of the first set of four 
analyses in section 8.2.1. compute the average 
recovery (X) in pg/L and the standard 
deviation of the recovery (s) in pg/L for each 
compound, by isotope dilution for polluitants 
with a labeled analog, and by internal 
standard for labeled compounds and 
pollutants with no labeled analog. 

8.2.3 For each compound compare s and 
X with the corresponding limits for initial 
precision and accuracy found in table 5. If s 
and 5C for all compounds meet the acceptance 
criteria, system performance is acceptable 
and analysis of blai^ and samples may 
begin. If individual X falls outside the range 
for accuracy, system performance is 
unacceptable for that compound. NOTE: The 
large number of compounds in table 5 present 
a substantial probability that one or more 
win fail one of the acceptance criteria when 
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all compounds are analyzed. To determine if 
the analytical system is out of control, or if 
the failure can be attributed to probability, 
proceed as follows: 

0.2.4 Using the results of tl^e second set of 
four analyses, compute s and X for only those 
compounds which failed the test of the first 
set of four analyses (section 0.2.3). If these 
compounds now pass, system peiformance is 
acceptable for all compounds and analysis of 
blanks and samples may begin. If. however, 
any of the same compounds fail again, the 
analysis system is not performing properly 
for the compound(s) in question. In this event, 
correct the problem and repeat the entire test 
(section 0.2.1). 

0.3 The laboratory shall spike all samples 
with labeled compounds to assess method 
performance on the sample matrix. 

0.3.1 Spike and analyze each sample 
accoixling to the method beginning in section 
10 . 

0.3.2 Compute the percent recovery (P) of 
the labeled compounds using the internal 
standard method (section 7.5). 

0.3.3 Compare the percent recovery for 
each compound with the corresponding 
labeled compound recovery limit in table 5. If 
the recovery of any compound falls outside 
its warning limit, method performance is 
unacceptable for that compound in that 
sample. Therefore, the sample matrix is 
complex and the sample is to be diluted and 
reanalyzed, per section 14.2. 

0.4 As part of the QA program for the 
laboratory, method accuracy for wastewater 
samples shall be assessed and records shall 
be maintained. After the analysis of five 
wastewater samples for which the labeled 
compounds pass the tests in section a3.3, 
compute the average percent recovery (P) and 
the standard deviation of the percent 
recovery (Sp) for the labeled compounds only. 
Express the accuracy assessment as a 
percent recovery interval from P-28p to 
P+28p. For example, if P-90% and Sp=10%. 
the accuracy interval is expressed as 70- 
110%. Update the accuracy assessment for 
each compound on a regular basis (e.g. after 
each 5-10 new accuracy measurements). 

0.5 Blanks—reagent water blanks are 
analyzed to demonstrate freedom from carry¬ 
over (section 3) and contamination. 

0.5.1 The level at which the purge and 
trap system will carry greater than 5 ^g/L of 
a pollutant of interest (table 1) into a 
succeeding blank shall be determined by 
analyzing successively larger concentrations 
of these compounds. When a sample contains 
this concentration or nmre. a blank shall ^ 
analyzed immediately following this sample 
to demonstrate no carry-over at the 5 
level. 

0.5.2 With each sample lot (samples 
analyzed on the same 0 hr shift), a blank 
shall be analyzed immediately after analysis 
of the aqueous performance standard (section 
11.1) to demonstrate freedom from 
contamination. If any of the compounds of 
interest (table 1) or any potentially interfering 
compound is found in a blank at greater than 
10 fig/L (assuming a response factor of 1 
relative to the nearest eluted internal 
standard for compounds not listed in table 1), 
analysis of samples is halted until the source 
of contamination is eliminated and a blank 
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shows no evidence of contamination at this 
level. 

0.6 The specifications contained in this 
method can be met if the apparatus used is 
calibrated properly, then maintained in a 
calibrated state. 

The standards used for calibration (section 
7), calibration verification (section 11.5) and 
for initial (section 8.2) and on-going (section 
11.5) precision and accuracy should be 
identical, so that the most precise results will 
be obtained. The GC/MS instrument in 
particular will provide the most reproducible 
results if dedicated to the settings and 
conditions required for the analyses of 
volatiles by this method. 

0.7 Depending on specific program 
requirements, field replicates may be 
collected to determine the precision of the 
sampling technique, and spiked samples may 
be required to determine the accuracy of the 
analysis when internal or external standard 
methods are used. 

9 Sample collection, preservation, and 
handling 

9.1 Grab samples are collected in glass 
containers having a total volume greater than 
20 mL. Fill sample bottles so that no air 
bubbles pass through the sample as the bottle 
is filled. Seal each bottle so that no air 
bubbles are entrapped. Maintain the hermetic 
seal on the sample bottle until time of 
analysis. 

9.2 Samples are maintained at 0-4 X 
from the time of collection until analysis. If 
the sample contains residual chlorine, add 
sodium thiosulfate preservative (10 mg/40 
mL) to the empty sample bottles just prior to 
shipment to the sample site. EPA Methods 
330.4 and 330.5 may be used for measurement 
of residual chlorine (reference 0). If 
preservative has been added, shake bottle 
vigorously for one minute immediately after 
filling. 

9.3 Experimental evidence indicates that 
some aromatic compounds, notably benzene, 
toluene, and ethyl benzene are susceptible to 
rapid biological degradation under certain 
environmental conditions. Refrigeration alone 
may not be adequate to preserve these 
compounds in wastewaters for more than 
seven days. For this reason, a separate 
sample should be collected, acidiBed, and 
analyzed when these aromatics are to be 
determined. Collect about 500 mL of sample 
in a clean container. 

Adjust the pH of the sample to about 2 by 
adding HCl (1-j-l) while stirring. Check pH 
with narrow range (1.4 to 2.8) pH paper. Fill a 
sample container as described in section 9.1. 
if residual chlorine is present, add sodium 
thiosulfate to a separate sample container 
and fill as in section 9.1. 

9.4 All samples shall be analyzed within 
14 days of collection. 

20 Purge, trap, and GC/MS analysis 

10.1 Remove standards and samples from 
cold storage and bring to 20-25 *. 

10.2 Adjust the purge gas flow rate to 40 
±4 mL/min. Attach the trap inlet to the 
purging device and set the valve to the purge 
mode (Hgure 3). Open the syringe valve 
located on the purging device sample 
introduction needle (figure 1). 


/ Rules and Regulations 


10.3 Remove the plunger from a 5-mL 
syringe and attach a closed syringe valve. 
Open the sample bottle and carefully pour 
the sample into the syringe barrel until it 
overflows. Replace the plunger and compress 
the sample. Open the syringe valve and vent 
any residual air while adjusting the sample 
volume to 5.0 mL Because this process of 
taking an aliquot destroys the validity of the 
sample for futiu^ analysis, Bll a second 
syrii^e at this time to protect against 
possible loss of data. Add an appropriate 
amount of the labeled compound spiking 
solution (section 6.6) through the valve bore, 
then close the valve. 

10.4 Attach the syringe valve assembly to 
the sjfTinge valve on the purging device. Open 
both syringe valves and inject the sample 
into the purging chamber. 

tO.5 Close both valves and purge the 
sample for 11.0 ± 0.1 minutes at 20-25 X. 

10.6 After the 11 minute purge time, 
attach the trap to the chromatograph and set 
the purge and trap apparatus to the desorb 
mode (figure 4). Desorb the trapped 
compounds into the GC column by heating 
the trap to 170-100 X while backflushing 
with carrier gas at 20-60 mL/min for four 
minutes. Start MS data acquisition upon start 
of the desorb cycle, and start the GC column 
temperature program 3 minutes later. Table 1 
Summarizes the recommended operating 
conditions for the gas chromatograph. 
Included in this table are retention times and 
detection limits that were achieved under 
these conditions. An example of the 
separations achieved by the column listed is 
shown in Bgure 5. Other columns may be 
used provided the requirements in section 6 
can be met. If the priority pollutant gases 
produce GC peaks so broad that the precision 
and recovery specifications (section 8.2) 
cannot be met, the column may be cooled to 
ambient or sub-ambient temperatures to 
sharpen these peaks. 

10.7 While analysis of the desorbed 
compounds proceeds, empty the purging 
chamber using the sample introduction 
syringe. Wash the chamber with two 5-mL 
portions of reagent water. After the purging 
device has been emptied, allow the purge gas 
to vent through the chamber until the frit is 
dry, so that it is ready for the next sample. 

10.0 After desorbing the sample for four 
minutes, recondition the trap by returning to 
the purge mode. Wait 15 seconds, then close 
the syringe valve on the purging device to 
begin gas flow through the trap. Maintain the 
trap temperature at 170-180 •C. After 
approximately seven minutes, turn off the 
trap heater and open the syringe valve to 
stop the gas flow through the trap. When 
cool, the trap is ready for the next sample. 

21 System performance 

11.1 At the beginning of each 0 hr shift 
during which analyses are performed, system 
calibration and performance shall be veriBed 
for all pollutants and labeled compounds. For 
these tests, analysis of the aqueous 
performance standard (section 6.7.2) shall be 
used to verify all performance criteria. 
Adjustment and/or recalibration (per section 
7) shall be performed until all performance 
criteria are met. Only after all performance 
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criterki are met may blanks and samples be 
analyzed. 

11.2 BFB spectrum the criteria in 

tabE^ 3 shall be met 

11.3 Retention times—the ebsohtte 
retentios times of aD compounds shall 
approxhnate those given in table 2. 

11.4 GC resolution—the valley height 
between tohiene and toluene-dS (at m/z 91 
and 99 plotted on the same grapTh) shall be 
less than 10 percent of the taller of the two 
peaks. 

11.5 Calibratioa verification and on-going 

precision and accuracy—compute the 
concentration of each ftabtel) by 

isotope dilution (section 7.4} for those 
compounds which have labeled analo gic 
Compute the conceatratum of poQiitant 
(table 1} which has no lidwIoH analog by the 
internal standard method (section 7.5). 
Compute the concentration of the labeled 
compounds by the internal standard method. 
The^e concentrations are computed based on 
the calibration data determined in section 7. 

11.5.1 For each pollutant and labeled 
comppurifd, compare the concentration with 
the correspondiag limit for oe-going accuracy 
in table 5. If all compounds meet the 
acceptance criteria, system performance is 
acceptable and analysis of blanks and 
sarnies may continue. If any individual 
value falls outside the range g ive n , system 
performance is un a cce p table for that 
compound. NOTE: The large number of 
compounds in table 5 presenl a sobatanlial 
probability that one or more will fail the 
acceptance criteria when all co ro po i mds are 
analyzed To determine if the anal 3 rticat 
system is out of control, or if the failure may 
be attributed to probability, proceed as 
follows: 

11.5.1.1 Analyze a second afiquot of the 
aqueous performance standard (section 6.7.2). 

11.5.1.2 Compute the concentration ioi 
only those compounds which (ailed the first 
test (section ll.&l). If these c o m p o un ds now 
pass, system perfcmnance is acceptable for 
all compounds and analyses ctf blanks and 
samples may proceed. If, however, any of the 
compounds fail again, the measurement 
system is not performing proper ly for tbese 
compoundiL In this event, locate and correct 
the problem or recalibrate the system 
(section 7). and repeal the entire test (section 
11.1) for all compounds. 

11.5.2 Add results which pass the 
specification in 11.5.1.2 to initial (section 6.2) 
and previous on-going data. Update QC 
charts to form a graphic representation of 
laboratory performance (Figure 7). Develop a 
statement of accuracy for each pollutant and 
labeled compound by calculating the average 
percetitage recovery (R) and the standard 
deviation of percent recovery (s,). Express 
the accuracy as a recovery interval from 
R-2s, to R-f 28,. For example, if R=:95% and 
Sr=5%, the accuracy is 85-105 percent. 

Qualitative determination — 
occompiished by comparison of data from 
analysis of a sampie or biank with data from 
analysis of the shift standard (section 11.1). 
identification is confirmed when spectra and 
Intention times agree per the criteria beiow. 

12.1 Labeled compounds and pollutants 
having no labeled analog: 


12.1.1 The signals for all characteristic 
masses stored in the spectral Bb r a ry (section 
7.2.4) shall be present and shall mazimrae 
within the same two consecutive scans. 

12.1.2 Either (1) the background corrected 
EICP areas, or (2) the corrected relative 
iatensities of the mass spectra! peaks at the 
CC peak maxiimim shall agree within a 
factor of two (0.5 to 2 times) for all masses 
stored in the library. 

12.13 The retention time cefolive to the 
nearest eluted interna) standard sfaaO be 
within ±7 scans or ±20 seconds, whichever 
is greater. 

12.2 Poflutanls having a labeled analog; 

12.2.1 The signals for all characteristic 
masses stored in the spectral ^nry (section 
7.2.4} shall be present and shall maximize 
within the saare two consecutive scenes 

1Z2JL Either ft] the background corrected 
QCP areaa^ or (2^ the comcied reiatEve 
intensttfes of dte mass spectral peaks at the 
CC peak maximiim shall agree within a 
factor ai two for ail masses stored in the 
spectral library. 

12.2.3 The retention time di&rence 
between the pollutaat and its labeled analog 
•hall agree within ±2 scans or ±h seconds 
[whichever is greater) of this difference in the 
shift standard (section liaj. 

12.3 Masses present hi the experi me ntal 
mass spectrum t^t are not present in the 
reference mass spectrum shall be accounted 
for by contaaiinani or backgr ou nd kma^ If the 
experimental mass spe c tr um is coataminated 
an experienced spectrometrist (sectioa 1.4) is 
to determine the presence or absence d the 
compound. 

13 QaantHotive determ i natiaa 

13.1 Isotope dilution—by adding a known 
amount of a labeled compound to every 
sample prior to purging, correction for 
recovery of the pollutant can be made 
because the pollutant and its labeled analog 
exhibit the tame effects upon purging, 
desorplfon, and gas chroaM to y i ^iy. Relative 
response (RR) values for sample mixtures are 
used in eon fa netk m with calibra tion curves 
described in section lA to determine 
concentrations directly, so long as labeied 
compound spddng levels are constant For the 
toluene example given in figure ft (sectioo 
7A.3), RR woi^ be equal to 1374. For this RR 
value, the toluene calibratioa curve given in 
figure 5 indKates a concenfratum of 313 pg/ 
L. 

132 internal standard—calculate the 
concentration using the response factor 
determined fi’om c^bration data (section 73) 
and the following equation: 

Concentration =(A, x QJ/IA^ X RF) 
where the terms are as defined in section 
7.5.1. 

13.3 If the EICP area at the quantitation . 
mass for any compound exceeds the 
calibration range of the system, the sample is 
diluted by successive factors of 10 and these 
dilutions are analyzed until the area is within 
the calibration range. 

13.4 Report results for all pollutants and 
labeled compounds (table 1) found in all 
standards, blanks, and samples, in pg/L to 
three significant figures. Results for samples 
which have been diluted are reported at the 


least dilute level at which the area at the 
quantitation mass is within the calibration 
range (section 13.3} and the labeled 
compound recovery is within the oornud 
range for the Method (section 14.2). 

14 Analysis of complex samples 

14.1 Untreated effluents and other 
samples frequently contain high levels 

(>1000 pg/L) of the compounds interest 
and of interfering compo u nds. Some samples 
will foam excessively when purged: othere 
will overload the trap/or GC cofomn. 

14.2 Dilute 0 l 5 mL of sample with 4.5 mL 
of reagent water and analyze this dilated 
sample when labeled compound recovery is 
outside the range given in table 5. If the 
recovery remains outside of the range for this 
diluted sample, the aqueous performance 
standard shall be analyzed (section Tl) and 
calibration verified (section 11.5). If the 
recovery for the labeled compound in the 
aqueous performance standard is outside the 
range given in fable 5. the analytical system 
is out of control. In this case, the instnunent 
shall be repaired, the perfomiance 
specifications in section 11 shall be met and 
the analysis of the undiluted sample shall be 
repeate<L If the recovery for the aqueous 
pc^rmance standard is within the range 
given in table 5.. the method does not work on 
the sample being analyzed and the result may 
not be reported for regulatory compliance 
purposes. 

14.3 Reverse search computer programs 
can misinterpret the spectrum of 
chromatographically unresolved pollutant 
and labeled compound pairs with overlapping 
spectra when a high level of the pollutant is 
present. Examine each chromatogram for 
peaks greater than the height of the internal 
standard peaks. Tbese peaks can obscure the 
compound of interest. 

15 Method performance 

15.1 The specificaticois for this method 
were taken fr^ tha inter-laboratory 
validation of EPA Method 624 (reference 9). 
Method 1624 has been shown to yield slightly 
better performance on treated effluents dian 
Method 624 Additional method performance 
data can be found in Reference 10. 
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Table 1.—Volatile Organic Compounds 
Analyzed by Isotope Dilution Gc/MS 


Compound 

Storet 

CAS 

regleiry 

EPA- 

EGD 

NPOES 

Acetone... 

81552 

67-84-1 

5l6 V 


Acrolein. 

34210 

107-02-6 

002 V 

001 V 

AcrytonMe_ 

342r5 

107-13-1 

003 V 

002 V 

Benzene... 

34030 

71-43-2 

004 V 

003 V 

Bromodlchlofo- 





mcthene__ 

32101 

75-27-4 

046 V 

012 V 

Bfomolorm.. 

32104 

75-25-2 

047 V 

006 V 

Bromomethane_ 

34413 

74-63-9 

046 V 

020 V 

Cartion 





tetrschlohde.. 

32102 

56-23-6 

006 V 

006 V 

CMorobanzena_ 

34301 

106-90-7 

007 V 

007 V 

CMoroethane.. 

34311 

75-<»-3 

016 V 

009 V 

2-chioroethytv«iyt 





ether __ 

34576 

110-75-6 

019 V 


Chloroform.. 

32106 

67-66-1 

023 V 

v 1V V 

oil V 

CHoromethane......... 

34418 

74-67-3 

045 V 

021 V 

Dibromochioro- 





mathana.. 

32105 

124-48-1 

051 V 

008 V 

1.1-dichloroelhana.... 

34496 

75-34-3 

013 V 

014 V 

1,2-dichloroathana.... 

32103 

107-06-2 

010 V 

015 V 

i.t-dk:hlofoe1hane.... 

34601 

75-35-4 

029 V 

016 V 

Trafw-1.2- 





dichioroethane. 

34546 

156-60-5 

030 V 

026 V 

1,2-dtehloropfopane. 

34541 

76-67-6 

032 V 

017 V 

Cia-1,3- 





dichioroproperw .... 

34704 

10061-01-5 



Trine-1.3- 





dkhloropropene.... 

34699 

10061-02-6 

033 V 


Dlelhyl ether....... 

81576 

6(X-29-7 

515 V 


P-dk>xane. . 

81582 

123-01-1 

527 V 


Ethytbeiueoe.. 

34371 

1(X>-41-4 

038 V 

019 V 

Methylene chloride... 

34423 

7509-2 

044 V 

022 V 

Methyl ethyl ketone.. 

61595 

78-93-3 

SUV 


I.I.2.2. 





tetrachloroethane. 

34516 

79-34-6 

015 V 

023 V 

Tetrachlorethene. 

34475 

127-154 

065 V 

024 V 

Toluene - 

34010 

10566-3 

086 V 

025 V 

1.1.1- 





tnchloroethene...... 

34506 

71-56-6 

011 V 

027 V 

1.1.2. 





talniil M m m m ■ ■ 

VlCfWVOOTIilW 

34511 

79-00-6 

014 V 

028 V 

Trichlofoelhene_ 

39130 

79-01-6 

087 V 

029 V 

Vfciyl chloride. _ 

39175 

7501-4 

068 V 

031 V 


Table 2.--Gas Chromatography of Pur- 
GEABLE Organic Compounds by Isotope 
Dilution GC/MS 


EGO 

No. 

(1) 

Compound 

Ref 

EGD 

No. 

Meen 

reterv 

tton 

time 

(»®c) 

Mini¬ 

mum 

(2) 

Ojj/ 

181 

Bromochioromethane (I.S.) 

. 161 

730 

10 

245 

Chloromathane-d3_...__ 

. 181 

147 

60 

345 

Chtoromethana..^. 

. 245 

148 

50 

246 

Bromomethane-d3.. 

181 

243 

60 

346 

Bromomethane... 

246 

246 

50 

288 

Yinylchlorida-d3..„.. 

181 

301 

50 

388 

Vinyl ehinridii 

288 

304 

10 

sn 

216 

Chkxoelhene-dS__ 

181 

316 

CNoroelhane.... 

218 

o 

366 

ou 

SO 

244 

Meihylana chlorldeHl^.. 

181 

612 

10 

344 

Methylene chiorlda.. 

244 

617 

10 

616 

AcetpnA.4M .... 

' 181 

564 

50 

716 

Afiflinna. 

616 

566 

50 

002 

Acrolain_ 

181 

566 

60 

203 

Acrylonftrila-d3_ 

181 

606 

50 

303 

Acrylonitrae...... 

203 

612 

50 

229 

1.i-dichkxoethene<t2..._ 

161 

696 

10 

329 

l.l-dfchkyoatherte.. . 

229 

696 

10 

213 

l.t-dtchtoroethene-dS... 

181 

778 

10 

313 

l.l-dichlnmArhAnM 

213 

786 

10 

615 

Diethytether-d10 „ .. 

181 

804 

50 

715 

Oiethyt ether___ 

8i5 

620 

50 

230 

Trana'l.2-dlchloroethene-d2. 

181 

821 

10 

330 

Trana-1.2K8chloroelhene.. 

230 

821 

10 

614 

Methyl ethyl ketone^iS 

181 

840 

50 

714 

Methyl ethyl ketone...._ 

614 

848 

50 

223 

ChlorofomKiSCi_ 

181 

061 

10 

323 

Chiorafann.„. 

223 

861 

10 

210 

1.2-dichloroethaiie4M. 

181 

901 

10 

310 

1 j2-dichioroelhane_.... 

210 

910 

10 

211 

1.1.l-lrichloroelhene.13C2_ 

181 

989 

10 

311 

1.1.1-trichloroethane. 

211 

999 

10 

527 

p^iojtane.. 

181 

1001 

10 

206 

Carbon tetrachtodde-ISCI_ 

182 

1016 

10 

306 

Carbon tetrachloride.. 

206 

1018 

10 

248 

Brorr.odichloromethane-l3C1.... 

182 

1045 

10 

348 

Bromodichloromethana.. 

248 

1045 

10 

232 

1.2-oichloropfopene<J8_ 

182 

1123 

10 

332 

l.2-dK:hloropropane- 

232 

1134 

10 

233 

Trane-1.3-dichloropropene-d4 

182 

1138 

10 

333 

Trane.1.3-dichloropropene._ 

233 

1136 

10 

287 

Trichioroethene>13C1__ 

162 

1172 

10 

387 

Trichloroethane ... _ 

287 

1187 

10 

204 

Banzena-dfi. 

162 

1200 

10 

304 

Benzene...... 

204 

1212 

10 

251 

Chtorodibrornernetharte-ldCl.... 

182 

1222 

10 

351 

Chiorodftrromomelhane. 

261 

1222 

10 

214 

1.1.2-tnchloroethane- 13C2_ 

182 

1224 

10 

314 

1.1.2-trichioroethane__ 

214 

1224 

10 

019 

2-chlofoethylvinyl ether..... 

182 

1270 

10 

182 

2-bromo-1-chloropropane (IS.).. 

182 

1306 

10 

247 

Bromoform-13C1. 

182 

1366 

10 

347 

Bromoform. . 

247 

1386 

10 

215 

1.1.2.2'tetrachloro6lhane-d2. 

183 

1525 

10 

315 

1.1.2.2'teirachloroethane_ 

215 

1525 

10 

285 

Tat.achloroothene-l3C2.. 

183 

1528 

10 

385 

Tetrachloroeihane____ 

285 

1526 

10 

163 

1.4-<kchlorobutane (W std)_ 

163 

1555 

10 

286 

Toluane-de___ _ 

183 

1603 

10 

386 

Tokiane.. 

286 

1619 

10 

207 

ChlofObenzeneKiS___ 

183 

1679 

10 

307 

Chlorobenzene__ 

207 

1679 

10 

238 

Ethylbenzene-dl 0......_ 

183 

1802 

10 

338 

Ethylbenzene____ 

238 

1820 

10 

185 

Bromofluorobenzene_ 

183 

1965 

10 


(1) Reference numbers beginning with 0. 1 w 5 mdlcete e 
poikitent quantified by the intemel staixl^ mettv^. refer¬ 
ence numbers beginning with 2 or 6 indlcete e labeled 
compourtd quentiSed by the Intemel starnlerd method; refer¬ 
ence numbers beginning with 3 or 7 indicele e poUutent 
quantified by isotope dilution. 


(21 This is a minimum level at which the analytical system 
shall give recognoabia mate spectra (background corrected) 
and acceptable calibratkxi points. Column: 2.4m (8 fQ x i 
mm i.d. giasa, pecked Mth or)e percent SP-1(X)0 coated on 
80/80 (^erbopak B. Carrier om: helium at 40 mL/mirv 
Temperature program: 3 min at 46 *C. 8 *C per min lo 240 
*C. hold et 240 *c for 16 minuW 

Note.—The spedflcatlona in this table were devetep*^ 
from data coSeciad from three wastewater taboratortee. 


Table 3.—BFB Mass-Intensity Specifications 


Maee 

Intenarty required 

50 

15 to 40 percent of mesa 95. 

75 

30 to 60 percent of mast 95. 

95 

base peak, 100 percent . 

96 

5 to 9 percent of mesa 96. 

173 

<2 percent of mesa 174. 

174 

>50 percent of mass 95. 

178 

95 to 100 percent of mass 174. 

177 

6 to 9 percent of mass 176. 


Table 4.--VoLATtLE Organic Compound 
Characteristic Masses 


Labeiad compound 

Analog 

mmsry 

m/z's 

Aoslone....___ .. 

d6 

56/84 

Acfotaln.. 

d2 

66/58 

Acrylonitrlla....... 

d3 

63/58 

Bertzena.... 

d6 

78/84 

BromodteMofomalhana... 

13C 

63/86 

DmmolOim.... 

13C 

173/176 

Bromomsihane........ .; 

d3 

96/99 

Carbon tetrachloride. 

13C 

47/48 

Chiombanzena .... . 

d5 

112/117 

Chkxoeihana.. 

d5 

64/71 

2-chloraethylvinyt ether.,,,, 

d7 

106/113 

Chlofoform.......... 

13C 

65/86 

Chtoromalhana___ _ 

d3 

60/53 

Ot)romocNoromethana__ 

13C 

129/130 

1.1-dkMoroelhana. 

d3 

63/66 

1.2-dichloroelhsne ... 

d4 

62/87 

1.1-dlchioroethan«__...... 

d2 

61/66 

Tran8-1.2-dlchloroolhene__ 

d2 

61/65 

1 w2-<Mchlorcpropana_............ 

d6 

83/67 

Cis-1.3-dtehloropfopane____ 

d4 

75/79 

Trane-1.3-(kchloropropene... 

d4 

75/79 

Diethyt ether.,, 

dIO 

74/64 

p-dioxana___................. 

de 

88/98 

Elhytbenzana.... 

dIO 

106/118 

Methylene chlonda. 

d2 

84/88 

Methyl ethyl ketone_____ 

d3 

72/75 

1.1.2,2-tetrachloroethane. 

d2 

83/84 

Tetrachloroethene.... 

13C2 

168/172 

Toluene...... 

d8 

92/99 

I.M-trichloraelhana. 

d3 

97/102 

1.1.2-frichlorcelhane.... 

13C2 

63/84 

Trichloroethene... 

13C 

95/133 

Vinyl chloride.. 

d3 

62/65 
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Table 5.—Acceptance Criteria for Performance Tests 


Compound 


Accoptaoce criteria at 20 fifl^L 


Initial pradsifX) and accuracy 
aection 8.2.3 


• Oig/L) ft 


Labeled 
compound 
recovery 
•ec 8.3 and 
14.2 


P (percent) 


Or>< 90 <ng 
accuracy 
aec 11.5 


R (pg/U 


A(^one.............. 

Acrolein-...—... . ....................... 

AcrytonHrte.......... 

Beciene................ 

Bromodicbloromethane......... 

B'oTtoform.............. 

BfC’n^omethane......... 

Carbon le^blorlde......... 

CNofoberttene.......... 

CWofoethane............... 

2-chioroelbyNiny1 ether.............. 

CHoromethane-......,,,,,, . ... 

O^'ornodltorometharie......... .■„* ,,,... .. 

1.1- rSchloroathaoa...^-................^...........-....*.^....^..,...........*...^...... .... ., . . 

A AA ^ ■ -I m a^ ■ m m 

I ...... mfm utm II >. Ill ...mao 

1.1- dichioroetheoa......... 

Tfin»*14^-<8chkyoether)e................ 

1,2 dicWoropropar>e..... .1 . . . ........ 

Qt-i^-d k s No ropropene.......... 

Tfana-1>-dfcNoropropeoe....... 

ttetbyl ether................. 

P-^aoxane.........................._ _ _____ _ . . 

Elhyl banrene................. 

Moinyiorw cniofKM.................. 

Methyl ethyl lietone............... 

1.1.2.2-tetrachloroelhane............ 

Tetrachloroetheoe.............. 

Toluene.. . 

1,1,1 trtchloroethane........ 

i a ^ mm m ^ m 

■ * ■ ■■■ I >»■<>■■! ■mm ■■■■ ■«■■<>■■>■»■■¥■■■■ I i»a«»ppn> >■■■■■ ■■»TT#trittT-n*fi rr- T - T m - it - - T-t-TT TiT rrrt I ir t rtir n ,inniittiiiitinitj<ii>»iiiimnn«ni>i»iii> 

T^r 111 ■ ■ ■ 

Tftcfvoroawiena...—............. 

Wnylchiortde........ 


dr^detected; result must be greater than zero. 
n8«no specification; Imit vvould be below detection Imit 

Note 1: Speciftcatiorts not avaitabie for these compounds at time of release of this method. 
Note 2: Spedficabons not developed for these compounds; use method 603. 


9.0 

note 1 
note 2 
note 2 
13.0-282 

na-196 

8.2 

6.5-31.5 

ne-199 

7.0 

7.4-35.1 

na-214 

25.0 

d-542 

na-414 

6.9 

15.9-24.8 

42-165 

6.2 

142-29.6 

na-205 

14.8 

^1-46.7 • 

ne-306 

36.0 

d-69.6 

na-554 

7.9 

11.0-26.3 

18-172 

26.0 

d-55.5 

ns-410 

7.9 

112-29.1 

10-185 

6.7 

11.4-31.4 

23-191 

7.7 

11.0-30.1 

12-192 

11.7 

d-49.8 

ns-315 

7.4 

10.S-31J 

15-195 

19.2 

d-46.8 

ns-343 

2^1 

d-51.0 

ns-381 

14.5 

d-402 

ns-204 

9.6 

note 1 
note 1 
15.0-26.5 

ns-203 

9.7 

d-48.8 

ne-318 

9.6 

note 1 
10.7-30.0 

5-199 

6.6 

15.1-28.5 

31-181 

&3 

14.5-28.7 

4-193 

5.9 

10.5-33.4 

12-200 

7.1 

11.8-29.7 

21-184 

8.9 

16.0-29.5 

35-198 

279 

d-5eo 

ns-452 


BtOlNQ CODE d56<>>50-y 


IS IIISISSSSSsSSSSSSS 
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FIGURE 1 Purging Device. 


FIGURE 3 Schematic of Purge and Trap 
Device—Purge Mode. 
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FIGURE 2 Trap Packings and Construction to 
Include Desorb Capability. 


FIGURE 4 Schematic of Purge and Trap 
Device—Desorb Mode. 
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FIGURE 5 Relative Response Calibration Curve 
for Toluene. The Dotted Lines Enclose a ±10 
Percent Error Window. 


FIGURE 7 Quality Control Charts Showing Area 
(top graph) and Relative Response of Toluene to 
Toluene-dg (lower graph) Plotted as a Function of 
Time or Analysis Number. 
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FIGURE 6 Extracted Ion Current Profiles for 
(A) Toluene, (B) Toluene-dg, and a Mixture of 
Toluene and Toluene-dg. 
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Method 1825 Revision B—Semivolatile 
Organic Compounds by Isotope Dilution GC/ 
MS 

1 Scope and application 

1.1 This method is designed to determine 
the semivolatile toxic organic pollutants 
associated with the 1976 Consent Decree and 
additional compounds amenable to 
extraction and analysis by capillary column 
gas chromatography-mass spectrometry (GC/ 

1.2 The chemical compounds listed in 
tables 1 and 2 may be determined in 
municipal and industrial discharges by this 
method. The method is designed to meet the 
survey requirements of Effluent Guidelines 
Division (EGD) and the National Pollutants 
Discharge Elimination System (NPDES) under 
40 CFR 136.1. Any modifications of this 
method, beyond those expressly permitted, 
shall be considered as major modifications 
subject to application and approval of 
alternate test procedures under 40 CFR 136.4 
and 136.5. 

1.3 The detection limit of this method is 
usually dependent on the level of 
interferences rather than instrumental 
limitations. The limits listed in tables 3 and 4 
represent the minimum quantity that can be 
detected with no interferences present. 

1.4 The GC/MS portions of this method 
are for use only by analysts experienced with 
GC/MS or under the close supervision of 
such qualified persons. Laboratories 
unfamiliar with analyses of environmental 
samples by GC/MS should run the 
performance tests in reference 1 before 
beginning. 

2 Summary of method 

2.1 Stable isotopically labeled analogs of 
the compounds of interest are added to a one 
liter wastewater sample. The sample is 
extracted at pH 12-13. then at pH <2 with 
methylene chloride using continuous 
extraction techniques. The extract is dried 
over sodium sulfate and concentrated to a 
volume of one mL. An internal standard is 
added to the extract, and the extract is 
injected into the gas chromatograph (GC). 

The compounds are separated by GC and 
detected by a mass spectrometer (MS). The 
labeled compounds serve to correct the 
variability of the analytical technique. 

2.2 Identification of a compound 
(qualitative analysis) is performed by 
comparing the GC retention time and 
background corrected characteristic spectral 
masses with those of authentic standards. 

2.3 Quantitative analysis is performed by 
GC/MS using extracted ion current profile 
(EICP) areas. Isotope dilution is used when 
labeled compounds are available; otherwise, 
an internal or external standard method is 
used. 

2.4 Quality is assured through 
reproducible calibration and testing of the 
extraction and GC/MS systems. 

3 Contamination and interferences 

3.1 Solvents, reagents, glassware, and 
other sample processing hardware may yield 
artifacts and/or elevated baselines causing 
misinterpretation of chromatograms and 
spectra. All materials shall be demonstrated 
to be free from interferences under the 


conditions of analysis by running method 
blanks initially and with each sample lot 
(samples started through the extraction 
process on a given 8 hr shift, to a maximum of 
20). Specific selection of reagenls and 
purification of solvents by distillation in all¬ 
glass systems may be required. Glassware 
and, where possible, reagents are cleaned by 
solvent rinse and baking at 450 *C for one 
hour minimum. 

3.2 Interferences coextracted from 
samples will vary considerably from source 
to source, depending on the diversity of the 
industrial complex or municipality being 
samples. 

4 Safety 

4.1 The toxicity or carcinogenicity of each 
compound or reagent used in this method has 
not been precisely determined; however, each 
chemical compound should be treated as a 
potential health hazard. Exposure to these 
compounds should be reduced to the lowest 
possible level. The laboratoiy is responsible 
for maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of data handling 
sheets should also be made available to all 
personnel involved in these analyses. 
Additional information on laboratory safety 
can be found in references 2-4. 

4.2 The following compounds covered by 
this method have been tentatively classified 
as known or suspected human or mammalian 
carcinogens: benzo(a)anthracene, 3,3'- 
dichlorobenzidine. benzo(a)pyrene, 
dibenzo(a.h)anthracene, N- 
nitrosodimethylamine, and B-naphthylamine. 
Primary standards of these compounds shall 
be prepared in a hood, and a NIOSH/MESA 
approved toxic gas respirator should be worn 
when high concentrations are handled. 

5 Appartaus and materials 

5.1 Sampling equipment for discrete or 
composite sampling. 

5.1.1 Sample bottle, amber glass, 1.1 liters 
minimum. If amber bottles are not available, 
samples shall be protected from light. Bottles 
are detergent water washed, then solvent 
rinsed or baked at 450 *0 for ode hour 
minimum before use. 

5.1.2 Bottle caps—threaded to fit sample 
bottles. Caps are lined with Teflon, 

Aluminum foil may be substituted if the 
sample is not corrosive. Liners are detergent 
water washed, then reagent water (section 
6.5) and solvent rinsed, and baked at 
approximately 200 *C for one hour minimum 
before use. 

5.1.3 Compositing equipment—automatic 
or manual compositing system incorporating 
glass containers for collection of a minimum 

1.1 liters. Sample containers are kept at 0 to 4 
•C during sampling. Glass or Teflon tubing 
only shall be used. If the sampler uses a 
peristaltic pump, a minimum length oT 
compressible silicone rubber tubing may be 
used in the pump only. Before use. the tubing 
is thoroughly rinsed with methanol, followed 
by repeated rinsings with reagent water 
(section 6.5) to minimize sample 
contamination. An integrating flow meter is 
used to collect proportional composite 
samples. 


5.2 Continuous liquid-liquid extractor— 
Teflon or glass conncecting joints and 
stopcocks without lubrication (Hershberg- 
Wolf Extractor) one liter capacity, Ace Glass 
6641-10, or equivalent. 

5.3 Drying column—15 to 20 mm i.d. Pyrex 
chromatographic column equipped with 
coarse glass frit or glass wool plug. 

5.4 Kudema-Danish (K-D) apparatus 

5.4.1 Concentrator tube—lOmL, graduated 
(Kontes K-570050-1025, or equivalent) with 
calibration verified. Ground glass stopper 
(size 10/22 joint) is used to prevent 
evaporation of extracts. 

5.4.2 Evaporation flask—500 mL (Kontes 
K-570001-0500, or equivalent), attached to 
concentrator tube with springs (Kontes K- 
662750-0012). 

5.4.3 Snyder column—tliree ball macro 
(Kontes K-50300CM)232. or equivalent). 

5.4.4 Snyder column—two ball micro 
(Kontes K-469002-0219, or equivalent). 

5.4.5 Boiling chips—approx 10/40 mesh, 
extracted with methylene chloride and baked 
at 450 “C for one hr minimum. 

5.5 Water bath—heated, with concentric 
ring cover, capable of temperatme control (q 
2 *0, installed in a fume hood. 

5.8 Sample vials—amber glass. 2-5 mL 
with Teflon-lined screw cap. 

5.7 Analytical balance—capable of 
weighing 0.1 mg. 

5.8 Gas chromatograph—shall have 
splitless or on-column injection port for 
capillary column, temperature program with 
30 *C hold, and shall meet all of the 
performance specifications in section 12. 

5.8.1 Column—30±5 m X0.25±0.02 mm 
i.d. 5% phenyl, 94% methyl, 1% vinyl silicone 
bonded phase fused silica capillary column (J 
& W DB^, or equivalent). 

5.9 Mass spectrometer—70 eV electron 
impact ionization, shall repetitively scan from 
35 to 450 amu in 0.95 to 1.00 second, and shall 
produce a unit resolution (valleys between 
m/z 441-442 less than 10 percent of the height 
of the 441 peak), backgound corrected mass 
spectrum from 50 ng 
decafluorotriphenylphosphine (DFTPP) 
introduced through the GC inlet The 
spectrum shall meet the mass-intensity 
criteria in table 5 (reference 5). The mass 
spectrometer shall be interfaced to the GC 
such that the end of the capillary column 
terminates within one centimeter of the ion 
source but does not intercept the electron or 
ion beams. All portions of the column which 
connect the GC to the ion source shall remain 
at or above the column temperature during 
analysis to preclude condensation of less 
volatile compounds. 

5.10 Data system—shall collect and 
record MS data, store mass-intensity data in 
spectral libraries, process GC/MS data, 
generate reports, and shall compute and 
record response factors. 

5.10.1 Data acquisition—mass spectra 
shall be collected continuously throughout 
the analysis and stored on a mass storage 
device. 

5.10.2 Mass spectral libraries—user 
created libraries containing mass spectra 
obtained from analysis of authentic 
standards shall be employed to reverse 
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search CC/MS runs for the compounds of 
interest (section 7.2). 

5.10.3 Data processing—the data system 
shall be used to search, locate, identify, and 
quantify the compounds of interest in each 
GC/MS analysis. Software routines shall be 
employed to compute retention times and 
peak areas. Displays of spectra, mass 
chromatograms, and library comparisons are 
required to verify results. 

5.10.4 Response factors and multipoint 
calibrations—the data system shall be used 
to record and maintain lists of response 
factors (response ratios for isotope dilution) 
and multipoint calibration ctirves (section 7^. 
Computations of relative standard deviation 
(coefficient of variation) are useful for testing 
calibration linearity. Stabstics on initial 
(section 8.2) and on-going (section 12.7) 
performance shall be computed and 
maintained. 

6 Reagents and standards 

6.1 Sodium hydroxide—reagent grade, 6N 
in reagent water. 

6.2 Sulfuric acid—reagent grade, 6N In 
reagent water. 

6.3 Sodium sulfate—reagent grade, 
granular anhydrous, rinsed with methylene 
chloride (20 mL/^ and conditioned at 450 'C 
for one hour minimum. 

6.4 Methylene chloride—distilled in glass 
(Burdick and Jackson, or equivalent). 

6.5 Reagent water—water in which the 
compounds of interest and interfering 
compounds are not detected by this method. 

6.6 Standard solutions—purchased as 
solutions or mixtures with certification to 
their purity, concentration, and authenticity, 
or prepared &om materials of known purity 
and composition, if compound purity is 96 
percent or greater, the weight may be used 
without correction to compute the 
concentration of the standard. When not 
being used, standards are stored in the dark 
at -20 to —10 *C in screw-capped vials with 
Teflon-lined lids. A mark is placed on the vial 
at the level of the solution so that solvent 
evaporation loss can be detected. The vials 
are brought to room temperature prior to use. 
Any precipitate is redissolved and solvent is 
added if solvent loss has occurred. 

8.7 Preparation of stock solutions— 
prepare In methylene chloride, benzene, p- 
dioxanc, or a mixture of these solvents per 
the steps below. Observe the safety 
precautions in section 4. The^large number of 
labeled and unlabeled acid, base/neutral, 
and Appendix C compounds used for 
combined calibration (section 7) and 
calibration verification (12.5) require high 
concentrations (approx 40 mg/mL) when 
individual stock solutions are prepared, so 
that dilutions of mixtures will permit 
calibration with all compounds in a single set 
of solutions. The working range for most 
compounds is 10-200 ug/mL. Compounds 
with a reduced MS response may be prepared 
at higher concentrations. 

6.7.1 Dissolve an appropriate amount of 
assayed reference material in a suitable 
solvent. For example, weigh 400 mg 
naphthalene in a 10 mL groimd glass 
st'ippered volumetric flask and fill to the 
mark with benzene. After the naphthalene is 
completely dissolved, transfer the solution to 
a 15 mL vial with Teflon-lined cap. 
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6.7.2 Stock standard solutions should be 
checked for signs of degradation prior to the 
preparation of calibration or performance test 
standards. Quality control check samples 
that can be used to determine the accuracy of 
calibration standards are available from 

US Environmental Protection Agency. 
Environmental Monitoring and Support 
Laboratory, Cincinnati. Ohio 45268. 

6.7.3 Stock standard solutions shall be 
replaced after six months, or sooner if 
comparison with quality control check 
samples indicates a change in concentration. 

6.8 Labeled compound spiking solution— 
from stock standard solutions prepared as 
above, or from mixtures, prepare &ie spiking 
solution at a concentration of 200 pg/mL, or 
at a concentration appropriate to the MS 
response of each compound. 

6.9 Secondary standard—using stock 
solutions (section 6.7), prepare a secondary 
standard containing all of the compounds in 
tables 1 and 2 at a concentration of 400 pg/ 
mL. or higher concentration appropriate to 
the MS response of the compound. 

6.10 Internal standard solution—prepare 
2,2'-difluorobiphenyl (DFB) at a concentration 
of 10 mg/mL in benzene. 

e.n DFTPP solution—prepare at 50 pg/ 
mL in acetone. 

6.12 Solutions for obtaining authentic 
mass spectra (section 7,2)—prepare mixtures 
of compounds at concentrations which will 
assure authentic spectra are obtained for 
storage in libraries. 

6.13 Cabbration solutions—combine 0.5 
mL of the solution in section 6.8 with 25, 50, 
125, 250, and 500 pL of the .solution m section 
6.9 and bring to 1.00 pL total volume each. 
This will produce calibration solutions of 
nominal 10.20, 50,100, and 200 pg/mL of the 
pollutants and a constant nominal 100 pg/mL 
of the labeled compounds. Spike each 
solution with 10 uL of the internal standard 
solution (section 6.10). These solutions permit 
the relative response (labeled to unlabeled) 
to be measured as a fimction of concentration 
(section 7.4). 

6.14 Precision and recovery standard— 
used for determination of initial (section 8.2) 
and on-going (section 12.7) precision and 
recovery. This solution shall contain the 
pollutants and labeled compounds at a 
nominal concentration of 100 pg/mL. 

6.15 Stability of solutions—all standard 
solutions (sections 6.8-6.14) shall be analyzed 
within 48 hours of preparation and on a 
monthly basis thereafter for signs of 
degradation. Standards will remain 
acceptable If the peak area at the 
quantitation mass relative to the DFB internal 
standard remains within ±15 percent of the 
area obtained in the initial analysis of the 
standard. 

7 Calibration 

7.1 Assemble the GC/MS and establish 
the operating conditions in table 3. Analyze 
standards per the procedure in section 11 to 
demonstrate that tiie analytical system meets 
the detection limits in tables 3 and 4, and the 
mass-intensity criteria in table 5 for 50 ng 
DFTPP. 

7.2 Mass spectral libraries—detection and 
identification of compounds of Interest are 
dependent upon spectra stored in user 
created libraries. 


7.2.1 Obtain a mass spectrum of each 
pollutant, labeled compound, and the mtemal 
standard by analyzing an authentic standard 
either singly or as part of a mixture in which 
there is no interference between closely 
eluted components. That only a single 
compound is present is determined by 
examination of the spectrum. Fragments not 
attributable to the compound under study 
indicate the presence of an interfering 
compound 

7.2.2 Adjust the analytical conditions and 
scan rate (for this test only) to produce an 
undistorted spectrum at the GC peak 
maximum. An undistorted spectrum will 
usually be obtained if five complete spectra 
are collected across the upper half of the GC 
peak. Software algorithms designed to 
“enhance’* the spectrum may eliminate 
distortion, but may also eliminate authentic 
masses or introduce other distortion. 

7.2.3 The authentic reference spectrum is 
obtained under DFTPP tuning conditions 
(section 7.1 and table 5] to normalize it to 
spectra from other instruments. 

7.2.4 The spectrum is edited by saving the 
5 most intense mass spectral peaks and all 
other mass spectral peaks greater than 10 
percent of the base peak. This edited 
spectrum is stored for reverse search and for 
compound confirmation. 

7.3 Analytical range—demonstrate that 20 
ng anthracene or phenanthrene produces an 
area at m/z 178 approx one-tenlh that 
required to exceed the linear range of the 
system. The exact value must be determined 
by experience for each instrument It is used 
to match the calibration range of the 
instrument to the analytical range and 
detection limits required, and to diagnose 
instrument sensitivity problems [section 15.4). 
The 20 Ug/mL calibration standard (section 
6.13) can be used to demonstrate this 
performance. 

7.3.1 Polar compound detection— 
demonstrate that t^abeled 
pentachlorophenol and benzidkie are 
detectable at the 50 ug/mL level (per all 
criteria in section 13). The 50 ug/mL 
calibration standard (section 6.13) can be 
used to demonstrate this performance. 

7.4 Calibration with isotope dilution— 
isotope dilutkm is used when 1) labeled 
compounds are available. 2) interferences do 
not preclude its use, and 3) the quantHation 
mass extracted ion current profile (EICP) area 
for the compound is in the calibralion range. 

If any of these conditions preclude isotope 
dilution, internal or external standard 
methods (section 7.5 or 7.6) are used. 

7.4.1 A calibration curve encompassing 
the concentration range is prepared for each 
compound to be determined. The relative 
response (pollutant to labeled) vs 
concentration in standard solutions is plotted 
or computed using a linear regression. The 
example in Figure 1 shows a calibration 
curve for phenol using pheno}-d5 as the 
isotopic diluent. Also shown are the ± 10 
percent error limits (dotted lines). Relative 
Reponse (RR) is determined according to the 
procedures described below. A minimum of 
five data points are employed for calibration. 

7.4.2 The relative response of a pollutant 
to its labeled analog is determined from 
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isotope ratio values computed from acquired 
data. Three isotope ratios are used in this 
process: 

R, = the isotope ratio measured for the 
pure pollutant. 

R, = the isotope ratio measured for the 
labeled compound. 

R„ = the isotope ratio of an analytical 
mixture of pollutant and labeled compounds. 

The m/z’s are selected such that Ri=Ry. If 
R„ is not between 2R, and 0.5R„ the method 
does not apply and the sample is analyzed by 
internal or external standard methods. 

7.4.3 Capillary columns usuaUy separate 
the pollutant-labeled pair, with the labeled 
compound eluted first (figure 2). For this case, 
R, = [area mi/z]/l, at the retention time of 
the pollutant (RTa). R^ = l/[area ma/z, at the 
retention time of the labeled compound RTi). 
Rm = [area at mi/z (at RT 2 )]/[area at RTi)|, 
as measured in the mixture of the pollutant 
and labeled compounds (figure 2), and RR = 
Rm* 

7.4.4 Special precautions are taken when 

the pollutant-labeled pair is not separated, or 
when another labeled compound with 
interfering spectral masses overlaps the 
pollutant (a case which can occur with 
isomeric compounds). In this case, it is 
necessary to determine the respective 
contributions of the pollutant and labeled 
compounds to the respective EICP areas. If 
the peaks are separated well enough to 
permit the data system or operator to remove 
the contributions of the compounds to each 
other, the equations in section 7.4.3 apply. 
This usually occurs when the height of the 
valley between the two GC peaks at the same 
m/z is less than 10 percent of the height of 
the shorter of the two peaks. If significant GC 
and spectral overlap occur, RR is computed 
using the following equation: RR = (Ry - R^) 
(R* 1 )/(Rbi - Ry -f- 1), where R* is measured 

as shown in figure 3A, y is measured as 
shown in figure 3B, and R„ is measured as 
shown in figure 3C. For example, R, = 46100/ 
4780 = 9.644, Ry = 2650/43600 = 0.0608, R„ 

= 49200/48300 = 1.019. amd RR = 1.114. 

7.4.5 To calibrate the analytical system by 
isotope dilution, analyze a 1.0 pL aliquot of 
each of the calibration standards (section 
6.13) using the procedure in section 11. 
Compute the RR at each concentration. 

7.4.6 Linearity—if the ratio of relative 
response to concentration for any compound 
is constant (less than 20 percentcoefficient of 
variation) over the 5 point calibration range, 
and averaged relative response/ 
concentration ratio may be used for that 
compound: otherwise, the complete 
calibration curve for that compound shall be 
used over the 5 point calibration range. 

7.5 Calibration by internal standard— 
used when criteria for istope dilution (section 
7.4) cannot be met. The internal standard to 
be used for both acid and base/neutral 
analyses is 2,2’-dinuorobiphenyl. The 
internal standard method is also applied to 
determination of compounds having no 
labeled analog, and to measurement of 
labeled compounds for intra-laboratory 
statistics (sections 8.4 and 12.7.4). 

7.5.1 Response factors—calibration 
requires the determination of response 
factors (RF) which are defined by the 
following equation: 


RF = (A, X Ci.)/(Au X C,. where 

A* is the area of the characteristic mass for 
the compound in the daily standard 

Au is the area of the characteristic mass for 
the internal standard 

Q, is the concentration of the internal 
standard (pg/mL) 

C, is the concentration of the compound in 
the daily standard (pg/mL) 

7.5.1.1 The response factor is determined 
for at least five concentrations appropriate to 
the response of each compound (section 6.13); 
nominally, 10,20, 50,100, and 200 pg/mL. The 
amount of internal standard added to each 
extract is the same (100 pg/mL) so that 
remains constant. The RF is plotted vs 
concentration for each compound in the 
standard (C.) to produce a calibration curve. 

7.5.1.2 Linearity—if the response factor 
(RF) for any compound is constant (less than 
35 percent coefficient of variation) over the 5 
point calibration range, an averaged response 
factor may be used for that compound; 
otherwise, the complete calibration curve for 
that compound shall be used over the 5 point 
range. 

7.6 Combined calibration—by using 
calibration solutions (section 6.13) containing 
the pollutants, labeled compounds, and the 
internal standard, a single set of analyses can 
be used to produce calibration curves for the 
isotope dilution and internal standard 
methods. These curves are verified each shift 
(section 12.5) by analyzing the 100 pg/mL 
calibration standard (section 6.13). 
Recalibration is required only if calibration 
verification (section 12.5) criteria cannot be 
met. 

8 Quality assurance/quality control 

8.1 Each laboratory that uses this method 
is required to operate a formal quality 
assurance program. The minimum 
requirements of this program consist of an 
initial demonstration of laboratory capability, 
analysis of samples spiked with labeled 
compounds to evaluate and document data 
quality, and analysis of standards and blanks 
as tests of continued performance. 

Laboratory performance is compared to 
established performance criteria to determine 
if the results of analyses meet the 
performance characteristics of the method. 

8.1.1 The analyst shall make an Initial 
demonstration of the ability to generate 
acceptable accuracy and precision with this 
method. This ability is established as 
described in section 8.2. 

8.1.2 The analyst is permitted to modify 
this method to improve separations or lower 
the costs of measurements, provided all 
performance specifications are met. Each 
time a modification is made to the method, 
the analyst is required to repeat the 
procedure in section 8.2 to demonstrate 
method performance. 

8.1.3 Analyses of blanks are required to 
demonstrate freedom from contamination. 

The procedures and criteria for analysis of a 
blank are described in section 8.5. 

8.1.4 The laboratory shall spike all 
samples with labeled compounds to monitor 
method performance. This test is described in 
section 8.3. When results of these spikes 
indicate atypical method performance for 
samples, the samples are diluted to bring 


method performance within acceptable limits 
(section 15). 

8.1.5 The laboratory shall, on an on-going 
basis, demonstrate through calibration 
verification and the analysis of the precision 
and recovery standard (section 6.14) that the 
analysis system is in control. These 
procedures are described in sections 12.1, 
12.5, and 12.7. 

8.1.6 The laboratory shall maintain 
records to define the quality of data that is 
generated. Development of accuracy 
statements is described in section 8.4. 

8.2 Initial precision and accuracy—to 
establish the ability to generate acceptable 
precision and accuracy, the analyst shall 
perform the following operations: 

8.2.1 Extract, concentrate, and analyze 
two sets of four one-liter aliquots (8 aliquots 
total) of the precision and recovery standard 
(section 6.14) according to the procedure in 
section 10. 

8.2.2 Using results of the first set of fom 
analyses, compute the average recovery (Xj 
in pig/mL and the standard deviation of the 
recovery (s) in pg/mL for each compound, by 
isotope dilution for pollutants with a labeled 
analog, and by internal standard for labeled 
compounds and pollutants with no labeled 
analog. 

^ 8.2.3 For each compound, compare s and 
X with the corresponding limits for initial 
precision and accuracy in table 8. If s and X 
for all compounds meet the acceptance 
criteria, system performance is acceptable 
and analysis of blanks and samples may 
begin. If, however, any individual s exceeds 
the precision limit or any individual X falls 
outside the range for accuracy, system 
performance is unacceptable for that 
compound. Note: The large number of 
compounds in table 8 present a substantial 
probability that one or more %vill fail the 
acceptance criteria when all compounds are 
analyzed. To determine if the analytical 
system is out of control, or if the failure can 
be attributed to probability, proceed as 
follows: 

8.2.4 Using the results of the second set of 
four analyses, compute s and X for only those 
compounds which failed the test of the first 
set of four analyses (section 8.2.3). If these 
compounds now pass, system performance is 
acceptable for all compounds and analysis of 
blanks and samples may begin. If. however, 
any of the same compounds fail again, the 
analysis system is not performing properly 
for these compounds. In this event, correct 
the problem and repeat the entire test 
(section 8.2.1). 

8.3 The laboratory shall spike all samples 
with labeled compounds to assess method 
performance on the sample matrix. 

8.3.1 Analyze each sample according to 
the method in section 10. 

8.3.2 Compute the percent recovery (P) of 
the labeled compounds using the internal 
standard method (section 7.5). 

8.3.3 Compare the labeled compound 
recovery for each compound with the 
corresponding limits in table 8. If the 
recovery of any compounds falls outside its 
warning limit, method performance is 
unacceptable for that compound in that 
sample. Therefore, the sample is complex and 
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is to be diluted and reanalyzed per section 
15.4. 

0.4 As part of the QA program for the 
laboratory* method accuracy for wastewater 
samples shall be assessed and records shall 
be maintained. After the analysis of five 
wastewater samples for which the labeled 
compounds pass the tests in section 8.3, 
compute the average percent recovery (P) and 
the standard deviation of the percent 
recovery (Sp) for the labeled compounds only. 
Elxpress the accuracy assessment as a 
percent recovery interval from P—2 ^ to 
P+2^ For example, if P=90% and 8^=10%. 
the accuracy interval is expressed as 70- 
100%. Update the accuracy assessment for 
each compound on a regular basis (e.g. after 
each 5-10 new accuracy measurements). 

8.5 Blanks—reagent water blanks are 
analyzed to demonstrate freedom from 
contamination. 

8.5.1 Extract and concentrate a blank 
with each sample lot (samples started 
through the extraction process on the same 8 
hr shift, to a maximum of 20 samples). 
Analyze the blank immediately after analysis 
of the precision and recovery standard 
(section 6.14) to demonstrate freedom from 
contamination. 

8.5.2 If any of the compounds of interest 
(tables 1 and 2) or any potentially interfering 
compound is found in a blank at greater than 
10 ngfL (assuming a response factor of 1 
relative to the internal standard for 
compounds not listed in tables 1 and 2), 
analysis of samples is halted until the source 
of contamination is eliminated and a blank 
shows no evidence of contamination at this 
level. 

8.6 The specifications contained in this 
method can be met if the apparatus used is 
calibrated properly, then maintained in a 
calibrated state. The standards used for 
calibration (section 7). calibration 
verification (section 12.5), and for initial 
(section 8.2) and on-going (section 12.7) 
precisian and recovery should be identical, so 
that the most precise results will be obtained. 
The CC/MS instrument in particular will 
provide the most reproducible results if 
dedicated to the settings and conditions 
required for the analysis of semi-volatiles by 
this method. 

8.7 Depending on specific program 
requirements, field replicates may be 
collected to determine the precision of the 
sampling technique, and spiked samples may 
be required to determine the accuracy of the 
analysis when internal or external standard 
methods are used. 

0 

9 Sample collection^ preservation, and 
handling 

9.1 Collect samples in glass containers 
following conventional sampling practices 
(reference 7). Composite samples are 
collected in refrigerated glass containers 
(section 5.1.3) in accordance with the 
requirements of the sampling program. 

9.2 Maintain samples at 0-4 •C from the 
lime collection until extraction. If residual 
chlorine is present, add 80 mg sodium 
thiosulfate per liter of water. EPA methods 
330.4 and 330,5 may be used to measure 
residual chlorine (reference 8). 


9.3 Begin sample extraction within seven 
days of collection, and analyze all extracts 
within 40 days of extraction. 

10 Sample extraction and concentration 
(See figure 4} 

10.1 Labeled compound spiking—measure 
1.00 ± 0.01 liter of sample into a glass 
container. For untreated effluents, and 
samples which are expected to be difficult to 
extract and/or concentrate, measure an 
additional 10.0 ± 0.1 mL and dilute to a final 
volume of 1.00 ± 0.01 liter with reagent water 
in a glass container. 

10.1.1 For each sample or sample lot (to a 
maximum of 20) to be extracted at the same 
time, place three 1.00 ± 0.10 liter aliquots of 
reagent water in glass containers. 

10.1.2 Spike 0.5 mL of the labeled 
compound spiking solution (section 6.8) into 
all samples and one reagant water aliquot. 

10.1.3 Spike 1.0 mL of the precision and 
recovery standard (section 6.14) into the two 
remaining reagent water aliquots. 

10.1.4 Stir and equilibrate all solutions for 
1-2 hr. 

10.2 Base/neutral extraction—place 100- 
150 mL methylene chloride in each 
continuous extractor and 200-300 in each 
distilling flask 

10.2.1 Pour the 8amp!e(s). blank, and 
standard aliquots into the extractors. Rinse 
the glass containers with 50-100 mL 
methylene chloride and add to the respective 
extractor. 

10.2.2 Adjust the pH of the waters in the 
extractors to 12-13 with 6N NaOH while 
monitoring with a pH meter. Begin the 
extraction by heafii^ the flask until the 
methylene chloride is boiling. When properly 
adjusted. 1-2 drops of methylene chloride per 
second will fall from the condenser Up into 
the water. After 1-2 hours of extraction, test 
the pH and readjust to 12-13 if required. 
Extract for 18-24 hours. 

10.2.3 Remove the (fistilling flask, 
estimate and record the volume of extract (to 
the nearest 100 mL), and pour the contents 
through a dr 3 ring column containing 7 to 10 
cm anhydrous sodium sulfate. Rinse the 
distifiing flask with 30-50 mL of methylene 
chloride and pour through the drying column. 
Collect the soluUon in a 500 mL K-D 
evaporator flask equipped with a 10 mL 
concentrator tube. Seal, label as the base/ 
neutral flection, and concentrate per sections 

10.4 to 10.5. 

10.3 Acid extraction—adjust the pH of the 
waters in the extractors to 2 or less using 6N 
sulfuric acid. Charge clean distilling flasks 
with 300-400 mL of methylene chloride. Test 
and adjust the pH of the waters after the first 
1-2 hr of extraction. Extract for 18-24 hours. 

10.3.1 Repeat section 10.2.3. except label 
as the acid fraction. 

10.4 Concentration—concentrate the 
extracts in separate 500 mL K-D flasks 
equipped with 10 mL concentrator tubes. 

10.4.1 Add 1 to 2 clean boiling chips to the 
flask and attach a three-ball macro Snyder 
column. Prewet the column by adding 
approximately one mL of methylene chloride 
though the top. Place the K-D apparatus in a 
hot water bath so that the entire lower 
rounded surface of the flask fs bathed with 
steam. Adjust the vertical position of the 


apparatus and the water temperature as 
required to complete the concentration in 15 
to 20 minutes. At the proper rate of 
distillation, the balls of the column will 
actively chatter but the chambers will not 
flood. When the liquid has reached an 
apparent volume of 1 mL. remove the K-D 
apparatus from the bath and allow the 
solvent to drain and cool for at least 10 
minutes. Remove the Snyder column and 
rinse the flask and its lower joint info the 
concentrator tube with 1-2 mL of methylene 
chloride. A 5-mL syringe is recommended for 
this operation. 

10.4.2 For performance standards 
(sections 8.2 and 12.7) and for blanks (section 
8.5). combine tl^ acid and base/neutral 
extracts for each at this point Do not 
combine the acid and base/neutrai extracts 
for samples. 

10.5 Add a clean boiling chip and attach a 
two ball micro Snyder column to the 
concentrator tube. Prewet the column by 
adding approx 0.5 mL methylene chloride 
through the top. Place the apparatus in the 
hot water bath. Adjust the vertical position 
and the water temperature as required to 
complete the concentration in 5-10 minutes. 
At the proper rate of distillation, the balls of 
the column will actively chatter but the 
chambers will not flood. When the liquid 
reaches an apparent volume of approx 0.5 
mL, remove the apparatus from the water 
bath and allow to drain and cool for at least 

10 minutes. Remove the micro Snyder column 
and rinse its lower joint into the concentrator 
tube with approx 0.2 mL of methylene 
chloride. Adjust the final volume to 1.0 mL 

10.6 Transfer the concentrated extract to 
a clean screw-cap vial. Seal the vial with a 
Teflon-lined fid, and mark the level on the 
viaL Label with the sample number and 
fraction, and store in the dark at —20 to 
—10 *0 until ready for analysis. 

11 GC/MS analysis 

11.1 Establish the operating conditions 
given in tables 3 or 4 for analysis of the base/ 
neutral or acid extracts, respectively. For 
analysis of combined extracts (section 10.4.2). 
use the operating conditions in table 3. 

11.2 Bring the concentrated extract 
(section 10.6) or standard (sections 6.13-6.14) 
to room temperature and verify that any 
precipitate has redissolved. Verify the level 
on the extract (sections 6.6 and 10.6) and 
bring to the mark with solvent if required. 

11.3 Add the internal standard solution 
(section 6JO) to the extract (use 1.0 uL of 
solution per 0.1 mL of extract) immediately 
prior to injection to minimize the possibility 
of loss by evaporation, adsorption, or 
reaction. Mix thoroughly. 

11.4 Inject a volume of the standard 
solution or extract such that 100 ng of the 
internal standard will be injected, using on- 
column or splitless injection. For 1 mL 
extracts, this volume will be 1.0 uL Start the 
GC column initial isothermal hold upon 
injection. Start MS duta collection after the 
solvent peak elutes. Stop data collection after 
the benzo (ghi) perylene or 
pentachlorophenol peak elutes for the base/ 
neutral or add fraction, respectively. Return 
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the column to the initial temperature for 
analysis of the next sample. 

12 System and laboratory performance 

12.1 At the beginning of each 8 hr shift 
during which analyses are performed, GC/ 
MS system performance and calibration are 
veriPied for all pollutants and labeled 
compounds. For these test, analysis of the 100 
^g/mL calibration standard (section 6.13) 
shall be used to verify all performance 
criteria. Adjustment and/or recalibration (per 
section 7) shall be performed until all 
performance criteria are met. Only after all 
performance criteria are met may samples, 
blanks, and precision and recovery standards 
be analyzed. 

12.2 DFTPP spectrum validity—inject 1 pL 
of the DFTPP solution (section 6 . 11 ) either 
separately or within a few seconds of 
injection of the standard (section 12 . 1 ) 
analyzed at the beginning of each shift. The 
criteria in table 5 shall be met. 

12.3 Retention times—the absolute 
retention time of 2 . 2 '-difluorobiphenyl shall 
be within the range of 1078 to 1248 seconds 
and the relative retention times of all 
pollutants and labeled compounds shall fall 
within the limits given in tables 3 and 4. 

12.4 GC resolution—the valley height 
between anthracene and phenanthrene at 
m/z 178 (or the analogs at m/z 188) shall not 
exceed 10 percent of Uie taller of the two 
peaks. 

12.5 Calibration verification—compute 
the concentration of each pollutant (tables 1 
and 2) by isotope dilution (section 7.4) for 
those compounds which have labeled 
analogs. Compute the concentration of each 
pollutant which has no labeled analog by the 
internal standard method (section 7.5). 
Compute the concentration of the labeled 
compounds by the internal standard method. 
These concentrations are computed based on 
the calibration data determined in section 7. 

12.5.1 For each pollutant and labeled 
compound being tested, compare the 
concentration with the calibration 
verification limit in table 8 . If all compounds 
meet the acceptance criteria, calibration has 
been verified and analysis of blanks, 
samples, and precision and recovery 
standards may proceed. If. however, any 
compound fails, the measurement system is 
not performing properly for that compound. 

In this event, prepare a fresh calibration 
standard or correct the problem causing the 
failure and repeat the test (section 12 . 1 ), or 
recalibrate (section 7). 

12.6 Multiple peaks—each compound 
injected shall give a single, distinct CC peak. 

12.7 On>going precision and accuracy. 

12.7.1 Analyze the extract of one of the 
pair of precision and recovery standards 
(section 10.1.3) prior to analysis of samples 
from the same lot. 

12.7.2 Compute the concentration of each 
pollutant (tables 1 and 2 ) by isotope dilution 
(section 7.4) for those compounds which have 
labeled analogs. Compute the concentration 
of each pollutant which has no labeled 
analog by the internal standard method 
(section 7.5). Compute the concentration of 
the labeled compounds by the internal 
standard method. 

12.7.3 For each pollutant and labeled 
compound, compare the concentration with 


the limits for on-going accuracy in table 8. If 
all compounds meet the acceptance criteria, 
system performance is acceptable and 
analysis of blanks and samples may proceed. 
If. however, any individual concentration 
falls outside of the range given, system 
performance is unacceptable for that 
compound. NOTE: The large number of 
compounds in table 8 present a substantial 
probability that one or more will fail when all 
compounds are analyzed. To determine if the 
extraction/concentration system is out of 
control or if the failure is caused by 
probability, proceed as follows: 

12.7.3.1 Analyze the second aliquot of the 
pair of precision and recovery standard 
(section 10.1.3). 

12.7.3.2 Compute the concentration of 
only those pollutants or labeled compounds 
that failed the previous test (section 12.7.3). If 
these compounds now pass, the extraction/ 
concentration processes are in control and 
analysis of blanks and samples may proceed. 
If, however, any of the same compounds fail 
again, the extraction/concentration processes 
are not being performed properly for these 
compounds. In this event, correct the 
problem, re-extract the sample lot (section 10) 
and repeat the on-going precision and 
recovery test (section 12.7). 

12.7.4 Add results which pass the 
specifications in section 12.7.2 to initial and 
previous on-going data. Update QC charts to 
perform a graphic representation of 
continued laboratory performance (Figure 5). 
Develop a statement of laboratory accuracy 
for each pollutant and labeled compound by 
calculating the average percent recovery (R) 
and the standard deviation of percent 
recovery (Sr). Express the accuracy as a 
recovery interval from R—2Sr to R-|-28r, For 
example, if R=95% and 8r=5%, the accuracy 
is 85-105%. 

13 Qualitative determination 

13.1 Quantitative determination is 
accomplished by comparison of data from 
analysis of a sample or blank with data from 
analysis of the shift standard (section 12.1) 
and with data stored in the spectral libraries 
(section 7.2.4). Identification is confirmed 
when spectra and retention times agree per 
the criteria below. 

13.2 Labeled compounds and pollutants 
having no labeled analog: 

13.2.1 The signals for all characteristic 
masses stored in the spectral library (section 
7.2.4) shall be present and shall maximize 
within the same two consecutive scans. 

13.2.2 Either (1) the background corrected 
EICP areas, or (2) the corrected relative 
intensities of the mass spectral peaks at the 
CC peak maximum shall agree within a 
factor of two (0.5 to 2 times) for all masses 
stored in the library. 

13.2.3 The retention time relative to the 
nearest eluted internal standard shall be 
within ±15 scans or ±15 seconds, whichever 
is greater of this difference in the shift 
standard (section 12.1). 

13.3 Pollutants having a labled analog: 

13.3.1 The signals for all characteristic 

masses stored in the spectral library (section 
7.2.4) shall be present and shall maximize 
within the same two consecutive scans. 

13.3.2. Either (1) the background corrected 
EICP areas, or (2) the corrected relative 


intensities of the mass spectral peaks at the 
CC peak maximum shall agree within a 
factor of two for all masses stored in the 
spectral library. 

13.3.3. The retention time difference 
between the pollutant and its labeled analog 
shall agree within ± 6 scans or ± 6 seconds 
(whichever is greater) of this difference in the 
shift standard (section 12.1). 

13.4 Massesd present in the experimental 
mass spectrum that are not present in the 
reference mass spectrum shall be accounted 
for by contaminant or background ions. If the 
experimental mass spectrum is contaminated, 
an experienced spectrometrist (section 1.4) is 
to determine the presence or absence of the 
compound. 

14 Quantitative determination 

14.1 Isotope dilution—by adding a known 
amount of a labeled compound to every 
sample prior to extraction, correction for 
recovery of the pollutant can be made 
because the pollutant and its labeled analog 
exhibit the same effects upon extraction, 
concentration, and gas chromatography. 
Relative response (RR) values for mixtures 
are used in conjunction with calibration 
curves described in section 7.4 to determine 
concentrations directly, so long as labeled 
compound spiking levels are constant. For the 
phenol example given in figure 1 (section 
7.4.1), RR would be equal to 1.114. For this RR 
value, the phenol calibration curve given in 
figure 1 indicates a concentration of 27 p%l 
mL in the sample extract (C«,). 

14.2 Internal standard—compute the 
concentration in the extract using the 
response factor determined from calibration 
data (section 7.5) and the following equation: 
C*,(^tg/niL)=(A, X Ci./(Ai, x RF) where C„ is 
the concentration of the compound in the 
extract and the other terms are as defined in 
section 7.5.1. 

14.3 The concentration of the pollutant in 
water is computed using the volumes of the 
original water sample (section 10.1) and the 
final extract volume (section 10.5), as follows: 
Concentration in water (/ig/L) = (C„ x V„)/ 

V, where V„ is the extract volume in mL. and 
V, is the sample volume in liters. 

14.4 If the EICP area at the quantitiation 
mass for any compound exceeds the 
calibration range of the system, the extract of 
the dilute aliquot (section 10.1) is analyzed by 
isotope dilution: otherwise, the extract is 
diluted by a factor of 10, 9 pL of internal 
standard solution (section 6 . 19 ) are added to 
a 1.0 mL aliquot, and this diluted extract is 
analyzed by the internal standard method 
(section 14.2). Quantify each compound at the 
highest concentration level within the 
calibration range. 

14.5 Report results for all pollutants and 
labeled compounds (tables 1 and 2) found in 
all standards, blanks, and samples in pg/L to 
three significant figures. Results for samples 
which have been diluted are reported at the 
least dilute level at which the area at the 
quantitation mass is within the calibration 
range (section 14.4) and the labeled 
compound recovery is within the normal 
range for the method (section 15.4). 
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15 Analysis of complex samples 

15.1 Untreated effluents and other 
samples frequently contain high levels 
(>1000 fig/L) of the compounds of interest, 
interfering compounds, and/or polymeric 
materials. Some samples will not concentrate 
to one mL (section 10.5); others will overload 
the GC column and/or mass spectrometer. 

15.2 Analyze the dilute aliquot (section 
10.1) when the sample will not concentrate to 
1.0 mL If a dilute aliquot was not extracted, 
and the sample holding time (section 9.3) has 
not been exceeded, dilute an aliquot of the 
sample with reagent water and re-extract 
(section 10.1); otherwise, dilute the extract 
(section 14.4) and analyze by the internal 
standard method (section 14.2). 

15.3 Recovery of internal standard— the 
EICP area of the internal standard should be 
within a factor of two of the area in the shift 
standard (section 12.1). If the absolute areas 
of the labeled compounds are within a factor 
of two of the respective areas in the shift 
standard, and the internal standard area is 
less than one-half of its respective area, then 
internal standard loss in the extract has 
occurred. In this case, use one of the labeled 
compounds (perferably a polynuclear 
aromatic hydrocarbon) to compute the 
concentration of a pollutant with no labeled 
analog. 

15.4 Recovery of labeled compounds— in 
most samples, labeled compound recoveries 
will be similar to those from reagent water 


(section 12.7). If the labeled compound 
recovery is outside the limits given in table 8, 
the dilute extract (section 10.1) is analyzed as 
in section 14.4. If the recoveries of all labeled 
compounds and the internal standard are low 
(per the criteria above), then a loss in 
instrument sensitivity is the most likely 
cause. In this case, the 100 pglmL calibration 
standard (section 12.1) shall be analyzed and 
calibration verified (section 12.5). If a loss in 
sensitivity has occurred, the instrument shall 
be repaired, the performance specifications in 
section 12 shall be met and the extract 
reanalyzed. If a loss in instrument sensitivity 
has not occurred, the method does not work 
on the sample being analyzed and the result 
may not be reported for regulatory 
compliance purposes. 

16 Method performance 

16.1 Interlaboratory performance for this 
method is detailed in references 9 and 10. 

10.2 A chromatogram of the 100 /ig/Ml 
acid/base/neutral calibration standai^ 
(section 6.13) is shown in figure 6. 
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Table 1.—Base/Neutral Extractable Compounds 


Compound 


Store! 

CAS registry 

EPA-EGO 

NPOES 

34205 

83-32-9 

001 B 

001 B 

34200 

206-96-8 

077 B 

002 B 

34220 

120-12-7 

078 B 

003 B 

39120 

92-87-5 

005B 

004 B 

34526 

56-55-3 

072 B 

005 B 

34230 

205-99-2 

074 B 

007 B 

34242 

207-06-9 

075 B 

OOOB 

34247 

50-32-8 

073 B 

006 B 

34521 

191-24-2 

079 B 

006 P 

81513 

92-52-4 

512 B 


34273 

111-44-4 

018 B 

Oil B 

34278 

111-91-1 

043B 

010 B 

34283 

106-60-1 

042 B 

012 B 

39100 

117-81-7 

066B 

013 B 

34636 

101-55-3 

041 B 

014 B 

34292 

85-88-7 

067 B 

015 B 

77427 

124-18-5 

517 B 


77588 

112-40-2 

506 B 


77691 

629-59-4 

518 B 


77757 

544-76-3 

519 B 


77804 

593-45-3 

520B 


77830 

112-95-8 

521 B 


77859 

629-97-0 

522 B 


77886 

646-31-1 

523 B 


77901 

630-01-3 

524 B 


78116 

630-02-4 

525 B 


78117 

638-68-6 

526 B 


77571 

86-74-8 

528 B 


34581 

91-58-7 

020B 

016 B 

34641 

7005-72-3 

040 B 

017 B 

34320 

218-01-9 

076 B 

018 B 

77356 

99-87-6 

513 B 

... 

34556 

53-70-3 

062 B 

019 B 

81302 

132-64-9 

505 B 


77639 

132-65-0 

504 B 

ZZZZ^ZZZZ. 

39110 

84-74-2 

068 B 

026~B 

34536 

95-60-1 

025 B 

020 B 

34566 

541-73-1 

026 B 

021 B 

34571 

106-46-7 

027 B 

022 B 

34631 

91-94-1 

028 B 

023 B 

34336 

84-66-2 

070 B 

024 B 

34606 

105-67-9 

034 A 

003 A 

34341 

131-11-3 

071 B 

025 B 

34611 

121-14-2 

035 B 

027 B 

34626 

606-20-2 

03eB 

028 B 

34596 

117-64-0 

069 B 

029 B 
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Table 1.— Base/Neutral Extractable Compounds—Continued 


Compound 

Storet 

CAS registry 

EPA-EGO 

NPOES 

DiphenyUmlne (Appondbt CJ_ . 

77579 

77587 

1^-00»4 

AA7 fi 


Diphenyl ether (Appeodbc O ... . 

101-84^ 

9U/ D 

506B 


1 . 2 -diphenythydraz(oe ..„„ 


....— 

Fluoranthene.. 


122-86“7 

206-44-0 

037 B 
039 B 

030 B 

Fluorene ... 

34381 

007AA 

031 B 

Hexachloroherurene... . 

86-73-7 

060 B 

032 8 

Hexachkxobutadiene.. 

JvtW 

118-74-1 

87-68-3 

009 B 
052 B 

033 B 

HexachloroethiirM _ 

9409 1 

034 B 

Hoxachkxocyclopenladiena .. .. 

04oW) 

67-72-1 

012 B 

036 B 

Indenod.2.3<dlOY««®. . 

0400D 

3.^^0f3 

77-47-4 

053 B 
063 B 

035 B 
037 B 

leoohofone... 

34406 

l*W—3 

78-59-1 

Naohthaiene. ^ 

054 B 

038 B 

B-naphthylamine (Appendix C)__ 

34690 

fi?55a 

91-20-3 

91-59-8 

055 B 
502 B 

039 B 

Nrtrobenzena.. 

0C990 

04447 


N-nitrosodimethviamlne ..... .. 

04400 

98-95-3 

ftO 7K_0 

066 B 

040 B 

N-nitrosodi'n-prapytanMn« . 

N-nitroeodiphenyterninn 

94490 

34428 

621-84-7 

061 B 
063 B 

041 B 
042 B 

Phenanthrene. 

94499 


062 B 

043 B 

Phenol...... ‘ 

94401 

04AQ4 

03-01-0 

inA-OA-O 

061 B 

044 B 

a-olcoline (SvnfuelL.. 

9^094 

77088 

1UO-03-C 

109-06-89 

066 A 
503B 

010 A 

Pyrene.. ..... .., , . 

atvrene (AoDendix C). 

34469 

129-00-0 

064 B 

K.4i% Q 

045B 

a-teroineol (AoDendfac Q .., 

/ r ICQ 
77493 

lUO-AiT—3 
DA—55-5 

9 IU 0 
cnQ Q 


1. 2 . 3 -t 7 lchlorobenzene (4cl., .. 

TTAl'l 

WJ—33-3 
A7_A1_A 

DUv IS 

.—"———— 

1 . 2 . 4 -tnchloroben 2 ene . .. __ 

f /O liJ 

34551 

Of -01-0 
120-82-1 

o29 0 

008 B 



046 B 


Table 2.—Acid Extractable Compounds 


Compound 

Storet 

CAS registry 

EPA-EGD 

NPOES 

4-chloro-3-methy(phenol. 

34452 

34586 

59-50-7 

95-57-8 

022 A 

024 A 


2'ChloroDhenol... 

(X)8 A 
001 A 

2,4*<ichkiraphenol.. 

2.4-dlnitrophennl.... 

34801 

34816 

O^AA7 

120-83-2 

51-28-5 

031 A 

002 A 

2-melhyM.6^linitroptMPOl __ 

058 A 

(X)5 A 

2nitrophenDl -. 

jeoOf 

534-52-1 

AA^7A—A 

060 A 

004 A 

4-nitrocihenol...., ^ "*** 



067 A 

(X)6 A 

Pentachlorophenol ... ... 

94040 

IUI>-Ua-/ 

058 A 

007 A 

2.3.8-trichlorophenol (4c)... 

99U9£ 

77668 

87- 86-5 
93-37-55 

95-95-4 

88- 06-2 

064 A 

530 A 

531 A 
021 A 

000 A 

2.4,&-tnchloroDhenol (4c)... 


.... 

2.4.6-trlchlorophenol... 

34^1 



Oil A 


Table 3.—Gas Chromatography of Base/Nelttral Extractable Compounds 


EGO 

IU/% 1 


Compound 



Retention time 

Detection 

no. 




Mean (sec) 

EGO Ref 

Relative 

■mit« (>ig/L) 

164 

2.2'-d4luorohiphenvl fint std)...... 

1163 

164 

1A4 

1.000-1.000 

10 

061 

N-nrtrosodimethylamine. 

603 

aloha ptoollne^ .. .. 

417 

426 

546 

104 

164 

603 

164 

610 

164 

613 

164 

265 

164 

n# 

50 

703 

aloha picoline .. 

U*94A>-m.9KI 

1.006-1.028 

0.450-0.488 

1.002-1.009 

0.624-0.652 

SO 

610 

stvrene-dS.. . 

SO 

10 

710 

styrene...... 

549 

742 

755 

AOA 

613 

D-cymeneHll4 ..... 

10 

10 

713 

D-cymene . 

265 

Dhenol-d5.. ' 

1.(X)6-1.023 

A COd A 

10 

365 

phenol...... 

OWj 

700 

AAA 

0.5o4-0«613 

0.995-1.010 

0.584-0.007 

4 A/%*f 4 

10 

10 

10 

218 

bi8(2-chloroethvn ether-dfi . . 

318 

bis(2-chloroethy0 ether-... 

7fkA 

617 

n-decane«d22.... 

riM 

AQA 

218 

I.UUr**1.010 
A AftC_A A4C 

10 

717 

n-decane ... .. 

79n 

lOe 

Al7 

4 AOA 4 AOO 

10 

226 

1.3Kjlchtoroben2erNMl4 . . 

fcU 

722 

7Qd 

01 f 
164 

1.0^-1.090 

0.605-0.636 

A AAO ' 4 /W\A 

10 

10 

326 

I.SKJIchlorobenzono ... . 

227 

1.4-dichlorobenzene^ ... 

fc^ 

737 

7.411 

164 

O.tfvO^l.OOB 

0.601-0.666 

A AA7 4 AAA 

10 

10 

327 

1.4<dichlorobenzene .. .. .. . . .. 

225 

1.2*dtehloroben2ane-d4....„ ... ... 

/ 4U 

758 

7An 

Ccf 

1R4 

O.W/-1.UUO 

A A70^ I5fi7 

10 

.A 

325 

1.2-dichloroberv2ena. . 


0.09C-0.00/ ^ 

A AAC 4 n/\dl 

lU 

242 

bis(2-chloroi«ooroovl) ethef-d12 .. . 

fOU 

788 

CCO 

1A4 

U.WO-l.OUO 

A AAJ A AQ1 

10 

342 

bi9(2-chlorDliODrODvtl ether -... 

799 

• 0^ 

040 

U.D04-4/.0¥1 

4 A4A^4 A4A 

lU 

4 A 

212 

hexachloroelhan»-13C ... . 

819 

A9n 

&4c 

164 

010 

1,011^1.010 

A CAA_A 749 

IV 

312 

hexacMoroelhane.. 

U-O¥0-0,/1 1 

A AAA 4 AA4 

10 

063 

N-nItrosodl-rvorooyiafTNnA _ 


cl A 
1A4 

0.¥iwr-l .001 

10 

256 

narobenzenoKlS.. ., , 

09U 

104 

1R4 

ns 

A 9AA A 

20 

356 

nitrobenzene ..... 

P40 

849 

Ml 

104 

OAA 

O./OO-O./Z/ 

4 AAA 4 />A9 

10 

254 

taoohorone-dB . .. ... 

cOO 

ifi4 

l.OOZ-1.007 

A 9^9 A 9A9 

10 

354 

•aophorone __ ____ 

001 

104 

0./47-O./O7 

10 

234 

2.4'dimethylphennl . .. 

OO9 

921 

074 

co4 

164 

07^ 

0.999-1.017 

10 

334 

2.4-dimethylphenol ... . 

0.781 -0.803 

10 

043 

bi8(2-chloroethoxvl methane.. .... 

¥44 

939 

955 

958 

963 

667 

077 

C94 

164 

164 

OMI 

0.999-1.003 

10 

10 

10 

208 

1 ^.4-trichlorobenzene-d3 .... 

ftt 

0.813-0.830 

308 

1.2.4-aichloroben2ene ... 

255 

naphthalene^.. .. . 

cUO 

164 

255 

1.000-1.005 

0.819-0.836 

1.001-1.006 

10 

10 

10 

355 

naphthalene ... _ —.,. , ,,, 

609 

alpha4erplneolKl3. , ... 

709 

alDha4erpineni.. .. 

¥/9 

975 

953 

961 

164 

809 

0.B2B-O.844 

10 

606 

n>dodecane^8 .... 

0.996-1.008 

A A AAA 

10 

706 

n-dodecane .. . 

164 

606 

0.730-0.906 

0.968-1.051 

10 

10 
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Table 3.—Gas Chromatography of Base/Neutral Extractable Compounds—C ontinued 


EQO 

No.' 

Cooipound 

Retention time 

Detection 

Mean (sec) 

EQO Ref 

Relative 

limit > (mq/L) 

529 

1.2.3-tric(ik>robenzene . . .. . 

1003 

164 


10 

10 

252 

hex»chk)fobot«<J»eno-l 3 C 4 . 

1005 

164 

0.856-0.871 

352 

hex«chlorobutadian« . ... 

1006 

252 

0 909-1 009 

10 

253 

hexachkxocyck}pentadi 6 n»-l 3 C 4 . . . 

1147 

164 

0 976-0 986 

10 

353 

h«xachk 3 rocyclopentadiena .. . 

1142 

253 

V.9 f 

0 999-1 001 

10 

220 

2 -chloronaphlhater)e^ . 

1185 

164 

W.9W 1 1 

1 nia .1 (\9A 

in 

320 

2 -chlofonaphthaleni» ..... 

1200 

220 

n Q 07.1 nn? 

lU 

in 

518 

fvtelradecana .. . 

1203 

164 

1 .vvr 

Iv 

in 

612 

Biphenyl-dlO... 

1205 

164 

1.016-1.027 

1 nni_i noA 

lU 

10 

in 

712 

Biphenyl ... „ .. . 

1195 

612 

606 

Olohenvl ether dIO ... 

1211 

164 

1.036-1.047 
n 907-1 nno 

lU 

10 

10 

708 

Diphenyl ether . . 

1216 

606 

277 

Acenaphthylena.d 8 . . 

1265 

164 

w. »-*».VA/ir 

1.080-1.095 

10 

377 

Aoanaphihytone ... .. 

1247 

277 

1 nno-i nna 

in 

271 

Din>ethvl pMtaiate^... 

1269 

164 

1.063-1.102 

1U 

10 

371 

Dimethyl ohthalete .... 

1273 

271 

n Q 9 A -1 nnA 

in 

236 

2.6-dinitrotoluene-d3. 

1283 

164 

U.9IW-i.m/o 

1.090-1.112 

lU 

10 

336 

2 . 6 Klnllrololuene^. .... .. . . 

1300 


1 nni_i noA 

in 

201 

Acenaphthene<llO ... 

1298 

164 

i.VUI—I.IAIO 

1.107-1.125 
n 009-1 nno 

lU 

10 

in 

301 

Acenaohthene .... 

1304 

201 

164 

605 

OibenzohinirwiS... .... 

1331 

1.134-1.155 

1 V 

10 

705 

Dibenzofuren. . .... 

1335 

605 

164 

0.998-i!007 

1 1A.0.1 1AO 

10 

602 

Bete-naphthylamine-d?.,. . 

1368 

5n 

702 

BeteHiaphthytamina ... 

1371 

602 

164 

1 . 1 1 , lOO 

0.998-1.007 

1 1AA-1 9ia 

50 

280 

FkJorene^llO.. 

1395 

in 

380 

Fluorene .... .. 

1401 

281 

t.lOO— 

0 999-1 008 

lU 

10 

240 

4>chloroDhenvl phenyl ether-dS . 

1406 

164 

1.194-1.223 

10 

340 

4-chlorocihenvl phen^ ether ... 

1409 

240 

0 900-1 015 

10 

10 

270 

Diethyl phthal«to-d4 ..,.. 

1409 

164 

W. WwV— 1 .V 1 w 

1 197-1 999 

370 

Diethyl phthalate. ^ 

1414 

270 

1 . 19 r — 1 .Cfc9 

0 008 

10 

610 

n-hexadecane-d34. . 

1447 

164 

1 OlO «1 dTSk 

10 

10 

719 

n-hexadecano.... „ ... 

1469 

619 

I.W ■ V* 1 .^ r O 

1 013^.1 090 

235 

2.4<firtitrotoluer)e.d3 .. . 

1359 

164 

l•V Is#* 1 .v&v 

1.152-1.181 

10 

335 

Z4-dMlipioluene_____ . 

1344 

1433 

235 

1 Aa 

1 nnn -1 nno 

in 

237 

1 . 2 -<ii)henyihy<lr*»<ne da.... .. 

1 .UUM* 1 .VaI& 

1 9111^1 OAtk 

lU 

on 

337 

1 . 2 <diDhenylhydrazino (*).. 

1439 

ID^ 

237 

l.clO* 1.^40 

0 990-1 009 

4U 

20 

607 

Diphonylamine-dIO.. 

1437 

164 

1 •Vw9 

1 Pi'l-I 949 

20 

707 

Diphenylaniine .... 

1439 

607 

1 OOfUl 007 

9n 

262 

N-nitroeodiphenvlamin«Ml 6 . . 

1447 

164 

I.WW* I.UVr 

1 99S-1 959 

4v 

20 

362 

N-ratroBOdiphen'/tamine (4). 

1464 

262 

1 000-1 009 

20 

041 

4-lxomoohenyl phenyl ether . . 

1496 

164 

1 ♦VW* 1 . 

1271-1.307 

1 9AA.1 097 

10 

10 

209 

Hexechiorobenzane-ldCS.. 

1521 

164 

309 

HexachloroPenzer^a. 

1522 

209 

1 .£90** 1 •W4C# 

n 900^1 001 

in 

261 

PhenanttvenedIO... . .. 

1578 

164 

1.334-1.380 

lU 

10 

in 

520 

rt-octadecane. .. . 

1580 

164 

381 

Phenanthrene.. .. . 

1583 

281 

1 000-1 005 

IV 
10 

278 

Anthracene^lO. 

1588 

164 

• • WAi/* 1 • Ww 

1.342-1,388 

10 

10 

378 

Anthracene.„ . . .. 

1592 

278 

0 99A-1 008 

604 

Dit)en 20 lhiophene.d 8 .. .,,,,__ 

1559 

164 

W, WWW— 1 .Ww 

1.314-1.361 

1 000-1 006 

10 

704 

D&enzothiophene . . 

1564 

604 

10 

528 

Carbazole.,,, . 

1650 

164 


20 

621 

n-etooean»d42. ... . 

1655 

164 

1.184-1.682 

10 

721 

n-eicoeane....... . .. 

1677 

621 

1 010-1 021 

10 

268 

Dl-n4)utvl Dhlhj8aleKl4.. . .. 

1719 

164 

268 

1 .V 1 • «V£ f 

1.446-1.510 

1 nnn_i nn*) 

10 

in 

368 

On-butyl phIheMe ... .. 

1723 

239 

FkjoranthanA-rilO . 

1813 

164 

l.Wl/“ l.UvO 

1.522-1.596 

lU 

10 

339 

Phjoranthene—_____ 

1817 

239 

1.000-1.004 

10 

284 

Pyrene-diO _ __ . 

1844 

164 

1.523-1.644 

10 

384 


1652 

284 

1 nni -1 nM 

in 

205 

Benzkftne-dS-..... 

1854 

164 

I.W/ 1 — I .w/o 

1 549-1 639 

lU 

50 

305 

Benzidine.. .... 

1853 

205 

164 

1 .^^7^ 1 .vwC 

1 . 000 - 1.002 

50 

in 

522 

n-docosane ... 

1889 

623 

n-telracoaaneKlSO. . 

1997 

164 

1.671-1.764 

lU 

10 

723 

n-letraoosarte.. .. 

2025 

612 

1 ni9-1 015 

in 

067 

Butylbenzyl phthalate., . 

2060 

164 

1 .w ic— 1 -v la 

ns 

lU 

10 

276 

Chfvsene-d 12 . 

2061 

164 

1.743-1.837 

10 

376 


2083 

276 

1 oorwi 004 

10 

272 

BerTzo(ayanthracane-d12.... .. 

2062 

164 

f .WV* 1 

1.735-1.048 

10 

372 

Benzotalanthracene.......,,,,,, 

2090 

272 

0.999-1.007 

50 

228 

3,3'-<lichlorobcnzidine-de.___ 

2088 

164 

1.744-1.848 

50 

328 

3.3'-dichkxobefukfina . „ . ,, 

2086 

228 

1 . 000 - 1.001 

50 

266 

Bi 8 t 2 -elhylhexyl) phthalate-d4 .. . 

2123 

164 

1.771-1.880 

10 

366 

Bta<2-ethylhBxyi) phthalate... .. . .. . 

2124 

266 

1 . 000 - 1.002 

10 

524 

n-hexacoaane......,_ .. . __ 

2147 

164 


m 

269 

dl-n-octyl phthalate^........... 

2239 

164 

1.867-1.962 

1 V 
10 

369 

(fi-n-oclyl phthalate ..,., 

2240 

269 

1 . 000 - 1.002 

10 

525 

n-octacnearte ....- . .. 

2272 

164 


in 

274 

6 enzo(b)fiuoranlhan»d 12 ..... .. . 

2281 

164 

1.902-2.025 

1U 

10 

354 

Benzo^)flijoraiithene .. 

2293 

274 

1.000-1.005 

10 

275 

Benzo(k)fluoranthene<ll 2 ....... 

2287 

164 

1.908-2.033 

10 

375 

Benzo<k^flu<xanthene ..... 

2293 

275 

1.000-1.005 

10 

273 

Benzo(a)pyrer>e-d 12 ....... 

2351 

164 

1.954-2068 

10 

373 

Benzofa)p^eno.. ... . 

2350 

273 

1.000-1.004 

10 

626 

N>triacnntane-d67., 

2384 

164 

1 079-9 197 

10 

in 

726 

N-tr1acontane .... ..... 

2429 

626 

1 7/ 4—4.14/ 

1 nil —1 n9A 

083 

Indenod .2.3-0(flpyrene... ... . . ... 

2650 

164 

1.U11 —1 .U40 

ns 

lU 

20 

082 

D8)enzo(«Jl)anttvaoena . ... . 

2660 

164 

ns 

20 

279 

BerBO(ohl)p«ytanaHf12 ______ 

2741 

164 

2.187-2.524 

20 

379 

Benzo(Qhi)pefylene., ......._..... . 

2750 

279 

1.001-1.006 

20 
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numbors beginning wilti 0. 1 or S Indcate ■ poMutanl quantified by the intemad standard oiethod reference numbers beginning eitft 2 or 6 indk^te a labeled compound 
quant!^ by the internal standard method; reference numbers beginning with 3 or 7 indicate a poMutant quantified by isotope dilution. 

! ^ mintmum level at which the entire GC/MS system must grve recogniz a ble mass spectra (b^ground corrected) and accepted calibration points. 

* Detected as azobenzene- , 

* Delected as (kphenytamme. 

ns s spectfication not .available at time of release of method. 

Column: 30 ±2 m x 0.25 ±0.02 mm l.d. 94% methyl. 4% phanyf, 1% vmyf bonded phase fused silica capfllary. 

Temperature program: 5 mio at 30 *C; 30 - 280 *C at 8 *C per min; Isothermal at 280 X vintil benxo(tthi)perylene elutes. 

Gas velocily: 30 ±5 cm/sec. 


Table 4.—Gas Chromatography of Acid Extractable Compounds 


EGO 
No. ' 

Compound 

Retention time 

Detection kmit 

Mean (sec) 

EQDRef 

Relative 

164 

2.2‘*difkjaraba)hanyf fins aid) ..... 

1163 

164 

1.000-1.000 

10 

224 

2.chlorpphsnoUU . 

701 

164 

0.587>0.616 

10 

324 

2.chlomfihannl .. * 

7(^ 

224 

0 907-1 010 

10 

257 

2.nitfophmioU14 .... .... 

696 

164 

0.761-0.783 

20 

357 

2-nitrophanal. .... . 

900 

257 

0.994-1.009 

20 

231 

2.4-dichlQraphenpl-d3. ...... 

944 

164 

0.602-0.822 

10 

331 

2.4.dicMaraphanol ... .. .... .... 

947 

231 

0.997-1.006 

10 

222 

4-chlorn.3HTMrthytphefMt.d2 . .. .. 

1066 

164 

0.930-0.943 

10 

322 

4H;hloro-3H»Blhylpf»nol. 

1(X)1 

222 

0J96-1.003 

10 

221 

321 

2.4.6-trichlarQphenQlHl2.... 

2.4 A-tnchlamphflnnl. 

1162 

1165 

164 

221 

0.994-1.005 

0.906-1.004 

10 

10 

531 

2,4.S.lrictilnraplMnnl . ... .. 

1170 

164 

ns 

10 

530 

2.3 S-trichtofophanol.. . . ..... 

1195 

164 

ns 

10 

259 

2.4HlinarophanalHl3....... .. 

1323 

164 

1.127-1.149 

60 

359 

2.4-dintrQphenai...... .. 

1325 

259 

1.000-1.005 

50 

258 

4.nitrnphanDl-d4. . ... 

1349 

1S4 

1.147-1.175 

50 

358 

4-nftraphenol....... 

1354 

258 

0.997-1.006 

50 

260 

2Hnethyl-4.6-dindrophennlHi2. . 

1433. 

164 

IJin 6-1.249 

20 

360 

2.nMthyt*4.6Hftnitrafihanai... ... . 

1435 

260 

1.000-1.002 

20 

264 

PentactikiraphanQl-13C6........... 

1559 

164 

1.320-1.363 

50 

364 

Pentachloraphanol .. . _ .^.^. 

1561 

264 

0.996-1.002 

50 


'Reference numbers beginning with 0. 1 or 5 iraiicate a pollutanl quantified by the internal staralard method; refererice numbers beginning with 2 or 6 incficato a labeled oompourxf 
quantified by the Memal standard method; reference numbers beginning with 3 or 7 indicate a pollutant quantified isotope dilution. 

*This is a mimmum level at which the entire GC/MS system must give recognizable mass spectra (background corrected) and acceptable calrixation points. 
ns=i^speciric8lion not svailable at time of release of mcttaxt. 

Column: 3(>±2mx 0.25±0.02mm id d. 94% mettiyl 4% phenyl. 1% vinyl borxied p>hase fused sSica capillary. 

Temperature program: 5 min at 30 *C; 30—250 *C or until pentachlorophenol elutes. 

Gas velocity: 30±5 cm/sec. 


Table 5.— OFTPP Mass Intensity 
Speofications 


Mass 

imensrty required 

51 

30-60 percent of mass 196. 

68 

Less than 2 percent of mass 69. 

70 

Less than 2 percent of mass 69. 

127 

30-60 percent of mass 196. 

197 

Less than 1 percent of mass 198. 

199 

5-9 percent of mass 196. 

275 

10-30 percent of mass 196. 

441 

Less then mass 443. 

442 

40-100 percent of mass 198. 

443 

17-23 percent of mass 442. 


Table 6.—Base/Neutral Extractable 
Compound Characteristic Masses 


Compound 


Aconaphthene---- 

Acenaphthylene.. 

Anthracene .... 

Benzidine__.... 

6«ruo<a)anthraoene ... 

Benzo{b)nuoranthene__ 

Benzo<k)fkX)ranthene. .—. .. 

Bonzofaipyrene........^... 

6eozo(ghi)p6rylena.... 

Biphenyl..-.- . . . 

Bls(2-chlofoethyl) ether... 

Bt8(2-€hkxoethoBry)methane. 

Bi8(2-chk>roisopropy0 other.. 

Bis(2-ethylhei(y1) phthaiate... 

4-bromophenyl phenyl ether ... 

Butyl benzyl phOialate. 

nXlO..... 

mC12.«.......... 

n-C14... 

nX16....... 


Labeled 

analog 

Primary 

m/z 

dIO 

154/164 

d8 

152/160 

diO 

176/188 

dS 

164/192 

d12 

228/240 

d12 

252/264 

d12 

252/264 

dl2 

252/264 

d12 

276/288 

dIO 

154/164 

d8 

93/101 

..... 

93 

dl2 

121/131 

d4 

149/153 

. 

248 


149 

d22 

55/66 

d26 

55/66 

.. 

55 

d34 

55/66 


Table 6.—Base/Neutral Extractable Com- Table 6.—Base/Neutral Extractable Com¬ 
pound Characteristic MASSES-Contin- pound Characteristic Masses—C ontin¬ 
ued ued 


Compound 

Labeled 

analog 

Primary 
m /2 . 

n-C18..... 


55 

nX20..__ 

d42 

55/66 

nx:99. 


55 

nX24. 

dSO 

55/66 

nX26.. .. .. .... _ 


55 

fvC28 .... . 


55 

n.rMO 

d62 

55/66 

r.ad>ai7oie,,. . 

dS 

167/175 

2H;hinaniiaphthalanw ... 

d7 

162/169 

4-chlorophenyl phenyl ether_ 

d5 

204/209 

Chrysene_ .. . 

d12 

226/240 

PH:ymene., . 

d14 

114/130 

rXhenan(e,h}efithrsnifne . 


278 

Dtiienaofuran____ 

dS 

168/176 

niwiTTiftiiophone ,,,, 

dB 

184/192 

Di-n-biftyl phthelete. .. 

d4 

149/153 

1.2-dlahlorobenzene_-__ 

d4 

146/152 

1,3-dichlamhen7ana. 

d4 

146/152 

1,4-dichlorobenzer>e ___ 

d4 

146/152 

3.3'-dichkxoberuidine__ 

d6 

252/258 

Dielhyl phmel>fta 

d4 

149/153 

2.4-dtniathylphanfil. 

d3 

122/125 

nimothyl phthelete 

d4 

163/167 

24Htinitonlnaiene 

d3 

164/168 

2,&dinerntnliiene. 

d3 

165/167 

DtHvoctyi phthaiate ..,,,,. 

d4 

149/153 

Diphenyiemine. , . ...,,,,. 

diO 

169/179 

Diphenyl Attwir .. 

dIO 

170/480 

1,2-diphenylhydrezine*.. . 

diO 

77/82 

FUjorenthene .. 

diO 

202/212 

Fluorane. ....... ,,, 

diO 

166/176 

Hexacfclorobenzena... 

13C6 

264/292 

Hejcachkxobutadiene__ 

13C4 

225/231 

Hexacbkxoethana.—__- 

13C 

201/204 

Hexachlorocydopentadiene_ 

13C4 

237/241 

Idannfl ,2,riH'.d)pyrene. 


276 

IsophoKone 

d8 

62/86 


Compound 

Labeled 

analog 

Primary 

m/z 

Naphthaierte.. 

dB 

128/138 

BHiaphthylamina....—. 

d7 

143/150 

Nitrobenzene ,, ... 

dS 

123/128 

N-rvftrosodknethyiamine.. 

74 

N-nHrosodMvpropylamirte... 

.. 

70 

N-nitroandiphenyUminfi* *. 

d6 

169/175 

PhGnanthr6f>e....,...-.-... 

dio 

178/168 

Phenol..... 

d5 

94/71 


d7 

93/100 

Pyrene.. . 

dio 

202/212 

Styrene ..-. 

dS 

104/100 

e-te/pinenl.... 

d3 

59/62 

1.2.3trlchlorobenzene_ 

1.2.4-trichlorobenzene.. 

d3 

d3 

180/183 

180/183 


‘Detected as azobenzene. 
“Detected as diphenyfamina 


Table 7.—Acid Extractable Compound 
Characteristic Masses 


Compound 

Labeled 

analog 

Primary 

m/z 

SH^hloro^-methytphenol. 

d2 

107/109 

2-chlorophenol..... 

d4 

128/132 

9,aHSchlrwnphanAl 

d3 

162/167 

2,4-dirytropheno< .. 

d3 

184/187 

2-mefhyt-4.6-dmitrophenol... 

d2 

196/200 

2-nitrophenol..... 

d4 

139/143 

4-rNtrophenol. .. 

d4 

139/143 

PenlAchlornphenol 

13C6 

d2 

266/272 

196/200 

2.3.6-trichlorophenol___ 

2.4,5-lricftioroph6rK>l. - ......... 

d2 

196/200 

2.4,6-trichlorophertol............ 

d2 

196/200 



1 
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Table 8.—Acceptance Cwteria for Performance Tests 




Acceptance criteria 

EGO No.‘ 

Compound 

Initial precision and accuracy 
section 8.2.3 (mQ/L) 

Labeled compound 
recovery sec. 8.3 

Calibration 
verification aec 


accuracy 
R (pgrL) 



a 

X 

and 14.2 P 
(percent) 

125 lnQ/mL) 

301 

Acenaphthene^.. ... 

21 

79-134 


W-19C 


72-144 

201 

AoeoapWheno-diO^.. . 

Oft—07A 

iJV-ido 


377 

Aceoaphtytena.. 

38 

69-186 

38-146 


71-141 

60-166 


30-180 

61-207 

277 

Aoenaohthylono^ . . . 

31 



378 

Anthrac#n«_. 

41 

68-174 

31-194 

16-516 


66-152 

60-168 

gjl 


33-168 

60-199 

278 

Anthracano^lO^.... 

49 

4A A4A 


305 

Benzidine. m ,,, 

119 

269 

1#—^ llj 

DP-Ir1 

34-296 


23-242 

205 

Benzidlne<d8 . 

....*.. 


11-672 
ns-ns 
62-176 
22-329 
20-nf 
ns-ns 
53-155 
ns-685 
59-206 
32-194 
58-168 
25-303 
62-176 
17-267 
50-213 
25-222 
39-166 
77-145 
30-168 
64-232 
28-224 
35-172 

372 

Benzofa^anlhnofine^ . .. 

20 

41 

183 

168 

65-168 

25-298 

32-545 

11-677 

59-143 

15-514 

62-195 

35-181 

72-160 

29-268 

75-148 

rta-na 

ns-ns 

70-142 


272 

Banzo(a)anlhnioen»^i2. .. ,, _ 



874 

Bonzo<b)nuof»n!hene.....„^.^_ 


28-357 

61-164 


274 

Benzo(b)nuorantheno^i2 



375 

BenzoOtinuorenlhene... . 

26 

114 

26 

24 

21 

45 

41 

43 
34 
33 
27 
17 
27 
31 
29 

44 


14Wi8 

13-ns 

to 


275 

6enzo(k)fkionnlhend-dl 2... 

.. ‘ 


373 

B«n 2 o(a)pyrooe .. 


76-129 


273 

eenzo(a)f)yreoe-d12_... .. .... 



379 

B«nzo(qhitoerYlene ... 

Z1--280 

t2-n8 

69-145 


279 

Ben 20 <ghi)pof>teoo^ 12 ..... 



712 

Biphenyl (Appendix C). 


13-nB 

56-171 


612 

Biphenyl>d12.. 

..... 


318 

Bis(2>chtofoethytt ether. . 

lOD 

55-196 

29-196 

nS'-ns 

52-192 

61-164 


218 

Ba(2-chloroelhyl) ether-da... . . 

1^070 


043 

Bis(2-chiofoelfxwy)methane* 

43- 153 
81-138 
35-149 
69-220 
32-205 

44- 140 
19-233 
24-195 

nM 

c 

62-194 

44-228 

67-148 

44-229 

76-131 

43-232 

52-193 

22-450 

42-235 


342 

Bis(2-chlofO«oorDpYl) ether .... 



242 

Bi8(2-chlofDiflQpropyl>other.d1g ... . 

Oft-OAft 


366 

Bts(2-ethylhexvl| phthetole. . 

cv^cvU 


266 

B*s(2-ethvlhexy0 phthal«le-d4 . . 



041 

4-bromoohenvl phenyl ether*. 

lO OD# 


067 

Butyl benzyl phthaleta* . 

31 

51 

70 

74 



717 

rvCiO (Appendix C)__ 



35-170 

617 

rvC10-d22.. . ^ . 

a..., a...** .. 


19-237 
ns-504 
29-424 
ns-408 

706 

n^12 (Apoendbr Cl.. , 

35-369 


44-227 

60-166 

41-242 

37-268 

72-130 


606 

n-C12-d26. _ . . . 

53 

109 

33 

ns-ns 


518 

nCI 4 (Appendix C)* .. .. 

iWSMl 

na-9e5 

80-162 


719 

n-Cie (Appendix C).... 

... 


ns-ns 

71-181 

28-202 

35-167 

46-301 

619 

n-Cl6-d34.. 

46 

39 

59 

34 

31 

11 

28 



520 

n<Cl8 (Aooandn Q*. . .. 

• lOit 

42-131 

53-263 

lO-oOo 

54-106 

40-249 

54-184 


721 

n-(^ (Apoendbi (^.— .... _ 

.. 


621 

cvC20.d42 .. 


4 ft 


522 

rvC22 (Appendix Cl* . . 

O#* 1 9 c, 

45-152 

60-139 

97-011 

Hr-oUO 

82-162 

40-249 

65-154 


29-198 

39-195 

723 

fvC24 (Appendix Q. ... 

.. 


623 

n^4.dSO- ._ .. .. 



76-142 

25-229 

31-212 

31-212 

56-215 

524 

n026 (Apoendbi Cl*.... 

35 

35 

1 1 

35-193 

35-193 

61-200 

97-9X9 


50-199 

26-392 

26-392 

66-152 


525 

fvC28 (Appendix C)* .. 

“‘“******.. 


726 

n^^ (Appendix C). 

32 

41 



626 

n<:30-d62. . 

10—470 


528 

320 

220 

Carbazole (4c)*.... 

38 

38-165 


24—423 

44-227 


23-274 

31-188 

2-chioronephtheleoe-d7 . _ ,,, , 

100 

41 

48-357 

tlw 094 

58-171 


35-442 

24-204 

62-159 

322 

4<chlon>0-iTMthylpheryil.... 

37 

111 

13 

I Oo 

76-131 

^r\-i7x 


72-139 

85-115 


222 

4-chloro.34nethvlDhenol-d2. . . 

cum #t10 


324 

2-chlorophBnQl... . 

wv* 1 9^ 

79-135 

no* 0 f %l 

68-147 

78-129 


14-314 

224 

2-chioraphenoLd4.. 

24 

42 

52 

51 

69 

18 

90—OCft 


76-138 

33-176 

63-194 

340 

4-chkxoohenv( Phenyl ether.. .. 

75- 166 
40-161 
59-186 
33-219 

76- 140 
ns-359 
23-290 
85-136 

47- 136 
79-150 

48- 130 
76-165 
23-195 
73-146 


55-100 

71-142 

Ky 1TC 


240 

4-cNoroohenyl phenyl elher-dS.., 

10—094 


376 

Chrysene___ „ 


D /-1 fa 

70-142 

24-411 

79-127 

66-152 

13-761 

73-136 


48-221 

23-290 

72-147 

ni-468 

19-340 

79-146 

39- 160 
70-168 

40- 156 
74-169 
22-209 
70-152 
11-247 

276 

713 

ChfY8enemi2 .. .. . 

D-cvmane (Appenrtix fi). **“ 

13^512 


613 

iH:vmeoe-dl4 .. 

87 

56 

20 

31 

31 

31 

15 

23 

17 

35 

43 
48 
42 
48 
26 
80 
12 
28 

44 
78 
13 
22 

36 
108 

18 
66 
18 

na-na 


062 

Dibenzo(B.hlanltiracene*.. . 


705 

Oibenzofuen (Appends Cl... .... 

...... 


605 

Dibenzohjren-da.. . . 

9A-99ft 


704 

Diberizolhiophene (Synfuef).. 

4CD-44V 

66-150 

72-140 

69-145 

71-142 

52-192 

74-135 

ftt 6Cxi 


604 

Dlbenzolhiophene-d8.. .„. 

. 


368 

DHvbotvl phthaleta.. . ...... 


268 

DMVbutyt ph(halate-d4. 

Tal'SS ‘ 


325 

1.2-dichkHObenzene___,... -. 


225 

l.2-<fichlofobenzeoe^.. ..... 

14-212 

63-201 

13-203 

M—404 


326 

1.3 dK:hlorobenzona .„. .. .. . 

ns—099 

Ol—lOS 

65-154 


226 

1.3-dchlorobenzone^... 



55-225 

ns-260 

53-219 

11-245 

327 

1.4-dichlorobenzene ...... 

61-194 

15-193 

68-174 

ns-562 

85-131 

38-164 

75-196 

na-260 

ns-05<i 

52-192 

62-161 

65-153 

77-130 

18-558 

67-149 

64-157 

74-135 

47-211 

67-150 

56-172 


227 

1.4-dichk)robanzana-d4. ... 

ftA_474 


328 

3.3'-dichlorobenzkiine.... 

flS-4rO 


228 

3.3''dichloroben2»dine^ __ __.. 

ns-ns 


64-185 

ns-ns 

331 

2.4>d«chiorophenoi__„. ,, 


231 

2.4-dichlorophenol-d3 .. . 

ox OAA 


83—135 
34-162 

370 

Diethyl phthaleta .,.... . 



270 

Diethyl phthalate<14 ..... .. 

... 


65-222 

ns-ns 

334 

2.4<dimethvlDhenol....... 

62-153 

15-228 

74- 188 
ns-640 
72-134 
22-308 

75- 158 
22-245 
80-141 
44-184 

ns-ns 


234 

2.4-dimethytphenol-d3 . ... 

n*-449 


60-156 

14-242 

371 

Dimethyl phthalate . . ........, 


271 

Dimethyl phthelate-d4 ... 

. . 

73-137 

50-201 

75-133 

39-256 

79-127 

53-187 

55-183 

36-278 


67-207 

ns-na 

359 

2.4-dinitraphanol... 

ns-ns 


259 

2.4.dlnitmphanry.dn .. ,, , ,, 

ns-ns 


68—141 

17-378 

72-164 

19-275 

335 

2.4-dinitrolokjene .. .. . 


235 

2.4-dlnitrotoluene-da .,. 

37 

30 

59 

10^514 


336 

2.6-dinitrotoluene... _ _ .. ... 


236 

2.6-dinrtrotDluene-d3 .. .. 

17-442 


70-159 

31-250 
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Table 8.—Acceptance Criteria for Performance Tests—C ontinued 


EGO No.' 

Compound 

Acceptance criteria 

Initial precision and accuracy 
section 8.2.3 (/ig/L) 

Labeled compound 
recovery see. 6.3 
and 14.2 P 
(percent) 

Calibration 
verification sac. 
12.5 (>ig/mL) 

Oi^ng accuracy 
sec. 11.§ R (pg/L) 

s 

X 

369 

Di^voctyl phlfMtfMe....... .. 

16 

77-161 


71-140 

74-166 

269 


46 

12-383 

ns-ns 

21-467 

10-433 

707 

Oiphenylamina (Appendix .. ....... , 

45 

58-205 


67-176 

51-231 

607 

Diphenyiamin»d10—___ 

42 

27-206 

^11-468 

59-160 

21^49 

706 

Diphenyl ether (Appendix C)........ 

19 

82-136 


63-120 

77-144 

608 

Diphenyl ether-diO .!.... ... 

37 

36-155 

1^281 

77-129 

29-186 

337 

1.2*diphenythydrazine.. .... 

73 

49-306 


75-134 

40-360 

237 

1,2«diphenyfhydre7tne^l0....,. .. 

35 

31-173 

f 17-316 

58-174 

26-200 

339 

F)uo<rtrf1tiene.,......... 

33 

71-177 


67-149 

64-164 

239 

FkmntheneKllO______ 

35 

36-161 

*20-278** 

47-215 

30-167 

380 

Fluorane.... 

29 

61-132 


74-135 

70-151 

280 

Fkiorene^lO ... 

43 

51-131 

27-238 

61-164 

36-172 

309 


16 

90-124 


78-128 

85-132 

209 


81 

36-228 

*13^595 

36-265 

23-321 

352 

hexAChlornhutadiAne ... ........ -__ 

56 

51-251 

74-135 

43-287 

252 

hexechlrkrnbiitedienA.13C4 ....;.... 

63 

ns-d16 

ns-ns 

66-148 

* ns-413 

312 

hexachloroelhane .......... 

227 

21-08 


71-141 

13-ns 

212 

hexachloroethane-13Cl.......... 

77 

ns-400 

ns-ns 

47-212 

na-563 

353 

hexechlqroryfiJnpAntAdiAnA.. ^ .. .. 

15 

69-144 


- 77-129 

67-148 

253 

hexachio#ocyck>penta<f*enA*13C4....... ... 

60 

ns-ns 

ns-ns 

47-211 

ne-ns 

063 

ideno(1,2,3-cd)pyrene*.. 

55 

23-299 


13-761 

19-340 

354 


25 

76-156 


70-142 

70-168 

2^ 

ieopho>one*d9...-. .—.—. 

23 

49-133 

33-193 

^ 52-194 

44-147 

360 


19 

77-133 


69-145 

72-142 

260 

24nelh^.6-dMlrophenokt2.._____ _ .. _____ 

64 

36-247 

16-527 

56-177 

28-307 

355 

naphthalene.^ ................... ..._ _..._ . 

20 

60-139 


73-137 

75-149 

256 

nephthelene.d6 ... ....... „ 

39 

28-157 

14-3<^ 

71-141 

22-192 

702 

R.naphlhytAmlrwi (Appendhr CJ ...... 

49 

10-ns 


39-256 

ns-ns 

602 

B^iephfhyleinine d7..... 

33 

ns-na 

ns-ns 

44-230 

ne-ns 

356 

nftraliansene .......r, „ n.,. 

25 

69-161 


85-115 

65-169 

256 

nitrobenzene-d5 .. . 

28 

16-265 

ns-ns 

46-219 

15-314 

357 

2'nitrophenol. .................._....... 

15 

76-140 


77-129 

75-145 

257 

2.nttrnphenol.d4 ........ 

23 

41-145 

Zt-2M 

61-163 

37-158 

358 


42 

62-146 


55-183 

61-175 

258 

4.nffrnphennl.d4 .... 

188 

14-398 

ns-ns 

. 35-287 

ne-ns 

061 

N^iilroeodhnethylenriirNi*....,..... 

198 

21-472 


40-249 

12-807 

063 

N^iMraeodkvpraplyafnine*.. . 

198 

21-472 


40-249 

12-807 

362 


45 

65-142 


68-148 

53-173 

262 

364 


37 

21 

54-126 

76-140 

^256 

59-170 

77-130 

40-166 

71-150 

264 

- ^--^- e e 

49 

37-212 

18-412 

42-237 

29-254 

381 

phenenthrena .. 

13 

93-119 


75-133 

87-126 

281 

phenanttvene^lO......___.... 

40 

45-130 

24-241 

67-149 

34-168 

365 


36 

77-127 


65-155 

52-154 

265 

phenol-dS _ _ _ _ _ 

161 

21-210 

ns-ne 

46-206 

ns-ns 

703 

e.piC)Oiine (Synfuei) .. 

36 

59-149 


60-166 

50-174 

603 

a>plooline^ ......... 

138 

11-380 

ns-ns 

31-324 

ne-606 

364 

pyrene.. ... .. 

19 

76-152 


76-132 

72-159 

284 

pymnedIO . . , - . 

29 

32-176 

16-303 

46-210 

28-196 

710 

styrene (Appendix C) . 

42 

53-221 


65-153 

46>244 

610 


49 

ns-281 

ns-ns 

44-228 

ns-348 

709 

e-terpineol (Appendix C) ._.... ...... 

44 

42-234 


54-186 

36-258 

609 

a-torpineol-dS ....... 

48 

22-292 


20-502 

16-339 

529 


69 

15-229 


60-167 

11-297 

306 

1Z44rlchlorobenzene....... 

19 

82-136 


78-128 

77-144 

206 

1.2.44richlorobenzene-d3........ __ 

57 

15-212 

’^-592* 

61-163 

10-282 

530 

2.3.6-trichlorophenol (4c)*__________ 

30 

56-137 


56-180 

61-153 

531 

2,4,5-tricNorophenol (4c)* ...^...... 

30 

58-137 


56-160 

51-153 

321 

2,4,A4richlqrophenol. .. .. 

57 

59-205 


81-123 

46-244 

221 

2.4.64richlorophenol-d2 _................. ...... 

47 

43-183 


69-144 

34-226 


* Reference numbers beginning writh 0, 1 or 5 indicate a poUutant Quantified by the internal standard method; refererxre numbers begirining with 2 or 6 irxiicate a labeled compound 
quantified by the internal standard method; reference numbers beginning with 3 or 7 indicate a poHutant quantified by isotope dilution. 

* Measured tw internal standard; specification derived from related compound, 
na^ no specification; limit is outside the range that can be measured reliably. 


BILLING CODE 6560-60-M 
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<3A) 

AREA = 46100 



AREA = 4780 



FIGURE 1 Relative Response Calibration Curve 
for Phenol. The Dotted Lines Enclose a ± 10 
Percent Error Window, 


FIGURE 3 Extracted Ion Current Profiles for (3A) 
Unlabeled Compound. (36) Labeled Compound, 
and (3C) Equal Mixture of Unlabeled and Labeled 
Compounds. 



FIGURE 2 Extracted Ion Current Profiles for 
Chromatographically Resolved Labeled {mjz) and 
Unlabeled (m,/z) Pairs. 
























43428 


Federal Register / Vol. 49, No. 209 / Friday, October 26, 1984 / Rules and Regulations 


^ 110 . 1 . 1 ] 


( 10 . 1 . 2 ] 


110.1.3] 


[10.1.4] 


110 . 2 ] 


110.3] 


(TO.4.2] 


(10.4,10.5] 


(11.3] 


(11.4] 


STANDARD 


BLANK 


SAMPLE 


1 L REAGENT 
WATER 


1 L REAGENT 
WATER 


1 L ALIQUOT 

— > 

c 

^ 

^ 

> 

/ 

SPIKE 500 pL 
OF 200 pg/mL 
ISOTOPES 


SPIKE 500 pL 
OF 200 pg/mL 
ISOTOPES 


SPIKE 500 pL 
OF 200 pg/mL 
ISOTOPES 

i 

^ 





SPIKE I'.O mL 
OF STANDARDS 





- > 

c 

i 

^ 

> 

/ 

STIR AND 
EQUILIBRATE 


STIR AND 
EQUILIBRATE 


STIR AND 
EQUILIBRATE 


STANDARD OR BLANK 


EXTRACT BASE/ 
NEUTRAL 


EXTRACT BASE/ 
NEUTRAL 


ORGANIC 1 

AQUEOUS 






EXTRACT ACID 

i 

^ 

_ 

^ 

CONCENTRATE 


CONCENTRATE 

TO 2.4 mL 


TO 2-4 mL 


ORGANIC 


CONCENTRATE 
TO 1.0 mL 


ADD INTERNAL 
STANDARD 


AQUEOUS 


INJECT 


- 


\ 

L 



EXTRACT ACID 

i 

i 

> 

f 

CONCENTRATE 
TO 1.0 mL 


CONCENTRATE 
TO 1.0 mL 

i 

£ 

^ 


ADD INTERNAL 
STANDARD 


ADD INTERNAL 
STANDARD 

i 

f 

> 

f 

INJECT 


INJECT 


FIGURE 4 Flow Chart for Extraction/Concentration of Precision and Recovery Standard, Blank, 
and Sample by Method 1625. Numbers in Brackets ( ] Refer to Section Numbers in the Method. 
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FIGURE 5 Quality Control Charts Showing Area (top graph) and 
Relative Response of Anthracene to Anthracene-d,Q (lower graph) 
Plotted as a Function of Time or Analysis Number. 
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FIGURE 6 Chromatogram of Combined Acid/base/neutral Standard. 
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Appendix B to Part 136 —Definition and 
Procedure for the Determination of the 
Method Detection Limit—Revision 1.11 

Definition 

The method detection limit (MDL) is 
defined as the minimum concentration of a 
substance that can be measured and reported 
with 99% confidence that the analyte 
concentration is greater than zero and is 
determined from analysis of a sample in a 
given matrix containing the analyte. 

Scope and Application 

This procedure is designed for applicability 
to a wide variety of sample types ranging 
from reagent (blank) water containing 
analyte to wastewater containing analyte. 

The MDL for an analytical procedure may 
vary as a function of sample type. The 
procedure requires a complete, specific, and 
well defined analytical method. It is essential 
that all sample processing steps of the 
analytical method be included in the 
determination of the method detection limit. 

The MDL obtained by this procedure is 
used to judge the significance of a single 
measurement of a future sample. 

The MDL procedure was designed for 
applicability to a broad variety of physical 
and chemical methods. To accomplish this, 
the procedure was made device- or 
instrument-independent. 

Procedure 

1 . Make an estimate of the detection limit 
using one of the following: 

(a) The concentration value that 
corresponds to an instrument signal/noise in 
the range of 2.5 to 5. 

(b) The concentration equivalent of three 
times the standard deviation of replicate 
instrumental measurements of the analyte in 
reagent water. 

(c) That region of the standard curve where 
there is a significant change in sensitivity, 
i.e., a break in the slope of the standard 
curve. 

(d) Instrumental limitations. 

It is recognized that the experience of the 
analyst is important to this process. 

However, the analyst must include the above 
considerations in the initial estimate of the 
detection limit. 

2. Prepare reagent (blank) water that is as 
free of analyte as possible. Reagent or 
interference free water is defined as a water 
sample in which analyte and interferent 
concentrations are not detected at the 
method detection limit of each analyte of 
interest. Interferences are defined as 
systematic errors in the measured analytical 
signal of an established procedure caused by 
the presence of interfering species 
(interferent). The interferent concentration is 
presupposed to be normally distributed in 
representative samples of a given matrix. 

3. (a) If the MDL is to be determined in 
reagent (blank) water, prepare a laboratory 
standard (analyte in reagent water) at a 
concentration which is at least equal to or in 
the same concentration range as the 
estimated method detection limit. 
(Recommend between 1 and 5 times the 
estimated method detection limit.) Proceed to 
Step 4. 


(b) If the MDL is to be determined in 
another sample matrix, analyze the sample. If 
the measured level of the analyte is in the 
recommended range of one to five times the 
estimated detection limit, proceed to Step 4. 

If the measured level of analyte is less than 
the estimated detection limit, add a known 
amount of analyte to bring the level of 
analyte between one and five times the 
estimated detection limit. 

If the measured level of analyte is greater 
than five times the estimated detection limit, 
there are two options, 

(1) Obtain another sample with a lower 
level of analyte in the same matrix if 
possible. 

(2) The sample may be used as is for 
determining the method detection limit if the 
analyte level does not exceed 10 times the 
MDL of the analyte in reagent water. The 
variance of the analytical method changes as 
the analyte concentration increases from the 
MDL, hence the MDL determined under these 
circumstances may not truly reflect method 
variance at lower analyte concentrations. 

4. (a) Take a minimufh of seven aliquots of 
the sample to be used to calculate the method 
detection limit and process each through the 
entire analytical method. Make all 
computations according to the defined 
method with final results in the method 
reporting units. If a blank measurement is 
required to calculate the measured level of 
analyte, obtain a separate blank 
measurement for each sample aliquot 
analyzed. The average blank measurement is 
subtracted from the respective sample 
measurements. 

(b) It may be economically and technically 
desirable to evaluate the estimated method 
detection limit before proceeding with 4a. 

This will: (1) Prevent repeating this entire 
procedure when the costs of analyses are 
high and (2) insure that the procedure is being 
conducted at the correct concentration. It is 
quite possible that an inflated MDL will be 
calculated from data obtained at many times 
the real MDL even though the level of analyte 
is less than five times the calculated method 
detection limit. To insure that the estimate of 
the method detection limit is a good estimate, 
it is necessary to determine that a lower 
concentration of analyte will not result in a 
significantly lower method detection limit. 
Take two aliquots of the sample to be used to 
calculate the method detection limit and 
process each through the entire method, 
including blank measurements as described 
above in 4a. Evaluate these data: 

•(1) If these measurements indicate the 
sample is in desirable range for 
determination of the MDL. take five 
additional aliquots and proceed. Use all 
seven measurements for calculation of the 
MDL. 

(2) If these measurements indicate the 
sample is not in correct range, reestimate the 
MDL, obtain new sample as in 3 and repeat 
either 4a or 4b. 

5. Calculate the variance (S’) and standard 
deviation (S) of the replicate measurements, 
as follows: 



S . ($2)1/2 


where: 

X4:1^1 to n, = are the analytical results in 
the final method reporting units obtained 
from the n sample aliquots and 2 refers 
to the sum of the X values from i=l to n. 

6. (a) Compute the MDL as follows: 

MDL = t(a l,l o - o.»«) (S) 


where: 

MDL the method detection limit 

ha i.i a - .»») = the students’ t value 
appropriate for a 99% confidence level 
and a standard deviation estimate with 
n-1 degrees of freedom. See Table. 

S = standard deviation of the replicate 
analyses. 

(b) The 95% confidence interval estimates 
for the MDL derived in Ba are computed 
according to the following equations derived 
from percentiles of the chi square over 
degrees of freedom distribution (x*/df). 

LCL = 0.64 MDL 

UCL = 2.20 MDL 

where: LCL and UCL are the lower and 
upper 95% confidence limits respectively 
based on seven aliquots. 

7. Optional iterative procedure to verify the 
reasonableness of the estimate of the MDL 
and subsequent MDL determinations. 

(a) If this is the initial attempt to compute 
MDL based on the estimate of MDL 
formulated in Step 1, lake the MDL as 
calculated in Step 6. spike in the matrix at the 
calculated MDL and proceed through the 
procedure starting with Step 4. 

(b) If this is the second or later iteration of 
the MDL calculation, use S* from the current 
MDL calculation and S* from the previous 
MDL calculation to compute the F-ratio. The 
F-ratio is calculated by substituting the larger 
S* into the numerator SN and the others into 
the denominator SV The computed F-ratio is 
then compared with the F-ratio found in the 
table which is 3.05 as follows: if S\/ 
S‘b<3.05, then compute the pooled standard 
deviation by the following equation: 



5S*A-f6S»» 

12 


Va 


if S*a/S^b> 3.05, respike at the most recent 
calculated 

MDL and process the samples through the 
procedure starting with Step 4. If the most 
recent calculated MDL does not permit 
qualitative identification when samples are 
spiked at that level, report the MDL as a 
concentration between the current and 
previous MDL which permits qualitative 
identification. 

fc) Use the Sp^oud a* calculated in 7b to 
compute the final MDL according to the 
following equation: 
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MDL= 2.681 (Spoou.,) 
where 2.681 is equal to I,,. , 

(d) The 95% confidence limits for MDL 
derived in 7c are computed according to the 
following equations derived from precentiles 
of the chi squared over degrees of freedom 
distribution. 

LCL=0.72 MDL 
UCL=1.65 MDL 

where LCL and UCL are the lower and upper 
95% confidence limits respectively based on 
14 aliquots. 


Tables of Students’ t Values at the 99 
Percent Confidence Level 


Numbar of replk:aios 

Degrees 

of 

freedom 

(n-1) 

1<n S «9« 


6 

3.143 

sT * 

7 

2.996 

a. , . ,, 

8 

2 896 


9 

2.821 


10 

2.764 

_ 

16 ... 

10 

2602 

7A ____ 

20 

2.526 

2.485 

26.. , 

25 


30 

2.457 

61 ...................................... 

60 

2.390 

00 

00 

2.326 



Reporting 

The analytical method used must be 
specifically identified by number or title and 
the MDL for each analyte expressed in the 
appropriate method reporting units. If the 
analytical method permits options which 
affect the method detection limit, these 
conditions must be specified with the MDL 
value. Ihe sample matrix used to determine 
the MDL must also be identified with MDL 
value. Report the mean analyte level with the 
MDL and indicate if the MDL procedure was 
iterated. If a laboratory standard or a sample 
that contained a known amount analyte was 
used for this determination, also report the 
mean recovery. 

If the level of analyte in the sample was 
below the determined MDL or does not 
exceed 10 times the MDL of the analyte in 
reagent water, do not report a value for the 
MDL 

Appendix C lo Part 136—Inductively 
Coupled Plasma—Atomic Emission 
Spectrometric Method for Trace Element 
Analysis of Water and Wastes Method 

200.7 

1. Scope and Application 

1.1 This method may be used for the 
determination of dissolved, suspended, or 
total elements in drinking water, surface 
water, and domestic and industrial 
wastewaters. 

1.2 Dissolved elements are determined in 
filtered and acidified samples. Appropriate 
steps must be taken in all analyses to ensure 
that potential interferences are taken into 
account. This is especially true when 
dissolved solids exceed 1500 mg/L. (See 
section 5.) 

1.3 Total elements are determined after 
appropriate digestion procedures are 
performed. Since digestion techniques 
increase the dissolved solids content of the 


samples, appropriate steps must be taken to 
correct for potential interference effects. (See 
section 5.) 

1.4 Table 1 lists elements for which this 
method applies along with recommended 
wavelengths and typical estimated 
instrumental detection limits using 
conventional pneumatic nebulization. Actual 
working detection limits are sample 
dependent and as the sample matrix varies, 
these concentrations may also vary. In time, 
other elements may be added as more 
information becomes available and as 
required. 

1.5 Because of the differences between 
various makes and models of satisfactory 
instruments, no detailed instrumental 
operating instructions can be provided. 
Instead, the analyst is referred to the 
instruction provided by the manufacturer of 
the particular instrument. 

2, Summary' of Method 

2.1 The method describes a technique for 
the simultaneous or sequential multielement 
determination of trace elements in solution. 
The basis of the method is the measurement 
of atomic emission by an optical 
spectroscopic technique. Samples are 
nebulized and the aerosol that is produced is 
transported to the plasma torch where 
excitation occurs. Characteristic atomic-line 
emission spectra are produced by a radio¬ 
frequency inductively coupled plasma (ICP). 
The spectra are dispersed by a grating 
spectrometer and the intensities of the lines 
are monitored by photomultiplier tubes. The 
photocurrents from the photomultiplier tubes 
are processed and controlled by a computer 
system. A background correction technique is 
required lo compensate for variable 
background contribution to the determination 
of trace elements. Background must be 
measured adjacent to analyte lines on 
samples during analysis, llie position 
selected for the background intensity 
measurement, on either or both sides of the 
analytical line, will be determined by the 
complexity of the spectrum adjacent to the 
analyte line. The position used must be free 
of spectral interference and reflect the same 
change in background intensity os occurs at 
the analyte wavelength measured. 
Background correction is not required in 
cases of line broadening where a backgn^und 
correction measurement would actually 
degrade the analytical result The possibility 
of additional interferences named in 5.1 (and 
tests for their presence as described in 5.2) 
should also be recognized and appropriate 
corrections made. 

3. Definitions 

3.1 Dissolved —^Those elements which 
will pass through a 0.45 >im membrane filter. 

3.2 5uspe/7(?e</—Those elements which 
are retained by a 0.45 pm membrane filter. 

3.3 7<7/a/—The concentration determined 
on an unfiltered sample following vigorous 
digestion (Section 9.3), or the sum of the 
dissolved plus suspended concentrations. 
(Section 9.1 plus 9.2). 

3.4 Total recoverable —^'Lhe concentration 
determined on an unfiltered sample following 
treatment with hot. dilute mineral acid 
(Section 9.4). 


3.5 Instrumental detection //m//—The 
concentration equivalent to a signal, due to 
the analyte, which is equal to three times the 
standard deviation of a series of ten replicate 
measurements of a reagent blank signal at 
the same wavelength. 

3.0 5e/7Si7yV/7y—The slope of the 
analytical curve, i.e. functional relationship 
between emission intensity and 
concentration. 

3.7 Instrument check standard—A 
multielement standard of known 
concentrations prepared by the analyst to 
monitor and verify instrument performance 
on a daily basis. (See 7.6.1) 

3.8 Interference check sample —A 
solution containing both interfering and 
analyte elements of known concentration 
that can be used to verify background and 
interelement correction factors. (See 7.6.2.) 

3.9 Quality control sample —^A solution 
obtained from an outside source having 
known, concentration values to be used to 
verify the calibration standards. (See 7.6.3) 

3.10 Calibration standards —A series of 
known standard solutions used by the 
analyst for calibration of the instrument (i.e., 
preparation of the analytical curve). (See 7.4) 

3.11 Linear dynamic range —The 
concentration range over which the 
analytical curve remains linear. 

3.12 Reagent blank —A volume of 
deionized, distilled water containing the 
same acid matrix as the calibration standards 
carried through the entire analytical scheme. 
(See 7.5.2) 

3.13 Calibration blank —^A volume of 
deionized, distilled water acidified with 
HNOs and HCl. (See 7.5.1) 

3.14 Method of siondard addition —The 
standard addition technique involves the use 
of the unknown and the unknown plus a 
known amount of standard. (See 10.6.1.) 

4. Safety 

4.1 The toxicity of carcinogenicity of each 

reagent used in this method has not been 
precisely defined; however, each chemical 
compound should be treated as a potential 
health hazard. From this viewpoint, exposure 
to these chemicals must be reduced to the 
lowest possible level by whatever means 
available. The laboratory is repsonsible for 
maintaining a current awareness file of 
OSHA regulations regarding the safe 
handling of the chemicals specified in this 
method. A reference file of material data 
handling sheets should also be made 
available to all personnel involved in the 
chemical analysis. Additional references lo 
laboratory safety are available and have 
been identified for the 

information of the analyst. 

5. Interferences 

5.1 Several types of interference effects 
may contribute to inaccuracies in the 
determination of trace elements. They can be 
summarized as follows: 

5.1.1 Spectral interfet mces can be 
categorized as (1) overlap of a spectral line 
from another element; (2) unresolved overlap 
of molecular band spectra; (3) background 
contribution from continuous or 
recombination phenomena; and (4) 
background contribution from stray light from 
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the line emission of high concentration 
elements. The first of Siese effects can be 
compensated by utilizing a computer 
correction of the raw data, requiring the 
monitoring and measurement of the 
interfering element. The second effect may 
require selection of an alternate wavelength. 
The third and fourth effects can usually be 
compensated by a background correction 
adjacent to the analyte line. In addition, users 
of simultaneous multi-element 
instrumentation must assume the 
responsibility of verifying the absence of 
spectral interferenece from an element that 
could occur in a sample but for which there is 
no channel in the instrument array. Listed in 
Table 2 are some interference effects for the 
recommended wavelengths given in Table 1. 
The data in Table 2 are intended for use only 
as a rudimentary guide for the indication of 
potential spectral interferences. For this 
purpose, linear relations between 
concentration and intensity for the analytes 
and the interferents can be assumed. The 
Interference infonnation, which was 
collected at the Ames Laboratory, * is 
expressed as analyte concentration 
equivalents (i.e. false analyte concentrations) 
arising from 100 mg/L of the interferent 
element. The suggested use of this 
information is as follows: Assume that 
arsenic (at 193.696 nm) is to be determined in 
a sample containing approximately 10 mg/L 
of aluminum. According to Table 2.100 mg/L 
of aluminum would yield a false signal for 
arsenic equivalent to approximately 1.3 mg/L 
Therefore. 10 mg/L of aluminum would result 
in a false signal for arsenic equivalent to 
approximately 0.13 mg/L. The reader is 
cautioned that other analytical systems may 
exhibit somewhat different levels of 
interference than those shown in Table 2, and 
that the interference effects must be 
evaluated for each individual system. 

Only those interferents listed were 
investigated and the blank spaces in Table 2 
indicate that measurable interferences were 
not observed for the interferent 
concentrations listed in Table 3. Generally, 
interferences were discernible if they 
produced peaks or background shifts 
corresponding to 2-5% of the peaks generated 
by the analyte concentrations also listed in 
Table 3. 

At present, information on the listed silver 
and potassium wavelengths are not available 
but it has been reported that second order 
energy from the magnesium 383.231 nm 
wavelength interferes with the listed 
potassium line at 766.491 nm. 

5.1.2 Physical interferences are generally 
considered to be effects associated with the 
sample nebulization and transport processes. 
Such properties as change in viscosity and 
surface tension can cause significant 
inaccuracies especially in samples which 
may contain high dissolved solids and/or 
acid concentrations. The use of a peristaltic 
pump may lessen these interferences. If these 
types of interferences are operative, they 
must be reduced by dilution of the sample 
and/or utilization of standard addition 
techniques. Another problem which can 


* Ames Laboratory. USDOE. Iowa State 
University. Ames Iowa 50011. 


occur from high dissolved solids is salt 
buildup at the tip of the nebulizer. This 
affects aersol flow rate causing instrumental 
drift. Wetting the argon prior to nebulization. 
the use of a tip washer, or sample dilution 
have been us^ to control this problem. Also, 
it has been reported that better control of the 
argon flow rate improves instrument 
performance. This is accomplished with the 
use of mass flow controllers. 

5.1.3 Chemical Interferences Sire 
characterized by molecular compound 
formation, ionization effects and solute 
vaporization effects. Normally these effects 
are not pronounced with the ICP technique, 
however, if observed they can be minimized 
by careful selection of operating conditions 
(that is. incident power, observation position, 
and so forth), by buffering of the sample, by 
matrix matching, and by standard addition 
procedures. These types of interferences can 
be highly dependent on matrix type and the 
specific analyte element. 

5.2 It is recommended that whenever a 
new or unusual sample matrix is 
encountered, a series of tests be performed 
prior to reporting concentration data for 
analyte elements. These tests, as outlined in 

5.2.1 through 5.2.4, will ensure the analyst 
that neither positive nor negative interference 
effects are operative on any of the analyte 
elements thereby distorting the accuracy of 
the reported values. 

5.2.1 Serial dilution —If the analyte 
concentration is sufficiently high (minimally a 
factor of 10 above the instrumental detection 
limit after dilution), an analysis of a dilution 
should agree within 5 percent of the original 
determination (or within some acceptable 
control limit (14.3) that has been established 
for that matrix.). If not, a chemical or physical 
interference effect should be suspected. 

5.2.2 Spike addition — The recovery of a 
spike addition added at a minimum level of 
lOX the instrumental detection limit 
(maximum lOOX) to the original 
determination should be recovered to within 
90 to 110 percent or within the established 
control limit for that matrix. If not. a matrix 
effect should be suspected. The use of a 
standard addition analysis procedure can 
usually compensate for this effect. 

Caution: The standard addition technique 
does not detect coincident spectral overlap. If 
suspected, use of computerized 
compensation, an alternate wavelength, or 
comparison with an alternate method is 
recommended (See 5.2.3). 

5.2.3 Comparison with alternate method 
of analysis —When investigating a new 
sample matrix, comparison tests may be 
performed with other analytical techniques 
such as atomic absorption spectrometry, or 
other approved methodology. 

5.2.4 Wavelength scanning of analyte line 
region —If the appropriate equipment is 
available, wavelength scanning can be 
performed to detect potential spectral 
interferences. 

6. Apparatus 

6.1 Inductively Coupled Plasma-Atomic 
Emission Spectrometer. 

6 .1.1 Computer controlled atomic 
emission spectrometer with background 
correction. 


6.1.2 Radiofrequency generator. 

6.1.3 Argon gas supply, welding grade or 
better. 

6l2 Operating conditions—Because of the 
differences between various makes and 
models of satisfactory instruments, no 
detailed operating instructions can be 
provided. Instead, the analyst should follow 
the instructions provided by the manufacturer 
of the particular instrument. Sensitivity, 
instrumental detection limit, precision, linear 
dynamic range, and interference effects must 
be investigated and established for each 
individual analyte line on that particular 
instrument. It is the responsibility of the 
analyst to verify that the instrument 
configuration and operating conditions used 
satisfy the analytical requirements and to 
maintain quality control data confirming 
instrument performance and analytical 
results. 

7. Reagents and Standards 

7.1 Acids used in the preparation of 
standards and for sample processing must be 
ultra-high purity grade or equivalent. 
Redistilled acids are acceptable. 

7.1.1 Acetic acid, cone, (sp gr 1.06). 

7.1.2 Hydrochloric acid, cone, (sp gr 1.19). 

7.1.3 Hydrochloric acid, (1 -h 1): Add 500 
mL cone. HCl (sp gr 1.19) to 400 mL deionized, 
distilled water and dilute to 1 liter. 

7.1.4 Nitric acid, cone, (sp gr 1.41). 

7.1.5 Nitric acid, (1 + 1): Add 500 mL cone. 
HNCb (sp gr 1.41) to 400 mL deionized, 
distilled water and dilute to 1 liter. 

7.2 Deionized, distilled water Prepare by 
passing distilled water through a mixed bed 
of cation and anion exchange resins. Use 
deionized, distilled water for the preparation 
of all reagents, calibration standards and as 
dilution water. The purity of this water must 
be equivalent to AS'fM Type II reagent water 
of Specification D 1193 (14.8). 

7.3 Standard stock solutions may be 
purchased or prepared from ultra high purity 
grade chemicals or metals. All salts must be 
dried for 1 h at 105 *C unless otherwise 
specified. 

(CAUTION: Many metal salts are 
extremely toxic and may be fatal if 
swallowed. Wash hands thoroughly after 
handling.) 

Typical stock solution preparation 
procedures follow: 

7.3.1 Aluminum solution, stock, 1 mL=pg 
Al: Dissolve 0.100 g of aluminum metal in an 
acid mixture of 4 mL of (1+1) HCl and 1 mL 
of cone. HNOj in a beaker. Warm gently to 
effect solution. When solution is complete, 
transfer quantitatively to a liter flask add an 
additional 10 mL of (1 + 1) HCl and dilute to 
1,000 mL with deionized, distilled water. 

7.3.2 Antimony solution stock, 1 mL=100 
pg Sb: Dissolve 0.2669 g K(Sb0)C4H40« in 
deionized distilled water, add 10 mL (1+1) 
HCl and dilute to 1,000 mL with deionized, 
distilled water. 

7.3.3 Arsenic solution, stock, 1 mL=100 
pg As: Dissolve 0.1320 g of AsaQs in 100 mL of 
deionized, distilled water containing 0.4 g 
NaOH. Acidify the solution with 2 mL cone. 
HNOs and dilute to 1,000 mL with deionized, 
distilled water. 
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7.3.4 Barium solution^ stock. 1 inL=100 fig 
Ba: Dissolve 0.1516 g BaCU (dried at 250 *C 
for 2 hrs) in 10 mL deionized, distilled water 
with 1 mL (1-hl) Ha. Add 10.0 mL (1-M) HCl 
and dilute to 1,000 with mL deiontz^, 
distilled water. 

7.3.5 Beryilium solution, stock, 1 raL=100 
U-g Be: Do not dry. Dissolve 1.966 g 
BeS044HiOv in deionized, distilled water, 
add 10.0 mL cone. HNOa and dilute to 1.000 
mL with deionized, distilled water. 

7.3.6 Boron solution, stock. 1 mL=100 fig 
B: Do not dry. Dissolve 0.5716 g anhydrous 
HsBOs iadeionized, distilled water and dilute 
to 1,000 mL Use a reagent meeting ACS 
specifications, keep the bottle tightly 
stoppered and store in a desiccator to 
prevent the entrance of atmospheric 
moisture. 

7.3.7 Cadmium solution, stock, 1 mL=100 
fig Cd: CKssolve 0.1142 g CdO in a minimum 
amount of (1-i-l) HNOj. Heat to increase rate 
of dissolution. Add 10.0 mL cone. HNOs and 
dilute to 1,000 mL with deionized, distilled 
water. 

7.3.8 Calcium solution, stock, 1 mL=100 
fig Ca: Suspend 0.2498 g CaCOs dried at 180 
•C for 1 h before weighing in deionized, 
distilled water and dissolve cautiously with a 
minimum amount of (1-t-l) HNQs. Add 10.0 
mL cone. HNOs and dilute to 1.000 mL with 
deionized, distilled water. 

7.3.9 Chromium solution, stock, 1 mL=100 
fig Cr: Dissolve 0.1923 g of CrOs in deionized, 
distilled water. When solution is complete, 
acidify with 10 mL cone. HNOs and dilute to 
1,000 mL with deionized, distilled water. 

7.3.10 Cobalt solution, stock, 1 mL=100 
fig Co: Dissolve 0.1000 g of cobalt metal in a 
minimum amount of (14-1) HNOs. Add 10.0 
mL (1 +1) HCl and dilute to 1,000 mL with 
deionized, distilled water. 

7.3.11 Copper solution, stock. 1 mL=100 
fig Cu: Dissolve 0.1252 g CuO in a minimum 
amount of (14-1) HNOs. Add 10.0 mL cone. 
HNOs and dilute to 1,000 mL with deionized, 
distilled water. 

7.3.12 Iron solution, stock. 1 mL=:100 fig 
Ft: Dissolve 0.1430 g Fe»Os in a warm mixture 
of 20 mL (1+1) HCl and 2 mL of cone. HNOs. 
Cool add an additional 5 mL of cone. HNOs 
and dilute to 1,000 mL with deionized, 
distilled water. 

7.3.13 Lead solution, slock, 1 mL=100 fig 
Pb: Dissolve 0.1599 g PbiNOsjs in a minimum 
amount of (1+1) HNOs. Add 10.0 mL cone. 
HNOs and dilute to 1,000 mL with deionized, 
distilled water. 

7.3.14 Magnesium solution, stock, 1 
mL=100 fig Mg: Dissolve 0.1658 g MgO in a 
minimum amount of (1+1) HNOs. AddlOJ) 
mL cone. HNOs and dilute to 1,000 mL with 
deionized, distilled water. 

7.3.15 Manganese solution, stock, 1 
mL=100 fig Mn: Dissolve 0.1000 g of 
manganese metal in the acid mixture 10 mL 
cone. HCl and 1 mL cone. HNOs. and dilute to 
1,000 mL with deionized, distilled water. 

73.18 Molybdenum, solution, stock. 1 
mL=100 fig Mo: Dissolve 0.2043 g 
(NH 4 ) 2 Mo 04 in deionized, distilled water and 
dilute to 1,000 mL. 

7.3.17 Nickel solution, stock. 1 mL=100 
fig Ni: Dissolve 0.1000 g of nickel metal in 10 
mL hot cone. HNOs, cool and dilute to 1.000 
mL with deionized, distilled water. 


7.3.18 Potassium solution, stock, 1 
mL=100 fig PC: DisBolve 0.1907 g KCl, dried at 
110 *C, in deionized, distilled water and 
dilute to 1,000 mL. 

7.3.19 Selenium solution, stock, 1 mL=100 
fig Se: Do not dry. Dissolve 0.1727 g HaSeOs 
(actual assay 94.6%) in deionized, distilled 
water and dilute to 1,000 mL. 

7.3.20 Silica salutfon. stock. 1 mL=100 fig 
SiOj: Do not dry. Dissolve 0.4730 g NaiSiOs 
•OHjO in deionized, distilled water. Add 10.0 
mL cone. HNOs and dilute to 1,000 mL with 
deionized, distilled water. 

7.3.21 Silver solution, stock, 1 mL=100 fig 
Ag: Dissolve 0.1575 g AgNOs in 100 mL of 
deionized, distilled water and 10 mL cone. 
HNOs. Dilute to 1,000 mL with deionized, 
distilled water. 

7.3.22 Sodium solution, stock, 1 mL=100 
fig Na: Dissolve 0.2542 g NaCl in deionized, 
distiUed water. Add 10.0 mL cone. HNOs and 
dilute to 1,000 mL with deionized, distilled 
water. 

7.333 Thallium solution, stock, 1 mL=100 
fig Tl: Dissolve 0.1303 g TlNQs in deionized, 
distilled water. Add 10.0 mL cone. HNOs and 
dilute to 1,000 mL with deionized, distilled 
water. 

7.3.24 Vanadium solution, stock, 1 
mL =100 fig V: Dissolve 0.2297 NH 4 VOS in a 
minimum amount of cone. HNOs. Heat to 
increase rate of dissolution. Add 10.0 mL 
cone. HNOs and dilute to 1,000 mL with 
deionized, distilled water. 

7.3.25 Zinc solution, stock, 1 mL=100 fig 
Zn: Dissolve 0.1245 g ZnO in a minimum 
amount of dilute HNOs. Add 10.0 mL cone. 
HNOs and dilute to 1,000 mL deionized, 
distilled water. 

7.4 Mixed calibration standard 
solutions —Prepare mixed calibration 
standard solutions by combining appropriate 
volumes of the stock solutions in volumetric 
flasks. (See 7.4.1 thru 7.4.5) Add 2 mL of 
(1 + 1) HNOs and 10 mL of (1 +1) HCl and 
dilute to 100 mL with deionized, distilled 
water. (See Notes 1 and 6.) Prior to preparing 
the mixed standards, each stock solution 
should be analyzed separately to determine 
possible spectral interference or the presence 
of impurities. Care should be taken when 
preparing the mixed standards that the 
elements are compatible and stable. Transfer 
the mixed standard solutions to a FEP 
fluorocarbon or unused polyethylene bottle 
for storage. Fresh mixed standards should be 
prepared as needed with the realization that 
concentration can change on aging. 
Calibration standards must be initially 
verified using a quality control sample and 
monitored weekly for stability (See 7.6.3). 
Although not specifically required, some 
typical calibration standard combinations 
follow when using those specific wavelengths 
listed in Table 1. 

7.4.1 Mixed standard solution I — 
Manganese, beryllium, cadmium, lead, and 
zinc. 

7.4.2 Mixed standard solution II —Barium, 
copper, iron, vanadium, and cobalt. 

7.4.3 Mixed standard solution III — 
Molybdenum, silica, arsenic, and selenium. 

7.4.4 Mixed standard solution IV— 
Calcium, sodium, potassium, aluminum, 
chromium and nickel. 


7.4.5 Mixed standard solution V— 
Antimony, boron, magnesium, silver, and 
thallium. 

Note 1.—If the addition of silver to the 
recommended acid combination results in an 
initial precipitation, add 15 mL of deionized 
distilled water and warm the flask until the 
soluthm clears. Cool and dilute to 100 mL 
with deionized, distiUed water. For this acid 
combination the silver concentration should 
be limited to 2 mg/L. Silver under these 
conditions is stable in a tap water matrix for 
30 days. Higher concentrations of silver 
require additional HCL 

7.5 Two types of blanks are required for 
the analysis, llie calibration blank (3.13) is 
used in establishing the analytical curve 
while the reagent blank (3.12) is used to 
correct for possible contamination resulting 
from varying amounts of the acids used in the 
sample processing. 

7.5.1 The calibration blank is prepared by 
diluting 2 mL of (1 +1) HNOs and 10 mL of 

(1 +1) HCl to 100 mL with deionized, distilled 
water. (See Note 6.) Prepare a sufficient 
quantity to be used to flush the system 
between standards and samples. 

7.5.2 The reagent blank must contain all 
the reagents and in the same volumes as used 
in the processing of the samples. The reagent 
blank must be carried through the complete 
procedure and contain the same acid 
concentration in the final solution as the 
sample solution used for analysis. 

7.6 In addition to the calibration 
standards, an instrument check standard 
(3.7), an interference check sample (3.8) and a 
quality control sample (3.9) are also required 
for the analyses. 

7.6.1 The instrument check standard is 
prepared by the analyst by combining 
compatible elements at a concentration 
equivalent to the midpoint of their respective 
calibration curves. (See 12.1.1.) 

7.6.2 The interference check sample is 
prepared by the analyst in the following 
manner. Select a representative sample 
which contains minimal concentrations of the 
analytes of interest but known concentration 
of interfering elements that will provide an 
adequate test of the correction factors. Spike 
the sample with the elements of interest at 
the approximate concentration of either 100 
figlL or 5 times the estimated detection limits 
given in Table 1. (For effluent samples of 
expected high concentrations, spike at an 
appropriate level.) If the type of samples 
analyzed are varied, a synthetically prepared 
sample may be used if the above criteria and 
intent are met. A limited supply of a synthetic 
interference check sample will be available 
from the Quality Assurance Branch of EMSL- 
Cincinnati. (See 12.1.2). 

7.6.3 The quality control sample should 
be prepared in the same acid matrix as the 
calibration standards at a concentratiim near 
1 mg/L and in accordance with the 
instructions provided by the supplier. The 
Quality Assurance Branch of EMSL* 
Cincinnati will either supply a quality control 
sample or information where one of equal 
quality can be procured. (See 12.1.3.) 
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8. Sample Handling end Preservation 

8.1 For the determination of trace 
elements, contamination end loss are of 
prime concern. Dust in the laboratoi^ 
environment, Impurities in reagents and 
impurities on laboratory apparatus which the 
sample contacts are all sources of potential 
contamination. Sample containers can 
introduce either positive or negative errors in 
the measurement of trace elements by (a) 
contributing contaminants through leaching 
or surface desorption and (b) by depleting 
concentrations through adsorption. Thus the 
collection and treatment of the sample prior 
to analysis requires particular attention. 
Laboratory glassware including the sample 
bottle (whether polyethylene, polyproplyene 
or FEP-fluorocarbon) should be thoroughly 
washed with detergent and tap water, rinsed 
with (1 + 1 ) nitric acid, tap water, (1 + 1 ) 
hydrochloric acid, tap and finally deionized, 
distilled water in that order (See Notes 2 and 
3). 

Note 2 .—Chromic acid may be useful to 
remove organic deposits from glassware: 
however, the analyst should be cautioned 
that the glassware must be thoroughly rinsed 
with water to remove the last traces of 
chromium. This is especially important if 
chromium is to be included in the analytical 
scheme. A commercial product, 
NOCHROMIX. available from Godax 
Laboratories, 6 Varick St.. New York, NY 
10013, may be used in place of chromic acid. 
Chromic acid should not be used with plastic 
bottles. 

Note 3.—If it cen be documented through 
an active analytical quality control program 
using spiked samples and reagent blanks, 
that certain steps in the cleaning procedure 
are not required for routine samples, those 
steps may be eliminated from the procedure. 

8.2 Before collection of the sample a 
decision must be made as to the t>'pe of data 
desired, that is dissolved, suspended or total, 
so that the appropriate preservation and 
pretreatment steps may be accomplished. 
Filtration, acid preservation, etc., are to be 
performed at the time the sample is collected 
or as soon as possible thereafter. 

8 . 2.1 For the determination of dissolved 
elements the sample must be filtered through 
a 0.45-^m membrane Filter as soon as 
practical after collection. (Glass or plastic 
filtering apparatus are recommended to avoid 
possible contamination.) Use the first 50-100 
mL to rinse the filter flask. Discard this 
portion and collect the required volume of 
filtrate. Acidify the filtrate with ( 1 + 1 ) HNOs 
to a pH of 2 or less. Normally. 3 mL of (1 + 1) 
acid per liter should be sufficient to preserve 
the sample. 

8 . 2.2 For the determination of suspended 
elements a measured volume of unpreserved 
sample must be filtered through a 0.45-fLm 
membrane filter as soon as practical after 
collection. The filter plus suspended material 
should be transferred to a suitable container 
for storage and/or shipment. No preservative 
is required. 

8.2.3 For the determination of total or 
total recoverable elements, the sample is 
acidified with (1+1) HNQs to pH 2 or less as 
soon as possible, preferably at the time of 
collection. The sample is not filtered before 
processing. 


9. Sample Preparation 

9.1 For the determinations of dissolved 
elements, the filtered, preserved sample may 
often be analyzed as received. The acid 
matrix and concentration of the samples and 
calibration standards must be the same. (See 
Note 6 .) If a precipitate formed upon 
acidification of the sample or during transit 
or storage, it must be redissolved before the 
analysis by adding additional acid and/or by 
heat as described in 9.3. 

9.2 For the determination of suspended 
elements, transfer the membrane filter 
containing the insoluble material tc a 150-mL 
Griffin beaker and add 4 mL cone. HNOs. 
Cover the beaker with a watch glass and heat 
gently. The warm acid will soon dissolve the 
membrane. Increase the temperature of the 
hot plate and digest the material. When the 
acid has nearly evaporated, cool the beaker 
and watch glass and add another 3 mL of 
cone. HNOs. Cover and continue heating until 
the digestion is complete, generally indicated 
by a light colored digestate. Evaporate to 
near dryness (2 ml,), cool, and 10 mL I ICl 

(1 + 1 ) and 15 mL deionized, distilled water 
per 100 mL dilution and warm the beaker 
gently for 15 min. to dissolve any precipitated 
or residue material. Allow to cool, wash 
down the watch glass and beaker walls with 
deionized distilled water and filter the 
sample to remove insoluble material that 
could clog the nebulizer. (See Note 4.) Adjust 
the volume based on the expected 
concentrations of elements present. This 
volume will vary depending on the elements 
to be determined (See Note 6 ). The sample is 
now ready for analysis. Concentrations so 
determined shall be reported as “suspended." 

Note 4.— In place of filtering, the sample 
after diluting and mixing may be centrifuged 
or allowed to settle by gravity overnight to 
remove insoluble material. 

9.3 For the determination of total 
elements, choose a measured volume of the 
well mixed acid preserved sample 
appropriate for the expected level of 
elements and transfer to a Griffin beaker. 

(See Note 5.) Add 3 mL of cone. HNOs. Place 
the beaker on a hot plate and evaporate to 
near dryness cautiously, making certain that 
the sample does not boil and that no area of 
the bottom of the beaker is allowed to go dry. 
Cool the beaker and add another 5 mL 
portion of cone. HNO 3 . Cover the beaker with 
a watch glass and return to the hot plate. 
Increase the temperature of the hot plate so 
that a gently reflux action occurs. Continue 
heating, adding additional acid as necessary, 
until the digestion Is complete (generally 
indicated when the digestate is light in color 
or does not change in appearance with 
continued refluxing.) Again, evaporate to 
near dryness and cool the beaker. Add 10 mL 
of 1+1 HCl and 15 mL of deionized, distilled 
water per 100 mL of final solution and warm 
the beaker gently for 15 min. to dissolve any 
precipitate or residue resulting from 
evaporation. Allow to cool, wash down the 
beaker walls and watch glass vrith deionized 
distilled water and filter the sample to 
remove insoluble material that could clog the 
nebulizer. (See Note 4.) Adjust the sample to 
a predetermined volume based on the 
expected concentrations of elements present. 


The sample is now ready for analysis (Sec 
Note 6 ). Concentrations so determined shall 
be reported as "total." 

Note 5.—If low determinations of boron are 
critical, quartz glassware should be used. 

Note 6 .—If the sample analysis solution 
has a different acid concentration from that 
given in 9.4, but does not introduce a physical 
interference or affect the analytical result, the 
same calibration standards may be used. 

9.4 For the determination of total 
recoverable elements, choose a measured 
volume of a well mixed, acid preserved 
sample appropriate for the expected level of 
elements and transfer to a Griffin beaker. 

(See Note 5.) Add 2 mL of (1 + 1 ) HNO 3 and 10 
mL of (1 + 1) HCl to the sample and heat on a 
steam bath or hot plate until the volume has 
been reduced to near 25 mL making certain 
the sample does not boil. After this treatment, 
cool the sample and filter to remove insoluble 
material that could clog the nebulizer. (See 
Note 4.) Adjust the volume to 100 mL and 
mix. The sample is now ready for analysis. 
Concentrations so determined shall be 
reported as "total." 

10. Procedure 

10.1 Set up instrument with proper 
operating parameters established in Section 
6 . 2 . The instrument must be allowed to 
become thermally stable before beginning. 
This usually requires at least 30 min. of 
operation prior to calibration. 

10.2 Initiate appropriate operating 
configuration of computer. 

10.3 Profile and calibrate instrument 
according to instrument manufacturer's 
recommended procedures, using the typical 
mixed calibration standard solutions 
described in Section 7.4. Flush the system 
with the calibration blank (7.5.1) between 
each standard. (See Note 7.) (The use of tlie 
average intensity of multiple exposuiea for 
both standardization and sample analysis 
has been found to reduce random error.) 

Note 7.—For boron concentrations greater 
than 500 ^g/L extended Hush limes of 1 to 2 
minutes may be required. 

10.4 Before beginning the sample run, 
reanalyze the highest mixed calibration 
standard as if it were a sample. 

Concentration values obtained should not 
deviate from the actual values by more than 
+ 5 percent (or the established control limits 
whichever is lower). If they do, follow the 
recommendations of the instrument 
manufacturer to correct for this condition. 

10.5 Begin the sample run flushing the 
system with the calibration blank solution 
(7.5.1) between each sample. (See Note 7.) 
Analyze the instrument chock standard (7.6.1) 
and the calibration blank (7.5.1) each 10 
samples. 

10.6 If it has been found that methods of 
standard addition are required, the following 
procedure is recommended. 

10 . 6.1 The standard addition technique 
(14.2) involves preparing new standards in 
the sample matrix by adding known amounts 
of standard to one or more aliquots of the 
processed sample solution. This technique 
compensates for a sample constitutent that 
enhances or depresses the analyte signal th: s 
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producing a different slope from that of the 
calibration standards. It will not correct for 
additive interference which causes a baseline 
shift The simplest version of this technique is 
the single-addition method. The procedure is 
aa follows. Two identical aliquots of the 
sample solution, each of volume V„ are 
taken. To the first (labeled A) is added a 
small volume V. of a standard analyte 
solution of concentration c^ To the second 
(labeled B) is added the same volume V. of 
the solvent. The analytical signals of A and B 
are measured and corrected for nonanalyte 
signals. The unknown sample concentration 
Cx is calculated: 


SbV,c. 

(Sa-SJ V. 

where Sa and Sb are the analytical signals 
[corrected for the blank) of solutions A and B. 
respectively. V. and c, should be chosen so 
that Sa is roughly twice Sb on the average. U 
is best if V. is made much less than V,. and 
thus c. is much greater than c,, to avoid 
excess dilution of the sample matrix. If a 
separation or concentration step is used, the 
additions are best made first and carried 
through the entire procedure. For the results 
from this technique to be valid, the following 
limitations must be taken into consideration: 

1. The analytical curve must be linear. 

2. The chemical form of the analyte added 
must respond the same as the analyte in the 
sample. 

3. The interference effect must be constant 
over the working range of concern. 

4. The signal must be corrected for any 
additive interference. 

lU Calculation 

11.1 Reagent blanks (7.5.2) should be 
subtracted from all samples. Tliis is 
particularly important for digested samples 
requiring large quantities of acids to complete 
the digestion. 

11.2 If dilutions were performed, the 
appropriate factor must be applied to sample 
values. 

11.3 Data should be rounded to the 
thousandth place and all results should be 
reported in mg/L up to three significant 
Hgpes. 

IZ Quality Control (Instrumental) 

12.1 Check the instrument standardization 
by analyzing appropriate quality control 
check standards as follow: 


12.1.1 Analyze and appropriate 
instrument check standard (7.6.1) containing 
the elements of interest at a frequency of 10%. 
This check standard is used to determine 
instrument drift If agreement is not within 
±5% of the expected values or within the 
established control limits, whichever is 
lower, the analysis is out of control. The 
analysis should be terminated, the problem 
corrected, and the instrument recalibrated. 

Analyze the calibration blank (7.5.1) at a 
frequency of 10%. The result should be within 
the established control limits of 2 standard 
deviations of the mean value. If not. repeat 
the analysis two more times and average the 
three results. If the average is not within the 
control limit, terminate the analysis, correct 
the problem and recalibrate the instrument. 

12.1.2 To verify interelement and 
background correction factors analyze the 
interference check sample (7.6.2) at the 
beginning, end, and at periodic intervals 
throughout the sample run. Results should fall 
within the established control limits of 1.5 
times the standard deviation of the mean 
value. If not, terminate the analysis, correct 
the problem and recalibrate the instrument. 

12.1.3 A quality control sample (7.6.3) 
obtained &om an outside source must first be 
used for the initial verification of the 
calibration standards. A fresh dilution of this 
sample shall be analyzed every week 
thereafter to monitor their stability. If the 
results are not within ±5% of the true value 
listed for the control sample, prepare a new 
calibration standard and recalibrate the 
instrument. If this does not correct the 
problem, prepare a new stock standard and a 
new calibration standard and repeat the 
calibration. 

13. Precision and Accuracy 

13.1 In an EPA round robin phase 1 study, 
even laboratories applied the ICP technique 
to acid-distilled water matrices that had been 
dosed with various metal concentrates. Table 
4 lists the true value, the mean reported value 
and the mean % relative standard deviation. 
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Table 1.—Recommended Wavelengths ’ 
AND Estimated Instrumental Detection Limits 


Element 

Wave- 

ler>gth. 

nm 

Estimated 

detection 

limit 

#ig/L* 

Aluminum____—.—........ 

308.215 

45 

Arsenic............ 

193.696 

53 

Antimony_ .... __—.. 

206.893 

32 

BAhum.. ... 

4S5.403 

2 

Beiyllum.. 

313.042 

0.3 

Boron...... 

249.773 

5 

Cadmium. 

226.502 

4 

Calcium... 

317.933 

10 

Chromium...... ......... 

267.716 

7 

. 

226.616 

7 

Copper...... ... .. 

324.754 

6 


259.940 

7 

1 aaH 

220.353 

42 

Magnesium................__ 

279.079 

30 

Mangariese 

257.610 

2 

MolytHferHfm .-. 

202.030 

8 

Mk^kAl . 

231.604 

15 

Potassium.. 

766.491 

» 

Seleolom. . - 

196.026 

75 

QiUr« (<un,) . 

288.158 

58 


328.068 

7 

Sodkim...-. 

586.995 

29 

ThMSiim ......... 

190.864 

40 

VanadMim ... 

292.402 

8 

TkK .-.- . 

213.656 

2 





wavelengths listed are recommended because o( 
their eensaivity and overaH acceptance. Other wavelengths 
may be substituted if they can provide the needed sensitivity 
and are treated with the same corrective techniquee for 
spectral mterferenoe. (See 5.1.1). 

*The estimated instrumental detection Rmits as shown are 
taken from ■’Indoctivefy Coupled Plasma-Atomic Emission 
Spectrosoopy-Prominent Lines." EPA-600/4-79-017. They 
are given as a guide fOr an instrumental limit The actual 
method detection limits are sample dependent and may vary 
as the sample matrix vahee. 

•Highly dependent on operating conditions and plasma 
position. 


Table 1.—Analyte Concentration Equivalents (mg/L) Arising From Interferents at the 100 mg/L Level 


Analyte 

Wave- 

length. 

nm 

lnterferer>t— 

A1 

Ca 

o 

Cu 

Fe 

Mg 

Mn 

Ml 

Tl 

V 


306.214 

206.833 







0.21 



1.4 

. . ... 

Aniimnny . 

0.47 


Z9 


0.06 




0.25 

0.45 

Aroenic...... .. ...Mil 1 . 1-11 . 

193.696 
455 403 

1.3 


0.44 







1.1 










^AryMiiim . .. 

313.042 










0.04 

0.05 


249.773 
226 502 

0.04 




0.32 







. 

r.^idmlum .i - i 




0.03 



0.02 



rjklrAim . 

317.933 



0.06 


0.01 

0.01 

0.04 


0.03 

0.03 


267.716 




0.003 


0.04 




0.04 

... 

228.616 



0.03 


0.005 



0.03 




_ 

Copper.....—---- 

324.754 


rtTiTrrttrtrrn- 


0.003 





0.05 

0.02 
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Table 1.— Analyte Concentration Equivalents (mg/L) Arising From Interferents at the 100 mg/L Level— Continued 


Analyte 

Wave- 

length, 

nm 

Interferent— 

A1 

Ca 

Cr 

Cu 

Fa 

Mg 

Mn 

Ni 

Ti 

V 

Iron... 

259.940 







0.12 




Lead.. 

220.353 

0.17 










Magneekim....... 

279.079 

0.02 

0.11 


0.13 


0.25 


0.07 

6.12 

Mangaoeea. 

257.610 

0.005 


0.01 


0.002 

0.002 





Molytxlenum. 

202.030 

0.05 



0.03 






Nickel. 

231.604 











Selenium. 

196.026 

023 




0.09 






SUicoo. 

266.158 



0.07 







aoi 

Sodium. 

588.995 









0.06 


Thallium.. 

190.664 

0.30 










Vanacium.. 

292.402 



0.05 


0.005 




0.02 


Zinc. 

213.656 




0.14 




0.29 
















Table 3. Interferent and Analyte Elemental Concentrations Used for Interference Measurements in Table 2 


Ar^lytae 

(mg/L) 


Interferents 

(mg/U 

A1.... 

10 


A1 

1.000 

1,000 

200 

AS. 

10 


Ca 


10 


Cf ^ 

Ba....... ..................... 

1 


Cu 

200 

Ba 

1 


Fe 

1,000 

1,000 

200 


1 


tig 

. . .. .............................. . . 

10 


1^.... .. ..... .... 

Co.,. 

1 


Ni 

200 

Cr......... 

1 


jl 

200 


1 


u 

• 200 

Fe........... ... 

1 



Mg 

1 




Mn 

1 




Mo . 

10 





10 




r' ! . 

10 




Ph" 

10 




Sh........ . 

10 





10 




. 

1 




T1. 

10 




V. 

1 




2n... . , . 

10 









Table 4.— ICP Precision and Accuracy Data 



(Doc. M.^aft£Ued 10-23-«4: 8:45 am) 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 136 
IFRL-263S-6] 

Guidelines Establishing Test 
Procedures for the Analysis of 
Pollutants 

agency; Environmental Protection 

Agency (EPA). 

action; Proposed regulation. 

summary; Elsewhere in this issue of the 
Federal Register, EPA has promulgated 
new test procedures under Clean Water 
Act (CWA) Section 304(h) for the 
analysis of many priority toxic organic 
and other pollutants, which are based 
upon gas chromatographic instrumental 
systems. This proposal would withdraw 
approval for outdated test procedures 
which had been approved for sixteen 
compounds, including chlorinated 
organic compounds, benzidine, and for 
fourteen pesticide compounds. EPA is 
also proposing to approve two methods 
(Methods 1624 and 1625) for new 
compounds. These methods were 
promulgated for other compounds 
elsewhere in today's Federal Register. 
date; Comments on this proposal must 
be submitted on or before January 10, 
1985. 

ADDRESS; Send comments to Dr. Robert 
B. Medz, "Proposed 304(h) Guidelines." 
Water and Waste Management 
Monitoring Research Division, Office of 
Research and Development (RD-680), 

401 M Street, SW.. Washington, D.C. 
20460. 

FOR FURTHER INFORMATION CONTACT: 

Dr. Robert B. Medz at the adifi-ess listed 
above, or call (202) 382-5788. The record 
for the rulemaking is available for 
review at Washington. D.C. 

SUPPLEMENTARY INFORMATION: 

1. Authority and Background 

This regulation is proposed under the 
authority of sections 301, 304(h) and 
501(a) of the Clean Water Act of 1977 
(CWA). 

It would amend 40 CFR Part 136 in 
two ways. First, it would withdraw 
approval of outmoded methods for the 
analysis of 30 chemical compounds. 
Second, it would expand the scope of 
two recently approved methods to 
include thirty-two additional compounds 
for which no approved methods now 
exist. 

Elsewhere in today's Federal Register. 
EPA has approved new test procedures 
for the analysis of 111 priority, toxic 
organic pollutants. The analytical test 
procedures are based on 12 gas 


chromatograph (GC) methods and 5 gas 
chromatograph/mass spectrometer (GC/ 
MS) methods. These test procedures 
differ from those previously approved 
by the EPA at 40 CFR Part 136. Their 
most important improvement is that they 
include detailed quality control 
requirements and specify control limits 
indicating inadequate performance. If an 
analyst's performance falls outside 
those control limits, his analytical 
system is considered to be out-of-control 
and data generated with the system is 
not reportable for regulatory purposes. 

EPA approved analytical methods for 
3 classes of organic pollutants on 
December 1,1976 (41 FR 25780). These 
classes included 30 compounds which 
were later included within the scope of 
the priority pollutants. The 1976 test 
procedures had neither detailed quality 
control requirements nor warning limits 
within their provisions. In complex 
industrial and municipal wastewater 
matricies, application of these 1976 test 
procedures results in data of poorly 
defined quality if the analyst fails to 
perform an adequate level of quality 
control. The procedures were updated in 
1978 but the underlying problems with 
quality control were not addressed. 
Therefore, for the 30 organic 
compounds, there is an inconsistency 
between the test procedures approved in 
1976 and the test procedures approved 
today. This proposal will withdraw 
approval for the test procedures as they 
apply to these 30 pollutants. In effect, 
the old GC procedures will be 
superseded by the 15 test procedures 
which have been approved today for the 
111 priority toxic organic pollutants. 

EPA has approved two GC/MS test 
procedures (Methods 1624 and 1625) 
today. These methods use stable, 
isotopically labeled analogs of the 
priority pollutants as internal standards. 
They have been extensively tested for 
their applicability to the analysis of the 
32 pollutants included pursuant to 
paragraph 4(c) and Appendix C of the 
Consent Decree (NRDC v. Train, 8 ERC 
2120 (D.D.C. 1976), as modified 12 ERC 
1833 (D.D.C. 1979] and by the Court's 
Order of October 26,1982, August 2, 

1983, January 6,1984, and July 5,1984). 
The Consent Decree settled a suit 
between the Natural Resources Defense 
Council (NRDC) and EPA regarding 
regulation under the CWA. In paragraph 
4(c). EPA agreed to study pollutants for 
possible regulation, including these 
specified in Appendix C. Today's 
proposal would extend the approved 
scope of the two methods to include the 
additional paragraph 4(c) and Appendix 
C pollutants. 


II. Summary and Rationale for Proposed 
Amendments 

A. Withdrawal of Former Method 
Approvals 

Thirty compounds which were 
approved as parameters in the 1976 
amendments to 40 CFR Part 136 were 
also included in the 1976 Consent 
Decree as priority pollutants. In the 1976 
regulation they were carried under the 
parameter designations Benzidine, 
Pentachlorophenol, Chlorinated organic 
compounds (except pesticides], and 
Pesticides. Approved test procedures for 
these parameters were available from 
EPA's Environmental Monitoring and 
Support Laboratory in Cincinnati, Ohio. 
The method for Benzidine was covered 
'Under "Method for Benzidine and Its 
Salts in Wastewater." The remaining 
parameters were covered under 
"Procedures for Pentachlorophenol, 
Chlorinated Organic Compounds, and 
Pesticides." 

These analytical methods were 
updated in 1978 by the EPA publication. 
"Methods for Benzidine, Chlorinated 
Organic Compounds, 

Pentachlorophenol. and Pesticides in 
Water and Wastewater," U.S. 
Environmental Protection Agency, 
September 1978. However, the earlier 
methods and the 1978 update do not 
require a mandatory level of quality 
control and do not stipulate analytical 
control limits, outside of which an 
analysis would be considered to be out- 
of-control. Therefore, the analyst could 
generate data which would be unusable 
for regulatory purposes. The new 
methods being approved today for 
priority pollutant analysis do include 
these procedures. This leads to a 
significant inconsistency between these 
new methods and the updated methods 
which had not been anticipated at the 
time that the priority pollutant test 
procedures were proposed on December 
3.1979 (44 FR 69464). 

The present proposed action will 
eliminate this inconsistency and ensure 
that these earlier methods will be 
superceded by the test procedures being 
approved today for the priority 
pollutants for the following specific 
parameters in Tables 1C and ID of 
S 136.3: Table IC, Benzidine, Carbon 
Tetrachloride. Chlorobenzene, 
Chloroform, Methylene chloride, PCB- 
1016, PCB-1221. PCB-1232, PC&-1242. 
PCB-1248. PCB-1260. 

Pentachlorophenol, 1.1.2.2- 
Tetrachloroethane, Tetrachloroethene, 
1,2,4-Trichlorobenzene, and 1,1,2- 
Trichloroethane; and Table ID, Aldrin, 
a-BHC, y-BHC, Chlordane, 4,4'-DDD, 
4.4'-DDE. 4.4'-DDT, Dieldrin, Endosulfan 
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I. Endosulfan II, Endrin. Heptachlor, 
Heptachlor expoxide, and Toxaphene. 

The methods approved in 1976 and 
updated in 1978 may continue to be the 
basis for EPA enforcement action where 
proper quality control and quality 
assurance are used. Of course, EPA may 
also use the new methods where they 
are more appropriate or more 
economical. 

B. Extension of New Methods to 
Appendix C Parameters 

EPA is proposing to expand Table IC 
of § 136.3 by 32 paragraph 4(c) and 
Appendix C parameters (it will now 
include 129 parameters). The purge and 
trap test procedure. Method 1624, is 
approved for four of these purgeable 
compounds; Acetone, Diethyl ether, p- 
Dioxane, and Methyl ethyl ketone. 
Extraction test procedure. Method 1625, 
is approved for 28 compounds: Benzoic 
ccid. Biphenyl, Carbazole, p-Cymene, n- 
Decane, Dibenzofuran, 
Dibenzothiophene. Diphenylamine, 
Diphenyl ether, 1,2-Diphenylhydrazine. 
n-Docosane, n-Dodecane, n-Eicosane, n- 
Hexacosane, n-Hexadecane, Hexanoic 
acid, /3>Naphthylamine, n-Octacosane, 
n-Octadecane, a-Picoline. Styrene, a- 
Terpineol, n-Tetracosane, n- 
Tetradecane, n-Triacontane, 1,2,3- 
Trichlorobenzene, 2,3,6-Trichlorophenol, 
and 2,4,5-Trichlorophenol. These 
methods have been extensively applied 
to the analysis of these 32 compounds in 
industrial wastewaters and the methods 
have been validated for their 
applicability to analysis of these 
compounds by multi-laboratory testing. 

C. Other Port 136 Provisions 

EPA wishes to make clear that 
methods for the 32 new compounds that 
will be covered under Part 136 will be 
subject to all the existing definitions and 
provisions of Part 136. For example, EPA 
will be able to approve equivalent 
methods for these new compounds, as it 
can for any parameter subject to this 
Part, 

III. Regulatory Analysis 

(a) Under Executive Order 12291. EPA 
must judge whether a regulation is 
“major” and, therefore, subject to the 
requirement of a “Regulatory Impact 
Analysis.” This regulation is not major 
for the following reasons: 

(1) It proposes analytical methods and 
sample handling requirements that 
ensure a uniform measure of pollutants 
across all wastewater discharges within 
minimum acceptance criteria for 32 
parameters. The purpose is to ensure 
that the quality of environmental 
monitoring data meets certain minimum 


standards. It would withdraw the use of 
outdated methods. 

(2) The impact of this regulation will 
be far less than $100 million. 

a. The regulation affects unit 
monitoring costs for other regulatory 
programs, e.g., effluent guidelines 
regulations and the implementation 
regulations of the National Pollutant 
Discharge Elimination System (NPDES), 
and the pretreatment program. However, 
it does not impose those costs. In fact, 
the monitoring costs for other programs 
are considered in those other 
rulemakings. This is appropriate 
because total (rather than unit) 
monitoring costs are determined by the 
monitoring provisions of those 
regulations. 

b. Equivalency provisions will 
encourage the development of 
innovative analytical methods by the 
private sector and to encourage the 
competitive viability of the instrument 
manufacturing industry. The 
equivalency provision also allows 
individual di8chai*gers to gain approval 
of analytical systems of their own 
design that may further reduce their 
total monitoring costs. 

(3) The empact of compliance with 
these regulations will not be 
concentrated on any particular sectors 
of American industry. 

This regulation was submitted to the 
Office of Management and Budget 
(0MB) for review as required by 
Executive Order 12291. Any comments 
from OMB to EPA and any EPA 
response to those comments will be 
available for public inspection at the 
Public Information Reference Unit, 

Room M2904 (EPA Library-Rear). TM- 
213. Environmental Protection Agency. 
401 M Street, SW., Washington, D.C. 
20460, Phone: (202) 382-5926, Office 
Hours 8:00 a.m. to 4:30 p.m. 

(b) Under the Regulatory Flexibility 
Act. 5 U.S.C. 601, et seq., EPA is required 
to determine whether a regulation will 
significantly affect a substantial number 
of small entities so as to require a 
regulatory analysis. The regulation 
requires no new reports beyond those 
already now required. The analytical 
techniques approved here either can be 
handled by small facilities, or are 
widely available by contract at a 
reasonable price. Therefore, in 
accordance with 5 U.S.C. e05(b), 1 
hereby certify that this rule will not 
have a significant adverse economic 
impact on a substantial number of small 
facilities. 

(c) Under the Paperwork Reduction 
Act of 1980, 44 U.S.C. 3501 et seq,, the 
information provisions in this rule 
associated with the analytical test 
procedures equivalency program. 40 


CFR 136.3 (a), (c) and (d), 136.4 and 
136.5, and the sample preservation and 
holding times variances, 40 CFR 136.3(eJ, 
have been submitted to the Office of 
Management and Budget (OMB) as part 
of the final and interim-final rule 
published elsewhere in today's Federal 
Register. All approvals made on the 
final rule will be applicable to this 
proposed rule. 

(Secs. 301, 304(h), 307 and 501 (a). Pub. L 95- 
217, 91 Stat. 1566. et seq. (33 U.S.C. 1251, et 
seq.) (the Federal Water Pollution Control 
Act Amendments of 1972 as amended by the 
Clean Water Act of 1977)| 

Dated: September 26,1984. 

William D. Ruckleshaus, 

Administrator. 

List of Subjects in 40 CFR Part 136 

Water pollution control. 

In consideration of the preceding. EPA 
proposes to amend Chapter I. 

Subchapter D of Title 40. Code of 
Federal Regulations, as follows: 

Proposed Rule 

For the reasons set out in the 
Preamble, it is proposed to amend Part 
136, Chapter 1, Subchapter D of Title 40 
of the Code of Federal Regulations as 
follows: 

1. In § 136.3, Table 1C is amended by 
renumbering to have 129 parameters, 
and by alphabetically inserting the 
following thirty-two new parameters: 
Acetone, Benzoic acid. Biphenyl. 
Carbazole, p-Cymene, n-Decane, 
Dibenzofuran. Dibenzothiophene. 

Diethyl ether. p-Dioxane, 

Diphenylamine, Diphenyl ether, 1.2- 
Diphenylhydrazine, n-Docosane, n- 
Dodecane, n-Eicosane. n-Hexacosane, n- 
Hexadecane, Hexanoic acid. Methyl 
ethyl ketone, /3-Naphthylamine, n- 
Octacosane, n-Octadecane, a-Picoline, 
Styrene, a-Terpineol, n-Tetracosane. n- 
Tetradecane, n-Triacontane, 1,2,3- 
Trichlorobenzene, 2.3,6-Trichlorophenol, 
and 2,4,5,-Trichlorophenol; by approving 
F*PA Method 1624 for the analysis of 
Acetone, Diethyl ether, p-Dioxane, and 
Methyl ethyl ketone; by approving EPA 
Method 1625 for the analysis of Benzoic 
acid. Biphenyl, Carbazole, p-Cymene, n* 
Decane, Dibenzofuran, 
Dibenzothiophene, Diphenylamine. 
Diphenyl ether, 1.2-Diphenylhydrazine. 
n-Docosane. n-Dodecane. n-Eicosane, n- 
Hexacosane, n-Hexadecane, Hexanoic 
acid. /3-Naphthylamine. n-Octacosane. 
n-Octadecane. a-Picoline, Styrene, a- 
Terpineol, n-Tetracosane, n- 
Tetradecane, n-Triacontane, 1.2,3- 
Trichlorobenzene, 2,3,6-Trichlorophenol, 
and 2,4,5-Trichlorophenol; by 
withdrawing approval of the following 
cited test procedures for the following 
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parameters: Benzidine, oxidation- 
colorimetric procedure, **Method for 
Benzidine and Its Salts in Wastewater”, 
Environmental Monitoring and Support 
Laboratory, U.S. Environmental 
Protection Agency, Cincinnati, Ohio 
(1976); and Carbon tetrachloride. 
Chlorobenzene, Chloroform, Methylene 


chloride, PCB-1016, PCB-1221, PCB-1232. 
PCB-1242. PCB-1248, PCB-1260. 
Pentachlorophenol, 1,1,2,2- 
Tetrachloroethane, Tetrachloroethene, 
1,2,4-Trichlorobenzene and 1,1,2- 
Trichlolorethane, gas chromatography, 
“Procedures for Pentachlorphenol, 
Chlorinated Organic Compounds, and 


Pesticides”, Environmental Monitoring 
and Support Laboratory. U.S. 
Environmental Protection Agency, 
Cincinnati, Ohio (1976). As proposed to 
be revised, § 136.3, Table 1C would read 
as follows: 

§ 136.3 Identification of Test Procedures. 


Table iC.—-L ist of Approved Test Procedures for Organic Compounds 


1 Acenaphthene...., ___ 

2 Acanaphthyfone _......._ 

3. Acatoo© . . 

4. Acrolein...... ......_ 

5. AcrytorttrUe ............____ 

6 . Anttyracane _ _ 

7. Benzene.......... ... 

8. Benzidine.. _............. 

9. Benzo<a)anlt)rac8ne..........:. _ 

10. Benzoic Acid . _ 

11. Benzo<a)pyrene.............« _ 

12. Benzo(b)fluoranthene . 

13. Benzo(ghi)perylene. 

14. Bonzo(K)ftuonimhene.... _ 

15. Benzyl Chkxide....,...^... __ 

16. Benz^ Butyl Ptithalate . 

17. Biphenyl .... 

18. Bis(2-chk>roethoxy) methane. 

19. Bis(2*chioroethy0 ether _ 

20. B48(2-ethythexy1) phthetate.^., 

21. Bfomodichloromethane .. 

22. Bromoethane .. 

23. Bronxiform ___ _ 

24 4-Bromophenylphonyl ether... 

25. Cartazole .. . . 

26. Cartxyi tetrachloride __ 

27. Chioroethane. .. 

28. 4^lorO'3-methylphenol . 

29. Chlorobenzene .-_ 

30. 2'Chloroethytvinyl ether... _ 

31. Chloroform........ _........_ 

32. Chkxometharw ......_........... 

33 2-Chtoronaphthalen6............... 

34. 2*Chlorophenol .. 

35. 4-Chk>rophenytphenyl ether... 

38. Chrysene .. 

37. pOymene ... 

38. n-Decane .......... 

39. Oibenzo(a.h)M«ac«n#..... — 

40. Dibenzofuran............ .. 

41. Oibenzothiophene .. 

42. Oibromochlorobenzene........... 

43. l,2.Olchlorob0nzene __ 

44. 1.3-Dich1orobon2ena ___ 


45. 1.4-Dichlorobenzene _ 

46 3,3 -Oichlorobenzidine..^... 

47. OichlorodHluoromethane..^ 

48. 1.1-Oichloroethane __ 

49. 1.2-Oichloroethane .. 

50. 1.1-Oichloroethene __ 

51. trans-1.2-Dichloroether)e... 

52. 2.4 OicMorophenol ............. 

53. 1,2-Oichloropropane . 

54. cis-1.3-Oichkxopropene . 

56. trans-1.3-Oichloroproper>e. 

56. Diethyl ether.... .. 

57. Oieth^ phthalate .. 

58. 2.4-Oimethytphenol .. 

59. Dimethyl phthalate .. 

60. Di-n-buty1 phthalate ___ 

61. Dho-octyl phthalate _ 

82. 2.4-Dinitrophenol .. 

63. 2.4-Oinitrotoiuene .. 

84. 2.6-Oinltrotoluene _ 

65. P'Dioxane ...............__ 

06. Diphenytamln#.. _ 

67. Diphenyl ether _...._ 

66. 1.2'Diphenythydrazine... _ 

89. n-DoGoaano .. 

70. n-Oodecane _............... 

71. n-Eicosane .... 

72. Epichlorohydhn .. 

73. Elhytt)enzer>a .... 


Parameter» 


EPA method number ■ ’ 


GC 


GC.MS 


HPLC 


Other 


610 

610 


603 

603 

610 

602 


610 


610 

610 

610 

610 


625. 

625. 

•624, 

*624, 

625. 

624. 
•625. 

625. 

625, 

625. 

825, 

625. 


1625 

1625 

1624 

1624 

1624 

1625 

1624 

1625 
1625 
1625 
1625 
1625 
1625 
1625 


610 

610 


605 

610 


610 

610 

610 

610 


606 


611 

611 

606 

601 

601 

601 

611 


601 

601 

604 

601. 602 
601 
601 
601 
612 
604 
611 
610 


610 


601 

601, 602 
612 

601, 602 
612 

601. 602 
612 


601 

601 

601 

601 

601 

604 

601 

601 

601 


606 

604 

606 

606 

606 

604 

609 


625, 

625, 

625. 

625. 

624, 

624, 

624. 

625, 

624. 

624, 

625. 
624. 
624, 
624, 

624, 

625. 
625. 
625. 
625. 


625, 


1625 

1625 

1625 

1625 

1625 

1624 

1624 

1624 

1625 

1626 

1624 
1824 

1625 
1624 
1624 
1624 

1624 

1625 
1625 
1625 
1625 
1625 
1625 
1625 
1625 
1625 

1624 
1, 625 

1625 
.625 
1625 
. 625 
1625 
1625 


Note 3, p. 130; Note 6, p. S102 


610 

610 


605 


602 


624, 1624 


Note 3. p. 130; Note 6. p. $102. 
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Table IC.—List of Approved Test Procedures for Organic Compounds—C ontinued 


Parameter' 


EPA method ruimber • * 


QC 


GC/MS 


HPLC 


Other 


fA Fiuuranthofie.. 
75 FKioraoe__ 


76 Hexachlorotenme_ 

77. HevachkKObutarKene.. 


78 HetecMorocyclopentadiene.. 
79. Hexachtofoethane__ 

80 o-Haxacosane.^...^^. 

81 o-Rexadecant.. 


610 

610 

612 

612 

612 

612 


82. Hexanoic add.. 

83 ldono(1^.3KXi)pyr<>ne.. 

84. Isophofooe __ 

85. MethytoneChlofIdo. 


86. 2 Mcthyf-4.6-OiPtlropher)ol... 

87, Matnyt . . 

88 Naphthalan* ... 

89 ^-Naphthyianxne ___ 

90 NitrobariTiyMi ■ _, , , . 

91, ?>Nitrophenol___ 

92. 4-N«fophoool... 


610 

609 
601 
604 

610 


93, N'NHrosodanethytamine...... 

94 N-Nrtro90dl n-pfopytafnjr>o., 

95. N-NHroeodiphenytamine. 

96. rvOctacosane... 


609 

604 

604 

607 

607 

807 


97. r>Ocladecane.. 

98. 2.2-oxyt>l8(l-chk)ropropefie).. 

99 PCB-IOie....... 

100. PC8«1221_ 

101. PC8-1232.. 

102. PCB-1242 . 

103. PCB-1248.. 

104. PC8-1254.. 

105 PC8-1280.. 


106. Pentachkxophenol.. 

107. Phenanlhrone.. 

108. Phenol_ 

109. a*Pioolloa_ 

110. Pyrene__ 

111. Styrene... 


611 

606 

606 

608 

608 

608 

608 

606 

604 

610 

804 


«10 


112. a-Terpir>eol_______ 

113. 2A7,8-Tetrachkxo-cfibon2(H)Kfiown <2,3.7.8-TCOO)... 

114. 1.1A2*TetracNoroelhane.........___ 

115 Tetrachloroethene____ -. ,,,,_ 

116 rhtetracosane........ 

117. n<Tetradecane___ 

118. Toluene______ 

119. nTrlacontane.. 


120. 1^.3-Trichk)robenzene.. 

121. 1^4'Trlchlorobenzene.. 

122. I.I.I-TrIchloroethane. 

123. 1.1,2-TrtcWoroemane. 

124. TricHofoethene... 


125. Trichlorutluoromelhm.. 

126 2,3.6'Trlchlorophenol_ 

127. 2,4.5-TrW»IOfOph8nol. 

126. 2.4,6<Trichloraphenol...... 

129. Vinyl Chloride.. 


601 

601 


602 


612 

601 

601 

601 

601 


604 

601 


625, 1625 
625. 1625 
625, 1625 
625, 1625 

• 625, 1625 
625, 1625 

1625 
1625 
1625 
625. 1625 
625. 1625 

624. 1624 

625, 1625 

1624 
625, 1625 

1625 
625, 1625 
625. 1625 
625. 1625 

■625. 1625 
•624. 1625 

• 625. 1625 

1625 
1625 
825. 1625 
625 
625 
625 
625 
625 
625 
625 
625.1625 
625, 1625 
625. 1625 
1625 
625. 1625 
1625' 
1625 
613 
624, 1624 

624. 1624 
1625 

1624 

625, 1624 

1625 
1625 

625. 1825 
624, 1624 
624. 1624 

624. 1624 

624 

1625 

1625 

625. 1625 
624, 1624 


810 

610 


610 


610 


' An paramelera are expresaed m micrograma per (mq/L). 

ivoeU!!! •* ApperKfct A, ’Teat Procedures for AnaNsis of Organic Pollutanta.'* of thia Part 136. The standarefeed 1«1 

fhw Parnae*^ determine the method detection hmit (MOU tor these test procedures is gtven at Append^ B. •Ownition and Procedure tor the Determination of the Method DetecSon 

I Organic Compwnc^ Pen^hlorophanol and Pesitetdoe m WiTer and Wasiewsler.” US. Environmental Protection Agency, September. 1978. 

603 orMeth^ 162^*^ ^ extended to screen samples for Acrolem and Aorytonmtle However, when they are Known to be present, the preferred meUwd for these two compounds are Method 

Me.ri:Ito605. 607. *** N-n«roKK«pNm,t»i«» «hen (hay ir. Known lo be p«orl. 

end Mr^^SflMI)^ Methods Approved and Cded by the UnM States Environmental Pfotedion.** Supplement to the Fiftaenlh EdWon ^ Standani Methods for the Exa/rnmoon of Water 

A generate acceptable precision and accuracy with Methods eot-613. 624. 625. 1624. and 1625 (See Appendrx 

S? fi?? 5^ O^ch at m ey Metho os AddrtionaJty. each laboratory, on an ongoing basis, most .^e and amilyie 10% (5% tor 

'i2£2 21.? evahiale tatxjratory data quality m accoidance wtth secltons S.TaiS 8.4 of theseVtothods When the recovery of 

any parameter fails outside the wammg imMs. the analytical rastets for that parameter in the onapiked sample are suspect and cannot be reported for regulatory compliance purpo^ 


2 . In § 138.3, Table ID is amended by 
withdrawing approval of the following 
cited lest procedures for the following 
parameters: Aldrin, a-BHC 7 -BHC 
(Lindane), Chlordane, 4,4'-DDD, 4.4 - 
DDE. 4,4'-DDT. Dieldrin, Endosulfan I, 
Endosulfan 11 . Endrin. Heptachlor, 


Heptachlor epoxide, and Toxaphene by 
the Gas Chromatography test 
procedures cited in. “Procedures for 
Pentachlorophenol. Chlorinated Organic 
Compounds, and Pesticides,*’ 
Environmental Monitoring and Support 
Laboratory, U.S. Environmental 


Protection Agency, Cincinnati, Ohio 
(1976). As proposed to be revised, 

§ 136.3, Table ID would read as follows: 

§ 136.3 Identification of Test Procedures. 
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Table ID.— List of Approved Test Procedures for Pesticides * 


Parameter 

Method 

EPA*-’ 

Stand¬ 

ard 

methods 
15th Ed 

ASTM 

Other 

I.AIdrin. . 

gc7ms]!Z 

GC 

608 

625 



Note 3. p. 83; Note 6. p. S68. 

Note 3. p. 94; Note 6, p. S16. 

Note 3. p. 83; Note 6, p. S68. 

Note 3. p. 63; Note 6, p. S68. 

Note 3. p. 25; Note 6. p. S51. 

Note 3. p. 104; Note 6. p. S64 

Note 3. p. 7. 

Note 3. p. 94; Note 6. p. S60 

Note 4, p. 30; Note 6. p. S73. 

Note 3. p. 104; Note 6. p. S64. 

Note 3. p. 115; Note 4, p. 35. 

Note 3, p. 25; Note 6, p. S51. 

Note 3. p. 25; Note 6, p. S51. 

Note 3, p. 25; Note 4, p. 30; Note 6, p. S51. 

Note 3, p. 115. 

Note 4. p. 30; Note 6. p. S73. 

Note 3. p. 7. 

Note 4. p. 30; Note 6. p. S73. 

Note 3. p. 25; Note 6. p. S51. 

Note 3. p. 104. 

Note 4. p. 30. 

Note 3, p. 104; Note 6. p. S64 

Note 3. p. 104; Note 6. p. S64. 

Note 4, p. 30; Note 6. p. S73. 

Note 3. p. 25; Note 6. p. S64. 

Note 3. p. 25; Note 4. p. 30; Note 6. p. Sf 1. 

Note 3, p. 94; Note 6, p. S60. 

Note 3. p. 7; Note 4, p. 30. 

Note 3. p. 94. Note 6. p. S60. 

Note 3, p. 7. 

Note 3, p. 104; Note 6. p. S64. 

Note 3. p. 104; Note 6. p. S64. 

Note 3. p. 104; Note 6. p. S64. 

Note 3. p. 25; Note 4. p. 30. 

Note 3, p. 25. 

Note 3. p. 7. 

Note 3, p. 83; Note 6, p. S68. 

Note 3. p. 83: Note 6. p. S68. 

Note 3. g 83, Note 6. p. S68. 

Note 3, p. 83; Note 6, p. S68. 

Note 3. p. 104; Note 6. p. S64. 

Note 3, p. 94; Note 6, p S80. 

Note 3. p. 83; Note 6. p. S68. 

Note 3. p. 104; Note 6. p. S64. 

Note 3. p. 63; Note 6. p. 866. 

Note 3. p. 7. 

Note 3. p. 104; Note 6. p. S64. 

Note 3. p. 115, Note 4. p. 35. 

Notes, p. 115. 

Note 3. p 63; Note 6. p. S68 69 

Note 3. p, 7. 

2, Ametryn... . 

— 

— 

3. Amlnocafb.. 

TLC 




4. Atratpm.. .... 

fzr. 

. 



5. Atrazine.....^.... . 

GC 




6. Azinphos nialhyf . ... . 

GC 




7. Barben.. 

Ti n 




a.a-BHC_ „ .. 

GC 

606 



9.6-BHC ... . 

GC/MS_ 

GC_ 

GC/MS_ 

GC 

•625 

606 

625 

606 



10. MHC. 

— 


11. y-BHC (Lindane). . 

GC/MS._ 

GC............. 

•625 

606 

625 



12.Caplan ......... 

GC/MS....... 

GC 

509A 


13. CarfaaryL. . 

TIC . 



14. Carbophenolhion .... .. 

GC... 




15. Chkirdane... 

nr. 

625 



16. Chloropropham.. ....,... 

GC/MS._ 

TLC.. 

1 

! 1 
LL 

Z - 

17. 2.4'-0 ....„ ,, 

GC 


500B 

— 

16. 4.4'-DOD.. 

GC. 

606 

606 

625 

606 

10. 4.4*-00E... .... 

GC. 



2a 4.4'-ODT..... _ .. 

GC/MS. 

QC-. 

— 

— 

21. Oemeton-O.. .. .... 

GC/MS. 

GC..._ 

625 

.. 

— 

22. Dementon-S. .. 

GC 




23. Diazinon....,,,,, . 

GC. 




24. Dicafflha..-...... 

QC_ 




25. Dichlofenthinn. ,,, 

QC 




- 

GC 


600A 


27.Dlcofol.....,.. 

GC 


iSoee" 

28. OtekirOi ..... 

GC_ 

GC 

606 


29. DkMathion.. 



30. OiiuHOIon.. 

GC . 




31. Diuron... . ... 

TLC__ 




32. Endosutfan 1. ..... 

nr. 

608 

•625 

608 


...... ... 

33. EndosuHan 11 . ... 

GC/MS_ 

nr. 

—- 

.. 

34. EndosuHan suffate.. 

GC/MS....... 

GC 

•625 

608 

— 


35. Endrtn aktehyde.,.... . 

GC/MS. 

GC.. 

QC/MS_ 

GC. 

625 

606 

625 


.— 

37. Elhlon. .. 


— 

38. Fenumn., " 

TLC__ 




39. Fenuron-TCA... , . 

TLC......_ 




40. Heptachkx... . 

GC- 

GC/MS._ 

GC . 

**'**608" 

625 

608 

625 

— 

— 

41. Heptachlor epoxide .- _ 

42. Isodrin.. . . .. 

GC/MS! 

GC 

— 


43. Unuron ..,.... 

TLC_ 




44. Malathian....-. 

GC 


509A 


45. Methiocaib.,.. . 

TI C 




46. Melhoxychlor...... 

nr. 


i^A 

03066 

47. Mexacarbete.....,, ,,. . , 

TLO___ 


46. Mirax_____ _ 

GC... 


’sooa’ 

— 

49. MoTMjron........ 

TLC .... 


50. Monuron-TCA...«...... ........... 

TLC... 




51. Neburon_ ..,..... 

TLC. 




52. Parathion meth)4. . ...^ 

QC... 


liii 


53. Parathion ethyl__ _ __ 

GC 



54. PCNB...._. .. 

GC 



55. Per1hane.„. 

QC. 




56. RrofMlDn... ......_ ... 

GC 




57. Promeiryn.. 

QC. 




56. Propazme.., ... 

nr. 




59. Propham _...... J......... .. 

TIC 




60. Propoxur .. ....,.. 

TLC. 




61. Socbumeton . .... , , 

TLC_ 




62.Bii9aon. ... . 

TLC - 




63. Slmazlna.... 

QC. 


.. 

MH.. 

64. SlrnhAnA . , , ... 

GC 


509A 


easwep.. ... .. .... 

TIC 



66. 2.4.5.T ......... 

GC... 


509B 


67. 2.4.5-TP (Slfvex).......,.„ ,... . 

GC 


509B 


68. Terbuthytazine......., .... 

GC...... 



69. “Toxaphene.. ..... . 

nr. 

606 

625 



70. Trifluralln.., . , , ... 

GC/MS. 

GC... 

sboA 

—*- 






P^stiode* ar® Mtad in tms table by common name for the convenience of the reader. AdcMbonal pesticides may bo found under Table 1C. where entries are Mated by chemical name. 
■ The tuM text of Methods 606 and 625, are given at Appendix A. "Test Procedures for Analysis of Organic Pofkitants.“ of this Part 136. The standardized test procedure to be used to 
^termme the method detection Hrrst (MOL) for these tost procedures is given at Appendix B, “Definition and Procedure for the Determination of the Method Detection UmH". of this Part 136, 
» Methods for BanzxJIne. Chloonatod Organic Compounds, PentacWorophenol and Pesticides in Water and Wastewater," U S. Environmental Protection Agency. September. 1678 This 
cPA publication includes thin-layer chromatography (TLC) methods. 
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• Oeolo^ Survw, Tachnkjuet of Walor Resourcos Investtaatfooa, Book 5. Ctiapler A3 f 1972). 

• w>chKjo c^BI-rc, endosutfsn I. enoosutfan H, and endrin. Howevor. when are known lo exist. Method 608 is the preferred method 

of Approved and Oted by the United States EnwonmentaJ Protection Aoancy." Supplement to the Fifteenth Edition of Standard Methods for the Examination 

make an one-ti^, demonstratton of his ability to gewate acceptable precision and accuracy with Methods 606. and 625 (See Appendix A of this Part 136), In 
JSSlSf^ ^ t^thod* *. Arkmionany, each taboratory. on an ongoing basis, must spike and analyze 10% of ail samples ana^ed with 

Method 625 to monrtor and evakiato laboratory data qurtity m accordanoe with Sections 8.3 and 8.4 of these methods When the recovery of 
any parameter faus outsKie fhe warning Imvts. tho analytical results for that parameter in the unspiked stynple are suspect and cannot be reported for regulatory compliance purposes. 


IFR Doc, 84-28349 Filed 1(3 23-84; 8:45 am) 
BitLINQ CODE 6S60-50-M 
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